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This Field Engineer Handbook edition, dated 9/1 8/00, replaces the 
Volume I and Volume II contents and tabs. 

Volume I CPU is now two tabs; Workstation CPU and Server CPU. 

Volume II Sun-4u Systems is now two tabs; Sun-4u Workstation 
and Sun-4u Server. 

Systems and Peripherals added to the twenty-first edition: 

Netra ct 400 
Netra ct 800 
Netra S220 
StorEdge L9 

StorEdge L20, L40, and L60 

StorEdge L180 

StorEdge T3 

Sun Blade 100 

Sun Blade 1000 

Sun Ray 100 

Sun Ray 150 

For your filing convenience, a title page with a bar strip on the 
right edge separates each section, so that you can easily place 
a new section after the appropriate tab. 

The Field Engineer Handbook , Volumes I and II, is a copyrighted 
publication of Sun Microsystems, Inc. Additional copies must be 
purchased. 

Email your comments and suggestions to the authors at 
fehb@scarlett.eng.sun.com. 

Sun Microsystems, Inc. 

901 San Antonio Road, Mail Stop MTV16-127 

Palo Alto, California 94303-4900 U.S.A. 



The JavaStation JJ and JavaStation JK systems are serviced as 
whole unit replacements. The CPU boards for these systems are 
not illustrated in this edition. 

The SPARCcluster and MediaCenter chapters are not in this 
edition. These products were a combination of a workstation 
or server, a peripheral, and software. The workstations, servers, 
and peripherals used to build these products can still be found in 
their respective chapters. 

The Netra xt 600 was announced in August 1 999 and discontinued 
in January 2000. The Netra xt 600 is not in this edition. 

You may wish to save this product information from the twentieth 
edition of the Field Engineer Handbook for reference. 
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Preface 



The Field Engineer Handbook, Volumes I and II, illustrates and 
describes Sun™ Workstations, Servers, and Options. This 
hardware manual set is available to Sun service providers and 
customers. 

This handbook complements other Sun technical publications and 
education courses. We assume that Sun service providers and 
customers who service and repair Sun products have access to 
these resources. 

The Field Engineer Handbook does not include installation, 
removal, replacement, and troubleshooting procedures 
documented in other Sun publications. 

The complexity of products requiring extensive training is beyond 
the scope of this hardware manual set. These products are not 
covered in detail. Refer to the manuals. 

The Field Engineer Handbooks not an official configuration guide 
or sales guide. Configurations and options supported and sold by 
Sun Microsystems are documented in the End User and Reseller 
Price Lists. Installation Manuals, User's Guides, Product Notes, 
and the Hardware Platform Guide are other sources of supported 
configuration information. 

Send email to fehb-errata@persius.eng.sun.com to receive the 
errata for the Field Engineer Handbook. 

Email your comments and suggestions to the authors at 
fehb@scarlett.eng.sun.com. 
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Handbook Organization 

The Field Engineer Handbook is organized into two volumes. 
Volume I includes the Configuration section. 

• Configurations contains board and peripheral part numbers, 
option numbers, and illustrations; jumper and switch settings; 
video resolutions; memory module compatibility; and notes 
and references. 

Volume II includes the following sections: 

• Parts Breakdown contains workstation, server, and option 
illustrations; part number listings; and monitor specifications. 

• Troubleshooting contains system LED error codes; SCSI 
connector pin assignments, SCSI sense keys and codes; 
tape drive manual ejection procedures; and communications 
device pin assignments. 

• Power contains fuse and power cord charts; system wiring 
diagrams; and illustrations of power plugs, power supplies 
power sequencers, and power distribution units. 
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Parts Breakdown 

This section contains illustrations, part numbers, and descriptions 
of Sun Systems, Options, Boards, Input Devices, Monitors, and 
Printers. 

Options such as processor modules, SIMMs, and SBus cards are 
not included in the System chapter. Internal system peripheral 
options are not included in the Disk, Removable Media, or 
Miscellaneous chapters. 

Parts listed as (obsolete) or (obs) are no longer used to build new 
systems. Obsolete parts may be replaced with newer part numbers 
and may not be available. 

This manual provides a list of part numbers used to assemble the 
system or option. Many of the part numbers listed are not normally 
available as spare parts or as field replaceable service spares, 
also referred to as Field Replaceable Units, or FRUs. 

Spare parts available for purchase are listed in the SunSpares 
Price List. A list of valid FRU part numbers and part substitutions 
is available to Sun service and support personnel from Enterprise 
Services logistics. 

Abbreviations 



Assy 


Assembly 


Bkt 


Bracket 


FRU 


Field Replaceable Unit 


NS 


Not shown 


OBP 


Open Boot PROM 


Obs 


Obsolete 


OS 


Operating System 


w 


With 


w/o 


Without 


• 


Indicates the part is used in an assembly 
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Option Abbreviations 

SSA SPARCstorage Array 

A1000 StorEdge A1000 

D1000 StorEdge D1 000 

A3000 StorEdge A3000 (RSM Array 2000) 

A3500 StorEdge A3500 

A5000 Enterprise Network Array A5000 

A5000 StorEdge A5000 

A7000 StorEdge A7000 

System Abbreviations 

SC SPARCcenter 

SS SPARCserver, SPARCstation, or SPARCsystem 

A1 1 Ultra 1 Models 1 40 and 1 70 

A1 2 Ultra 1 Models 1 40E, 1 70E, and 200E 

A14 Ultra 2 

A16 Ultra 30 

A1 7 Ultra Enterprise 3000 Workstation 

A1 8 Ultra Enterprise 4000 Workstation 

A20 Ultra 450 Workstation 

A21 Ultra 5 

A22 Ultra 10 

A23 Ultra 60 

A25 Ultra Enterprise 450 Server 

A26 Enterprise 250 

A27 Ultra 80 

A28 Sun Blade 1000 

A33 Enterprise 420R 

A34 Enterprise 220R 

A38 Sun Blade 100 

E150 Ultra Enterprise 150 

ExOOO Ultra Enterprise 3000/4000/5000/6000 

Ex500 Enterprise 3500/4500/5500/6500 
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Class Codes 

The first three digits of a Sun part number are the class code. 
Representative class codes are listed below. 
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Sun Manual 
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CD-ROM Insert 
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Sun Manual 
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Configuration Manual 
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Manual Set 
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Manual Set 


950-xxxx-xx 


Engineering Specification 
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Part Numbers 

Sun part numbers consist of nine numerical digits separated with 
dashes (-) into three components; Class Code, Base Number, and 
Dash Number. A revision number or letter is used with each part 
number. 



501-1005-01 Rev 50 



Class Code — 
Base Number 
Dash Number 
Revision 



Class Codes identify similar parts. 

Base Numbers are assigned sequentially. A higher base number 
does not necessarily indicate a new or improved part. 



Higher/Lower Base Number Examples 



PART# 


DESCRIPTION 


RELEASE DATE 


300-1281 
300-1286 


SC2000 Power Supply 
SC2000 Power Supply 


3/28/95 
9/19/94 


501-2925 
501-2940 
501-3001 


SM71 SuperSPARC 2.4.5 
SM71 SuperSPARC 2.3 
SM71 SuperSPARC 2.4.3 


9/28/95 
6/05/95 
8/14/95 


501-2324 
501-2924 
501-2961 


SS20 CPU 
SS20 CPU 
SS20 CPU * 


1/10/94 
9/14/95 
7/12/95 



501-2961 is a screened and re-labeled 501-2324 



Dash Numbers are used to identify changes made to the part that 
effect form, fit, or function. 

Revisions are used to identify changes made to the part that do 
not effect form, fit, or function. 
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System Serial Number 

The serial number contains four or five fields of information: * 
Year - year of manufacturer 
Week - week of manufacturer 
Plant - manufacturing location 

Software - Beginning in July 1997, systems manufactured with 
Shop Floor Execution use C up to fff units/week and 
D if more than fff units/week are built. The Shop Floor 
System did not use this field. 

Build number - alphanumeric or hexadecimal build number 



Year - 
Week- 

Plant 

Build Number 



4 15 F 0123 
—j 



j 



7 28 FC 123 



j 



FW 7 50 0123 



Year — 
Week - 

Plant 

Software 

Build Number 



Plant — ^ I 

Year ' 

Week 

Build Number 



The serial numbers for E1 0000s built in Beaverton are from 
65000 to 65fff. The year, week, and plant fields are not used. 



PLANT 



C 
F 
G 
H 
H 
J 
K 
L 
M 
N 
P 
R 
T 

EH 
FW 
HW 
TW 



LOCATION 



Mountain View Building 4, California 

Milpitas Building 4, California 

Westford, Massachusetts 

Singapore (Sun-3 Shoebox) 

Newark, California (beginning in July 1998) 

Melbourne, Florida (StorEdge A7000) 

Milpitas Building 5, California 

Milpitas Building 7, California (Specials Engineering) 

Linlithgow, Scotland 

Japan 

Billerica, Massachusetts 

Japan (used by Fuji Xerox) 

Milpitas, California (Re-Manufacturing) 

Texas Instruments (SBus Expansion Subsystem) 

Freemont, California (Ultra 5 and Ultra 10) 

Hsinchu, Taiwan (Ultra 5 and Ultra 10) 

Telford, England (Ultra 5 and Ultra 10) 
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Recommended Tools 



Tools 



PART # 


DESCRIPTION 


250-1028 


Field Engineer Toolkit (Jensen JTK-679-1 ) i 


250-1024 


T9 Torx Screwdriver 


250-1025 


T7 Torx Screwdriver 


250-1026 


T25 Torx Blade 


250-1027 


#2 Pozidrive Blade 


250-1029 


3/32 Hexdnver Blade 


250-1030 


7/64 Hexdnver Blade 


250-1031 


14 mm Deep Socket 


250-1032 


T20 Torx Blade 


250-1033 


Blue Cordora Zipper Case 


250-1034 


3 1/8" Driver Handle 


250-1035 


4 1/8" Driver Handle 


250-1036 


1/4" Drive Spinner Handle 


250-1037 


5" Extension Blade 


250-1038 


#1 Phillips Blade 


250-1039 


#2 Phillips Blade 


250-1040 


1/4" Slotted Blade 


250-1041 


3/1 6 Slotted Blade 


250-1042 


Alignment Tool 


250-1043 


Alignment Tool 


250-1044 


4 1/2" Miniature Diagonal Cutter 


250-1045 


5.25" Diagonal Cutting Pliers 


250-1046 


6.5" Thin Needlenose Pliers 


250-1047 


4" Adjustable Wrench 


250-1048 


6" Adjustable Wrench 


250-1049 


Crimping Tool/Wire Stripper 


250-1050 


Fluke 75 Digital Multimeter 


£OU-1 Uol 


H 0"7 kv*> r"v"t LJ/-tv/ solvit tr\r CD 1 *~\ f\ 

\ .df mm nexariver biaae 


250-1052 


1 .5 mm Hexdriver Blade 


250-1053 


2 mm Hexdriver Blade 


250-1054 


2.5 mm Hexdriver Blade 


250-1055 


3 mm Hexdriver Blade 


250-1056 


4 mm Hexdriver Blade 


250-1057 


5 mm Hexdriver Blade 
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Recommended Tools 



Tools - Continued 



! PART # 


DESCRIPTION 


250-1058 


4 mm Nutdriver Blade 


250-1059 


4.5 mm Nutdriver Blade 


250-1060 


5 mm Nutdriver Blade 


250-1061 


5.5 mm Nutdriver Blade 


250-1062 


6 mm Nutdriver Blade 


250-1063 


7 mm Nutdriver Blade 


250-1064 


8 mm Nutdriver Blade 


250-1065 


9 mm Nutdriver Blade 


250-1066 


10 mm Nutdriver Blade 


250-1067 


1 1 mm Nutdriver Blade 


250-1068 


T15Torx Blade 


Power Screwdriver Kit 


PART # 


DESCRIPTION 


250-1075 


Cordless Power Screwdriver Kit (Jensen JTK-864) 


250-1076 


• Two Speed Power Screwdriver 


250-1077 


• Screwdriver Carrying Case 


250-1078 


• Screwdriver Battery Charger, 1 15V 


250-1079 


• Screwdriver Battery 


250-1084 


• Power Screwdriver Xcelite Adapter 


Vacuum Cleaner Kit 


PART # 


DESCRIPTION 


250-1080 


Vacuum Cleaner Kit (Jensen JTK-863) 


250-1081 


• Vacuum Cleaner, 115V 


250-1082 


• Vacuum Cleaner Filters (qty 6) 


250-1083 


• Vacuum Cleaner Carrying Bag 
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Miscellaneous Tools 



PART# 


DESCRIPTION 


OAf\ A A OO 

240-1 4oo 


2 mm Hex Key 


O A O A ~7 A 

240-1716 


AMP SIMM Extraction Tool (obsolete) 


O A O A "7 A O 

240-1 718 


EPROM Insertion Tool 


OX A ^ "7-1 o 

240-1 71 y 


IC Extraction Tool 


240-1 o22 


MoaiTiea amk oimm extraction iooi (ods) ; 


^40-1 yo4 


1/2 upen-bna wrencn 


250-1007 


Disposable EbD Wrist Strap 


250-1 01 1 


Slotted & 2 mm Hex Screwdriver 




A /O" w H /O" Thin L-lrto<~l \A/*-/-kn/-»h f/-\i- CC D^/^ly 1 i-^w^ 1 

1/2x1/2 i nin-rieaa wrencn tor ob KacK Leveiers 


oco h r\~7 a 
250-1 0/4 


10-incn Lnd uutter 


250-1088 


bun EbU Mat with bun Logo 


oor> a a a c 

330-1145 


Disposable ESD Mat 


ooO-l o4b 


CCin nnrl OOOO QIIV/IIV/I InAn^inn T>n~J /a»/Ja» coo h ooo\ 

bbio ana bb20 biMM insertion iooi (order od0-19od) 


ooO-loob 


bb20 ran installation iooi 


330-1852 


SS Voyager Power Supply Extraction Tool 


o>io ooo-i 

340-6091 


Ultra 80 Memory Riser Torque Tool (only use 340-6091-02) 


345-1 131 


SIMM Extraction Wire Tool (obsolete) 


345-1 132 


SIMM Extraction Wire Tool (obsolete) 


None 


l o lorx blade (Xcelite 99-8X I D) 


None 


T" A O T— ..... ni. J. /\/ _ _ I'i _ OO H OX/TrW 

T10 Torx Blade (Xcelite 99-1 0XTD) 


0~70 A OOO 

370-1906 


OOo 1 |/_. , O 

90 L-Key T1 0 Torx 


O ~70 H 00~7 

o/O-l 90/ 


OOO 1 I/snw TH C Trwxt 

yo L-Key 1 1 0 lorx 


COO H 7CO 

560-1763 


SIMM Extraction Tool Kit 


345-1184 


• Machined SIMM Extraction Tool 345-1 184-01 (obsolete) 


OAC A A OA 

o4o-l 1 84 


_ niAAnnt OIK/IK/I CutvnAfinn "TV> _ 1 O^C H H O /I OO 

• Diecast bi MM extraction iooi o4o-iio4-02 j 


COO OO H "7 

560-2317 


Torque Wrench Kit 


OCO -1 O vl O 

250-1240 


• 3/32 Hex Bit x 2 Length 


OCO W OOO 

250-1239 


• Adjustable Torque Wrench, 2-12 In/Lb, +/-3% accuracy ! 




"To mi 10 Wronoh l^it I Initorl Kinnrlnm 
luiLjut; vviciiuii r\ii, uiiiicju rxiiiyuuiii 


250-1241 


• 3/32" Hex Bit 


250-1242 


• Fixed 6 In/Lb Torque Wrench 


560-2433 


Torque Wrench Kit 


230-1578 


• Acid Brush 


None 


• 3/32" Hex Bit 


250-1353 


• Fixed 6 In/Lb Torque Wrench 
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PARTS BREAKDOWN 



Sun-4m System 



Sun-4m Architecture 

SPARC Xterminal 1 2 

SPARCstation 4 4 

SPARCstation 5 12 

SPARCstation 20 20 
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1 -Slot SBus Logic Enclosure 
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SPARC Xterminal 1 



1 -Slot SBus Logic Enclosure 



CODE 


PART# 


DESCRIPTION 


1 


540-2578 


Base Assembly 


- 


240-1530 


• M3 x 6 mm Screw, Speaker Assembly 






• v_/ildoolo 


2 


330-1450 


• Foot 


o 
o 




a Dinht Prr\r»t fnrnor 

• rviyiii nuiii ouiiiui 


4 


261-1009 


• Purple Chassis Label j 


5 


330-1683 


• Left Front Corner 


D 


o/ u- i 0/ y 


a Cnool/or 

• opeaKer 




530-2080 


• Speaker and LED Wire Harness 


- 


530-2130 


• DC Wire Harness 


7 


300-1257 


50 Watt Power Supply 


8 


540-2551 


Floppy Filler Panel without cutout, Purple 


9 


540-2553 


CD-ROM Filler Panel, Purple 


NS 


240-2101 


M3 Machine Screw, CPU, P/S, and Top Cover 


NS 


250-1200 


Spring for M3 Screw, CPU, P/S, and Top Cover 


MQ 
INO 




Ci in 1 r\nr\ 

oun Logo 


NS 


261-2818 


SPARC Xterminal 1 Nameplate 


NS 


540-2434 


Top Cover Assembly | 




240-2195 


• Tinnerman Clip (added to 540-2434-03) 


NS 


540-2540 


Lockbox Assembly 




240-2206 


• M3x 12 mm Screw 




802-1529 


SPARCstation 4 Service Manual 



Volume II 



4m SYSTEM-3 



PARTS BREAKDOWN 



9/18/00 



SPARCstation 4 

SS4 Netra/4 Netra /400 Netra ;4 
1 -Slot SBus Logic Enclosure 




4m SYSTEM-4 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstation 4 

SS4 Netra/4 Netra /400 Netra j4 
1 -Slot SBus Logic Enclosure 



CODE 


PART # 


DESCRIPTION 


1 


540-2664 


Base Assembly (phased out Nov/Dec 1996) 


- 


240-1530 


• M3 x 6 mm Screw, Speaker Assembly 


- 


340-2915 


• Chassis 




JHU t JHO 


a Rinht Qirlo Wont Panol 
w iiiyi ii oiutr vein rciiici 


2 


330-1450 


• Foot 


3 


540-2547 


• Right Front Corner 


4 


261-1009 


• Purple Chassis Label 


5 


330-1683 


• Left Front Corner 


6 


370-1579 


• Speaker 


- 


530-2130 


• DC Wire Harness 


- 


530-2080 


• Speaker and LED Wire Harness 


7 






7 


540-2631 


535MB Disk Drive Assembly/FRU 


- 


370-1425 


• 535MB Disk Drive (<540-2443-03) 


- 


370-1425 


• 535MB Disk Drive (540-2631 -xx) 


- 


370-1844 


• 535MB Disk Drive (>540-2443-04) 


- 


240-2208 


• #6-32 x 1/4" Screw 


- 


540-2570 


• Mounting Bracket 


NS 


530-2146 


Internal SCSI Cable, Disk Drive, 33 mm 


7 


540-2560 


1.05GB Disk Drive Assy/FRU (discontinued 6/95) 


7 


540-2733 


1 .05GB Disk Drive Assembly/FRU 




240-2208 


• #6-32x1/4" Screw 




370-1753 


• 1 .05GB Disk Drive, Seagate ST31200WC 




370-1964 


• 1 .05GB Disk Drive, Conner CFP1 080E 




540-2570 


• Mounting Bracket 


NS 


530-2146 


Internal SCSI Cable, Disk Drive, 33 mm 


8 


300-1257 


50 Watt Power Supply 


8 


300-1279 


150 Watt Power Supply 1 



1 Power Supply 300-1 279 is used in SPARCserver 4 configurations because 
the 150 Watt power supply supports the power state memory feature. 
SPARCstation 4 configurations use Power Supply 300-1257. 



Volume II 



4m SYSTEM-5 



PARTS BREAKDOWN 



9/18/00 



SPARCstation 4 

SS4 Netra/4 Netra/400 Netra/4 
1 -Slot SBus Logic Enclosure- Continued 



CODE 


PART# 


DESCRIPTION 


9 


540-2500 


CD-ROM Assembly/FRU 


- 


240-1463 


• #6-32 x 1/4" Screw 


- 


240-2086 


• M3 x 4 mm Screw 


- 


330-1748 


• Mounting Grommet 


- 


340-3046 


• Mounting Bracket 


- 


370-1679 


• CD-ROM Drive 


NS 


530-2079 


CD-ROM to Audio Module Cable, 435 mm 


NS 


530-2129 


Internal SCSI Cable, CD-ROM, 350 mm 


10 


540-2553 


CD-ROM Filler Panel, Purple ; 


11 


540-2509 


Floppy Drive Assembly/FRU 


- 


240-2121 


• #6-32 Shoulder Screw 




330-1748 


a Dri\/P Mni intinn (nrnmnnpt 
• u\ ivc iviuui mi iy yji \ji i n i ici 


- 


370-1419 


• Floppy Drive 


11 


370-2151 


Floppy Drive Assy/FRU (replaced 540-2509 12/95) 


- 


240-1530 


• M3 x 6 mm Screw 


- 


240-2295 


• M3 Shoulder Screw 


NS 


530-2067 


Internal Floppy Cable, 190 mm 


12 


540-2551 


Floppy Filler Panel without cutout, Purple 


12 


540-2552 


Floppy Filler Panel with cutout, Purple 


NS 


240-2101 


M3 Machine Screw, CPU, P/S, and Top Cover 


NS 


250-1200 


Spring for M3 Screw, CPU, P/S, and Top Cover 


NS 


260-3059 


Sun Logo 


NS 




O i rAli woldll wl I *+ inch l icjjldlt? 


NS 


261-4380 


SPARCserver 4 Nameplate 


NS 


261-4598 


Netra / Nameplate 


NS 


540-2434 


Top Cover Assembly 


NS 


240-2195 


• Tinnerman Clip (added to 540-2434-03) 


NS 


501-5468 


Floppy Interface Board 


NS 


540-2540 


Lockbox Assembly 




240-2206 


• M3 x 12 mm Screw 




802-1529 


SPARCstation 4 Service Manual 



4m SYSTEM-6 



Field Engineer Handbook 



9/18/00 PARTS BREAKDOWN 



This page intentionally left blank. 



Volume II 



4m SYSTEM-7 



PARTS BREAKDOWN 



9/18/00 



SPARCstation 4 

SS4 Netra/4 Netra MOO Netraj4 
1-Slot SBus Logic Enclosure 




4m SYSTEM-8 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstation 4 

SS4 Netra/4 Netra /400 Netra j4 
1 -Slot SBus Logic Enclosure 



CODE 


PART # 


DESCRIPTION 


1 


540-2902 


Base Assembly (phased in July 1996) 


- 


240-1530 


• M3 x 6 mm Screw, Speaker Assembly 


- 


340-3397 


• Chassis 




540-2847 


• Right Side Vent Panel 


2 


330-1450 


• Foot 


3 


540-2848 


• Right Front Corner 


4 


261-1009 


• Purple Chassis Label 


5 


330-1683 


• Left Front Corner 


6 


370-1579 


• Speaker 


- 


530-2302 


• DC Wire Harness 




530-2291 


• Speaker and LED Wire Harness (obsolete) 




530-2341 


• Speaker and LED Wire Harness 


7 


540-2733 


1 .05GB Disk Drive Assembly/FRU ! 


- 


240-2208 


• #6-32x1/4" Screw 


- 


370-1753 


• 1 .05GB Disk Drive, Seagate ST31200WC 


- 


370-1964 


• 1 .05GB Disk Drive, Conner CFP1 080E 




540-2570 


• Mounting Bracket 




530-2146 


Internal SCSI Cable, Disk Drive, 33 mm 


7 


540-2875 


1 .05GB Disk Drive Assembly/FRU 




240-2182 


• #6-32x3/16" Screw 




370-1964 


• 1 .05GB Disk Drive, Conner CFP1 080E 




370-2168 


• 1 .05GB Disk Drive, Quantum 1080S 




540-2570 


• Mounting Bracket 




530-2146 


Internal SCSI Cable, Disk Drive, 33 mm 


8 


300-1257 


50 Watt Power Supply 


8 


300-1279 


150 Watt Power Supply 1 



1 Power Supply 300-1 279 is used in SPARCserver 4 configurations because 
the 150 Watt power supply supports the power state memory feature. 
SPARCstation 4 configurations use Power Supply 300-1257. 



Volume II 



4m SYSTEM-9 



PARTS BREAKDOWN 



9/18/00 



SPARCstation 4 

SS4 Netra/4 Netra /400 Netra j4 
1-Slot SBus Logic Enclosure - Continued 



CODE 


PART# 


DESCRIPTION I 


9 


540-2852 


SunCD 4 CD-ROM Assembly/FRU 


- 


240-2295 


• M3 Shoulder Screw 


- 


330-2036 


• Mounting Grommet 


- 


370-2102 


• SunCD 4 CD-ROM Drive 


NS 


530-2280 


CD-ROM to Audio Module Cable, 435 mm 


NS 


530-2129 


Internal SCSI Cable, CD-ROM, 350 mm 


10 


540-2845 


CD-ROM Filler Panel, Light Grey 


11 


540-2854 


Floppy Drive Assembly/FRU 




240-2318 


• M2.5 x 3 mm Screw i 




330-2036 


• Mounting Grommet 




340-3401 


• Mounting Bracket 




370-2302 


• Floppy Drive 


NS 


530-2277 


Internal Floppy Cable, 250 mm 


12 


540-2846 


Floppy Filler Panel without cutout, Light Grey 


12 


540-2853 


Floppy Filler Panel with cutout, Light Grey 



4m SYSTEM-10 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstation 4 

SS4 Netra/4 Netra /400 Netra/4 
1 -Slot SBus Logic Enclosure - Continued 



CODE 


PART# 


DESCRIPTION 


NS 


240-2101 


M3 Machine Screw, CPU, P/S, and Top Cover 


NS 


250-1200 


Spring for M3 Screw, CPU, P/S, and Top Cover 


1 NO 


C.\J\J \J\J\JiD 


OUI 1 L-U^VJ 


NS 


261-2699 


SPARCstation 4 Nameplate 


NS 


261-4380 


SPARCserver 4 Nameplate 


NS 


261-4598 


Netra / Nameplate 


NS 


501-5468 


Floppy Interface Board 


NS 


540-2844 


Top Cover Assembly 


1 NO 




LUOMJUA rNOOtJIIILMy 




240-2206 


• M3 x 1 2 mm Screw 


NS 


540-3346 


Vibration Kit for the Quantum1080S Disk Drive 


NS 


501-2462 


• SCSI I/O Board 


NS 


530-2278 


• Internal SCSI Cable, 485 mm 


NS 


530-2279 


• DC Wire Harness 


NS 


805-1235 


• Installation Manual 




802-1529 


SPARCstation 4 Service Manual 



Volume II 



4m SYSTEM-1 1 



PARTS BREAKDOWN 



9/18/00 



SPARCstation 5 

SS5 Netra/5 Netra s5 Netra /500 Netra 625 
3-Slot SBus Logic Enclosure 




4m SYSTEM-12 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstation 5 

SS5 Netra/5 Netra s5 Netra /500 Netra 625 
3-Slot SBus Logic Enclosure 



CODE 


PART # 


DESCRIPTION 


1 


540-2438 


Base Assembly (phased out Nov/Dec 1 996) 


- 


240-1530 


• M3 x 6 mm Screw, Speaker Assembly 


- 


340-2915 


• Chassis 


- 


540-2548 


• Right Side Vent Panel 


2 


330-1450 


• Foot 


3 


540-2547 


• Right Front Corner 


4 


261-1009 


• Purple Chassis Label 


5 


330-1683 


• Left Front Corner 


6 


370-1579 


• Speaker 


7 


501-2462 


• SCSI I/O Board 


- 


240-2159 


• M2 x 5 mm Screw 


- 


330-1753 


• Bracket 


- 


530-2053 


• Internal SCSI Cable, 660 mm 


- 


530-2066 


• DC Wire Harness 


- 


530-2080 


• Speaker and LED Wire Harness 


8 


540-2443 


535MB Disk Drive Assembly/FRU 


- 


370-1425 


• 535MB Disk Drive 


- 


370-1844 


• 535MB Disk Drive 


- 


540-2570 


• Mounting Bracket 


8 


540-2560 


1 .05GB Disk Drive Assembly/FRU 


- 


370-1753 


• 1 .05GB Disk Drive, Seagate ST31200WC 


- 


370-1822 


• 1 .05GB Disk Drive, Conner CFP1 060E 


- 


370-1964 


• 1 .05GB Disk Drive, Conner CFP1 080E 


- 


370-2072 


• 1.05GB Disk Drive, IBM DPES-31080 


- 


370-2168 


• 1 .05GB Disk Drive, Quantum 1080S 




540-2570 


• Mounting Bracket 


8 


540-2699 


2.1GB Disk Drive Assembly/FRU 




370-1930 


• 2.1GB Disk Drive, Conner CFP2105E 




370-2071 


• 2.1GB Disk Drive, Seagate ST32430WC 




370-2314 


• 2.1GB Disk Drive, Seagate ST32155WC 




370-2315 


• 2.1GB Disk Drive, IBM DORS-32160 




370-2842 


• 2.1GB Disk Drive, IBM DCAS-32160 




540-2570 


• Mounting Bracket 



Volume II 



4m SYSTEM-13 



PARTS BREAKDOWN 



9/18/00 



SPARCstation 5 

SS5 Netra/5 Netra s5 Netra 500 Netra /525 
3-Slot SBus Logic Enclosure - Continued 



CODE 


PART# 


DESCRIPTION 


8 


540-3988 


4.2GB Disk Drive Assembly/FRU 


■ 


540-2570 


• Mounting Bracket 


9 


300-1215 


150 Watt Power Supply (obsolete) 


9 


300-1279 


150 Watt Power Supply 


9 


540-2657 


Nordic Country Power Supply Assembly 


■ 


300-1279 


• 1 50 Watt Power Supply 


- 


370-1873 


• Noise Kit 


10 


540-2500 


CD-ROM Assembly/FRU 




240-1463 


• #6-32 x 1/4" Screw 


- 


240-2086 


• M3 x 4 mm Screw 


- 


330-1748 


• Mounting Grommet 




340-3046 


• Mounting Bracket 




370-1679 


• CD-ROM Drive 


NS 


530-2079 


CD-ROM to CPU Audio Cable, 435 mm 


11 


540-2553 


CD-ROM Filler Panel, Purple 


12 


540-2509 


Floppy Drive Assembly/FRU 




240-2121 


• #6-32 Shoulder Screw 




330-1748 


• Drive Mounting Grommet 




370-1419 


• Floppy Drive 


12 


370-2151 


Floppy Drive Assy/FRU (replaced 540-2509 12/95) 




240-1530 


• M3 x 6 mm Screw 




240-2295 


• M3 Shoulder Screw 


NS 


530-2067 


Internal Floppy Cable, 190 mm 


13 


540-2551 


Floppy Filler Panel without cutout, Purple 


! 13 


540-2552 


Floppy Filler Panel with cutout, Purple 



4m SYSTEM- 14 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstation 5 

SS5 Netra/5 Netras5 Netra /500 Netra /525 
3-Slot SBus Logic Enclosure - Continued 



CODE 


PART# 


DESCRIPTION 


NS 


240-2101 


M3 Machine Screw, CPU, P/S, and Top Cover 


NS 


250-1200 


Spring for M3 Screw, CPU, P/S, and Top Cover 


NS 


260-3059 


Sun Logo 


NS 


260-6483 


SPARCstation 5 Nameplate 


NS 


261-2082 


SPARCserver 5 Nameplate 


NS 


261-4598 


Netra / Nameplate 


NS 


501-5468 


Floppy Interface Board 


NS 


261-4599 


Netra s Nameplate 


NS 


540-2434 


Top Cover Assembly 




240-2195 


• Tinnerman Clip (added to 540-2434-03) 


NS 


540-2540 


Lockbox Assembly 



Volume II 



4m SYSTEM-15 



PARTS BREAKDOW 



9/18/00 



SPARCstation 5 

SS5 Netra/5 Netray"5/170 
3-Slot SBus Logic Enclosure 




4m SYSTEM-16 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstation 5 

SS5 Netra / 5 Netra j 5/1 70 
3-Slot SBus Logic Enclosure 



CODE 


PART# 


DESCRIPTION 


1 


540-2850 


Base Assembly (phased in July 1996) 




240-1530 


• M3 x 6 mm Screw, Speaker Assembly 




340-3397 


• Chassis 




r" a t\ a ~~7 

540-2847 


• Right Side Vent Panel 


2 


330-1450 


• Foot j 


3 


f a r\ r\n a o 

540-2848 


• Right Front Corner 


4 


r\ a a r\r\r\ 

261-1009 


• Purple Chassis Label 


5 


oon h coo 

ooO-lboo 


• Lett hront Gorner 


6 


370-1579 


• Speaker 


7 


501-2462 


• oGbl l/U board 




240-2159 


• M2 x 5 mm Screw 




330-1753 


• Bracket 




530-2278 


• Internal bCbl Gable, 485 mm 




530-2279 


• DC Wire Harness 




530-2291 


• Speaker and LED Wire Harness (obsolete) 




con ooyi h 


• Speaker and LED Wire Harness 


o 
O 


540-^5b0 


1 .UoGb Disk Drive AssemDiy/rHU 




O — 7/-\ -J "7ro 

370-1753 


• 1 .05GB Disk Drive, Seagate ST31200WC 




370-1822 


• 1 .05GB Disk Drive, Conner CFP1 060E 




370-1964 


• 1.05GB Disk Drive, Conner CFP1080E 




370-2072 


• 1.05GB Disk Drive, IBM DPES-31080 




370-2168 


• 1.05GB Disk Drive, Quantum 1080S j 




540-2570 


• Mounting Bracket 


8 


540-2699 ■ 


2.1GB Disk Drive AssemDly/rHU 




o/ u- 1 you 






370-2071 


• 2.1GB Disk Drive, Seagate ST32430WC 




370-2314 


• 2.1GB Disk Drive, Seagate ST32155WC 




370-2315 


• 2.1GB Disk Drive, IBM DORS-32160 




370-2842 


• 2.1GB Disk Drive, IBM DCAS-32160 




540-2570 


• Mounting Bracket 


8 


540-3988 


4.2GB Disk Drive Assembly/FRU 




540-2570 


• Mounting Bracket 



Volume II 



4m SYSTEM-17 



PARTS BREAKDOWN 



9/18/00 



SPARCstation 5 

SS5 Netra/5 Netray'5/170 
3-Slot SBus Logic Enclosure - Continued 



CODE 


PART# 


DEbCRIPTlUN 


y 


ouu-i^i/y 


i ou wait rower ouppiy 


y 


o4U-*iOO/ 


Nordic Country Power Supply AssGmbly 






• i ou wan rower ouppiy 




Q7H 1 Q"7Q 
of U- I O/ O 


• Noise r\ii 






ounuu 4 uu-nuivi AssenriDiy/rnu 




o/in oooc 


• M3 Shoulder Screw 




con on<jft 
ooU-^Uoo 


• Mourning orommei 




07n 91 09 

O / U - ^ I Kid. 


• ouriL/U *t ou-nvjivi unve 


! -i n 
I 'V 


o4u-^yui 


oUnL/U \dX UU-nUIVI ASSeiTIDiy 






• IVIO oNUUIUcr OOlfcJW | 






• iviuuruiriy vjrornrnci 




07n 9ft 1fi 


a 19Y Pn ROM Hrix/o 


MC 
IMo 


con oocn 


/^R DHR/I tr* f^DI I Aiirlirk Pohlo /IOC mm 

uu-rivjivi to Uru auoio oaoie, 4oo mm 


1 1 


c/in ooyie; 
04U-^O4D 


fTl ROM Filler Danol I inht rirox/ 

L/U-nwivi riiier ranei, Ligni orey 


1 9 


O4U-^o04 


rioppy unve MSsemDiy/rriu 




o/in 9Q1 Q 


• ivi^.o x o mm ocrew 




ooU-^:Uod 


• iviounxing orommei 




o4U-o4U1 


• iviounxing DracKei 




07H 9QH9 


• rioppy unve 


MQ 


con 001~7 


internal rioppy uauie, ^iou mm 


I o 


Oh-U-^040 


rioppy niici rauGi wiiiioui cuioui, Liyiii vjirey 


1 O 


04U-^OOO 


rioppy riner ranei wim cuioui, Liynx varey 


IMo 


o/in 91 ni 


ivio iviacnine ocrew, uru, r/o, ana lop uover 


IMo 


ocn.i 900 


Q nr j nri for K/l^ QoroiAA OPI 1 P/Q anrl Tnn Pn\/or 

opriiiy lur ivio ouiuw, uru, r/o, aiiu lup L/UVci 


MQ 


9«n qhc;q 


Qi in 1 f~\r\f~\ 

oun Logo 


NS. 




9PARn<;tatinn S Nampnlatp 

orni ivyoiaiiwi i vJ i mcii i icpiaic 


NS 


261-2082 


SPARCserver 5 Nameplate 


NS 


261-4598 


Netra / Nameplate 


NS 


261-4599 


Netra s Nameplate 


NS 


501-5468 


Floppy Interface Board 


NS 


540-2844 


Top Cover Assembly 


NS 


540-2540 


Lockbox Assembly 




240-2206 


• M3 x 12 mm Screw 



4m SYSTEM-18 



Field Engineer Handbook 



9/18/00 PARTS BREAKDOWN 
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Volume II 



4m SYSTEM-19 



PARTS BREAKDOWN 



9/18/00 



SPARCstation 20 

SS20 Netra £0 Netra s20 Netra /600 Netra /625 
4-Slot SBus Logic Enclosure 




4m SYSTEM-20 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstation 20 



SS20 Netra /20 Netras20 Netra /600 Netra /625 
4-Slot SBus Logic Enclosure 



CODE 


PART # 


DESCRIPTION 


1 


540-2438 


Base Assembly (phased out Nov/Dec 1996) 


- 


240-1530 


• M3 x 6 mm Screw, Speaker Assembly 


- 


340-2915 


• Chassis 


- 


540-2548 


• Right Side Vent Panel (TurboZX requires 2548-02) 


2 


330-1450 


• Foot 


3 


540-2547 


• Right Front Corner 


4 


261-1009 


• Purple Chassis Label 


5 


330-1683 


• Left Front Corner 


6 


370-1579 


• Speaker 


7 


501-2462 


• SCSI I/O Board 


- 


240-2159 


• M2 x 5 mm Screw 


- 


330-1753 


• Bracket 


- 


530-2053 


• Internal SCSI Cable, 660 mm 


- 


530-2066 


• DC Wire Harness 


- 


530-2080 


• Speaker and LED Wire Harness 


8 


540-2443 


535MB Disk Drive Assembly/ FRU 


- 


370-1425 


• 535MB Disk Drive 


- 


370-1844 


• 535MB Disk Drive 


- 


540-2570 


• Mounting Bracket 


8 


540-2560 


1 .05GB Disk Drive Assembly/FRU 


- 


370-1753 


• 1 .05GB Disk Drive, Seagate ST31200WC 


- 


370-1822 


• 1 .05GB Disk Drive, Conner CFP1060E 


- 


370-1964 


• 1 .05GB Disk Drive, Conner CFP1080E 


- 


370-2072 


• 1.05GB Disk Drive, IBM DPES-31080 


- 


370-2168 


• 1 .05GB Disk Drive, Quantum 1080S 




540-2570 


• Mounting Bracket 


8 


540-2699 


2.1GB Disk Drive Assembly/FRU 




370-1930 


• 2.1GB Disk Drive, Conner CFP2105E 




370-2071 


• 2.1GB Disk Drive, Seagate ST32430WC 




370-2314 


• 2.1GB Disk Drive, Seagate ST32155WC 




370-2315 


• 2.1GB Disk Drive, IBM DORS-32160 




370-2842 


• 2.1GB Disk Drive, IBM DCAS-32160 




540-2570 


• Mounting Bracket 



Volume II 



4m SYSTEM-21 



PARTS BREAKDOWN 



9/18/00 



SPARCstation 20 

SS20 Netra/20 Netra s20 Netra /600 Netra/625 
4-Slot SBus Logic Enclosure - Continued 



CODE 


PART# 


DESCRIPTION 


8 


540-3988 


4.2GB Disk Drive Assembly/FRU 


- 


370-3403 


• 4.2GB Disk Drive, IBM DDRS-34560 


- 


540-2570 


• Mounting Bracket 


9 


560-2044 


Fan Kit 




540-2640 


Fan Assembly, 4 CFM 




330-1836 


Fan Installation Tool 


10 


300-1215 


1 50 Watt Power Supply (obsolete) 


10 


300-1279 


150 Watt Power Supply 


11 


540-2500 


CD-ROM Assembly/FRU 


- 


240-1463 


• #6-32 x 1/4" Screw 


- 


240-2086 


• M3 x 4 mm Screw 


- 


330-1748 


• Mounting Grommet 


- 


340-3046 


• Mounting Bracket 


- 


370-1679 


• CD-ROM Drive 


12 


540-2553 


CD-ROM Filler Panel, Purple j 


13 


540-2509 


Floppy Drive Assembly/FRU 




240-2121 


• #6-32 Shoulder Screw 




330-1748 


• Drive Mounting Grommet 




370-1419 


• Floppy Drive 


13 


370-2151 


Floppy Drive Assy/FRU (replaced 540-2509 12/95) 




240-1530 


• M3 x 6 mm Screw 




240-2295 


• M3 Shoulder Screw 


14 


540-2551 


Floppy Filler Panel without cutout, Purple 


14 


540-2552 


Floppy Filler Panel with cutout, Purple 



4m SYSTEM-22 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstation 20 



SS20 Netra/20 Netra s20 Netra /600 Netra /625 
4-Slot SBus Logic Enclosure - Continued 



CODE 


PART# 


DESCRIPTION 


NS 


240-2101 


M3 Machine Screw, CPU, P/S, and Top Cover 


NS 


250-1200 


Spring for M3 Screw, CPU, P/S, and Top Cover 


NS 


260-3059 


Sun Logo 


NS 


261-1269 


SPARCstation 20 Nameplate 


NS 


261-2071 


SPARCserver 20 Nameplate 


NS 


261-4598 


Netra / Nameplate 


NS 


261-4599 


Netra s Nameplate 


NS 


530-2067 


Internal Floppy Cable, 190 mm 


NS 


530-2316 


Floppy DC Power Filter Cable, 76 mm 


NS 


540-2434 


Top Cover Assembly 




240-2195 


• Tinnerman Clip (added to 540-2434-03) 


NS 


540-2540 


Lockbox Assembly 
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SPARCstation 20 

SS20 Netra/20 Netras20 Netra /600 Netra /625 
4-Slot SBus Logic Enclosure 
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Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstation 20 

SS20 Netra/20 Netra s20 Netra /600 Netra 625 
4-Slot SBus Logic Enclosure 



CODE 


PART# 


DESCRIPTION 


1 


540-2850 


Base Assembly (phased in July 1996) 


- 


240-1530 


• M3 x 6 mm Screw, Speaker Assembly 


- 


340-3397 


• Chassis 


- 


540-2847 


• Right Vent Panel (supports TurboZX) 


2 


330-1450 


• Foot 


3 


540-2848 


• Right Front Corner 


4 


261-1009 


• Purple Chassis Label 


5 


330-1683 


• Left Front Corner 


6 


370-1579 


• Speaker 


7 


501-2462 


• SCSI I/O Board 


- 


330-1753 


• Bracket 


- 


530-2278 


• Internal SCSI Cable, 485 mm 


- 


530-2279 


• DC Wire Harness 


- 


530-2291 


• Speaker and LED Wire Harness (obsolete) 


- 


530-2341 


• Speaker and LED Wire Harness 


8 


540-2443 


535MB Disk Drive Assembly/FRU 


- 


370-1425 


• 535MB Disk Drive 


- 


370-1844 


• 535MB Disk Drive 


- 


240-2208 


• #6-32 x 1/4" Screw 


- 


540-2570 


• Mounting Bracket 


8 


540-2560 


1 .05GB Disk Drive Assembly/FRU 


- 


370-1753 


• 1 .05GB Disk Drive, Seagate ST31200WC 


- 


370-1822 


• 1 .05GB Disk Drive, Conner CFP1 060E 


- 


370-1964 


• 1 .05GB Disk Drive, Conner CFP1 080E 


- 


370-2072 


• 1.05GB Disk Drive, IBM DPES-31080 


- 


370-2168 


• 1 .05GB Disk Drive, Quantum 1080S 




540-2570 


• Mounting Bracket 


8 


540-2699 


2.1GB Disk Drive Assembly/FRU 




370-1930 


• 2.1GB Disk Drive, Conner CFP2105E 




370-2071 


• 2.1GB Disk Drive, Seagate ST32430WC 




370-2314 


• 2.1GB Disk Drive, Seagate ST32155WC 




370-2315 


• 2.1GB Disk Drive, IBM DORS-32160 




370-2842 


• 2.1GB Disk Drive, IBM DCAS-32160 




540-2570 


• Mounting Bracket 
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SPARCstation 20 

SS20 Netra/20 Netra s20 Netra /600 Netra /625 
4-Slot SBus Logic Enclosure - Continued 



CODE 


PART# 


DESCRIPTION 


8 


540-3988 


4.2GB Disk Drive Assembly/FRU 


- 


370-3403 


• 4.2GB Disk Drive, IBM DDRS-34560 


- 


540-2570 


• Mounting Bracket 


9 


560-2044 


Fan Kit 




540-2640 


Fan Assembly, 4 CFM 




330-1836 


Fan Installation Tool 


10 


300-1279 


150 Watt Power Supply 


11 


540-2852 


SunCD 4 CD-ROM Assembly/FRU 


- 


240-2295 


• M3 Shoulder Screw 


- 


330-2036 


• Mounting Grommet 


- 


370-2102 


• SunCD 4 CD-ROM Drive 


12 


540-2845 


CD-ROM Filler Panel, Light Grey 


13 


540-2854 


Floppy Drive Assembly/FRU 




240-2318 


• M2.5 x 3 mm Screw 


- 


330-2036 


• Mounting Grommet 


- 


340-3401 


• Mounting Bracket 


- 


370-2302 


• Floppy Drive 


NS 


530-2277 


Internal Floppy Cable, 250 mm 


NS 


530-2316 


Floppy DC Power Filter Cable, 76 mm 


14 


540-2846 


Floppy Filler Panel without cutout, Light Grey 


14 


540-2853 


Floppy Filler Panel with cutout, Light Grey 


NS 


240-2101 


M3 Machine Screw, CPU, P/S, and Top Cover 


NS 


250-1200 


Spring for M3 Screw, CPU, P/S, and Top Cover 


NS 


260-3059 


Sun Logo 


NS 


261-1269 


SPARCstation 20 Nameplate 


NS 


261-2071 


SPARCserver 20 Nameplate 


NS 


261-4598 


Netra / Nameplate 


NS 


261-4599 


Netra s Nameplate 


NS 


540-2844 


Top Cover Assembly 


NS 


540-2540 


Lockbox Assembly 




240-2206 


• M3 x 12 mm Screw 
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Field Engineer Handbook 



PARTS BREAKDOWN 
4d SYSTEM 



9/18/00 



PARTS BREAKDOWN 



Sun-4d System 



Sun-4d Architecture 

SPARCserver 1 000 and 1 000E 2 

SPARCcenter 2000 and 2000E 6 

Sun-4d6 Architecture 
Cray Superserver 6400 18 



Field Engineer Handbook - Volume II 



PARTS BREAKDOWN 



9/18/00 



SPARCserver 1000 and 1000E 

S1000 S1000E S1001E 
4-Slot XDBus Logic Enclosure 
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Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCserver 1000 and 1000E 

S1000 S1000E S1001E 
4-Slot XDBus Logic Enclosure 



CODE 


PART # 


DESCRIPTION 




540-2273 


Chassis Assembly 






340-2684 


• 


Chassis 




1 


540-2394 


• 


Front Bezel Assembly 




2 


340-2689 


• 


Front EMI Cover 




3 


340-2685 


• 


SCSI Tray 




4 


300-1103 


• 


650 Watt Power Supply 




- 


330-1651 




• Power Key 




NS 


240-2083 


• 


M6 x 14 mm Screw, Foot 




c 
O 


QOn H /ICQ 




Top and Bottom Cover 




6 


330-1470 


• 


Side Cover (obsolete) 




6 


330-1869 


• 


Side Cover (required if SM81 is installed) 




7 


330-1589 


• 


Cover Plug 




NS 


340-1590 


• 


Foot 




8 


370-1547 


• 


185 CFM Fan Tray Assembly, +12Vdc, 4 Amps 




None 




• 6" Fan, 60 CFM @ 1850 RPM @ 0.05" 


H 2 0 




Mono 




• 6" Fans, 80 CFM @ 2950 RPM @ 0.15 


1 H 2 0 




None 




• 4.7" Fan, 45 CFM @ 2300 RPM @ 0.9" H 2 0 


NS 


501-2021 


• 


4-Slot XDBus Backplane 




■ 


230-1401 


#2-56 Nylon Nut 




■ 


240-2168 




• Guide Pin 




9 


240-1394 


• 


M3 x 8 mm Screw (obsolete) 




9 


240-1530 


• 


M3 x 6 mm Screw 




10 


540-2388 


• 


Empty Slot Filler Panel 




NS 


150-1785 


External Active Terminator, 50-Pin SCSI-2 




NS 


240-1372 


M4 0.7 x 10 mm Screw, Backplane 




NS 


260-6233 


Sun Logo 




NS 


260-7146 


SPARCserver 1000 Nameplate 




NS 


261-4129 


SPARCserver 1000E Nameplate 




NS 


530-1871 


10BASE-T Cable, RJ45 to RJ45, 4M 




NS 


560-201 1 


Guide Pin Kit with 10 Guide Pins 






230-1401 


• 


#2-56 Nylon Nut 






240-2168 


• 


Guide Pin 






801-2895 


SPARCserver 1000 System Service Manual 
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PARTS BREAKDOWN 



9/18/00 



SPARCserver 1000 and 1000E 

S1000 S1000E S1001E 
SCSI Tray 




2 
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Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCserver 1000 and 1000E 



S1000 S1000E S1001E 
SCSI Tray 



CODE 


PART# 


DESCRIPTION 


1 


530-1911 


Internal SCSI Cable, 1M 


2 


530-1913 


3 1/2 SCSI Power Cable 


3 


340-2687 


5 1/4" SCSI Mounting Bracket 


4 


370-1312 


SunCD CD-ROM 


4 


A — y /-\ j ^A A 

370-1584 


SunCD Plus CD-ROM 


4 


A — » A *4 /"\ A A 

370-1682 


SunCD2 Plus CD-ROM 


4 


370-2103 


SunCD4 CD-ROM 


4 


370-1571 


5.0GB 4 mm Tape Drive 


5 


240-1621 


M3 x 8 mm Screw (obsolete) 


5 


240-1530 


M3 x 6 mm Screw 


6 


A jl A «J ^ r~ A 

240-1559 


M4 x 6 mm Screw, Control Board 


7 


501-1979 


Programmed 40MHz SS1000 Control Board 


7 


501-2412 


Unprogrammed 40MHz SS1000 Control Board 


7 


501-2667 


Programmed 50MHz SS1000E Control Board 1 


7 


501-2673 


Unprogrammed 50MHz SS1000E Control Board 1 


8 


330-1856 


Mylar Shield 


9 


240-1530 


M3 x 6 mm Screw 


10 


340-2705 


SCSI Tray Rear EMI Cover 


11 


370-1424 


535MB 5400 RPM Disk Drive, Conner CP30540 


11 


370-1424 


535MB 5400 RPM Disk Drive, Seagate ST3610N 


11 


370-1710 


1 .05GB 5400 RPM Disk Drive, Seagate ST31200N 


1 1 


A A .j A A A 

370-1963 


1.05GB 5400 RPM Disk Drive, Conner CFP1080S 


11 


370-1957 


A U S~\ V\ — -P A A A 1™* ft J| |""\ ■ | |— \ 1 |— \ ft r*N 1"" 1 1 /"^ A A -J A A 

2.1GB 7200 RPM Disk Drive, IBM DFHS-32160 


1 1 


Q70 onc7 
o/V-ZVOf 


£.iub /^uu nrM uisK unve, oeagaie o i o^ooun 


12 


340-2688 


3 1/2" Disk Drive Mounting Bracket 


13 


240-1734 


#6-32 x 3/16" Screw (obsolete) 


13 


240-2077 


#6-32x3/16" Screw 


14 


530-1912 


5 1/4" SCSI Power Cable 


15 


340-2638 


Alignment Pin, Backplane 


16 


340-2685 


SCSI Tray 


NS 


540-2429 


1/2-Height Peripheral Filler Panel 



1 Fan tray 370-1547-04 is required because of increased EMI by the 50MHz 
Control Board and reduced EMI by the fan tray design changes. No changes 
were made to the cooling capability of the fan tray. 
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SPARCcenter 2000 and 2000E 

S2000 S2000E S2001 E 
56-inch Data Center Cabinet 
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Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCcenter 2000 and 2000E 

S2000 S2000E S2001 E 
56-inch Data Center Cabinet 



CODE 


PART # 


DESCRIPTION 


1 


599-1821 


SC2000 and SC2000E Rack Assembly 


2 


240-1717 


Caster 


3 


530-1728 


Power Supply Sense to Backplane Harness 


3 


530-2210 


Power Supply Sense to Backplane Harness 1 


4 


530-1743 


Power Supply +/- 12 Volt to Backplane Harness 


5 


240-1372 


M4 0.7 x 10 mm Screw 


6 


240-1952 


M4 Washer (Bus Bar to Backplane) 


7 


340-2620 


Power Supply +1 .2Vdc Lower Bus Bar 


8 


340-2621 


Power Supply +5Vdc Upper Bus Bar 


9 


240-2213 


M8 1 .25 Nut, Washer, and Lock Washer 


10 


340-2414 


Power Supply Mounting Bracket, Lower 


11 


340-2416 


Power Supply Mounting Bracket, Front 


12 


530-1738 


Power Supply to AC Distribution Unit Harness 


13 


300-1073 


2410 Watt Power Supply (obsolete) 


13 


300-1258 


2410 Watt Power Supply (obsolete) 


13 


300-1286 


2410 Watt Power Supply 


13 


300-1281 


2410 Watt Power Supply 1 


14 


340-2415 


Power Supply Mounting Bracket, Rear 


NS 


340-2394 


Power Supply Mounting Shelf 


NS 


340-2395 


Power Supply EMI Cover 


15 


530-1724 


AC Dist to Blower to Filter to Keyswitch Harness 


16 


530-1725 


Backplane to DB25 Filter Harness 


NS 


130-2034 


DB-25 Filter 


NS 


130-1080 


Jackscrew for DB25 Filter 


NS 


240-1957 


M4 0.7 x 25 mm Screw (Power Supply EMI Cover) 


NS 


340-2400 


Cardcage EMI Cover 


NS 


340-2412 


Cardcage Support Rail, Lower Left 


NS 


340-2413 


Cardcage Support Rail, Upper Left 


NS 


340-2396 


Cardcage Support Rail, Upper Right 


NS 


340-2397 


Cardcage Support Rail, Lower Right 


NS 


340-2563 


Cardcage Lower Access Panel 


NS 


540-2114 


Cardcage Slot Filler Panel 



1 The PCM_FAIL signal prevents booting when Sense Cable 530-1728 is 
used with Power Supply 300-1281. Use Sense Cable 530-2210. 
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PARTS BREAKDOWN 
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SPARCcenter 2000 and 2000E 

S2000 S2000E S2001 E 
Logic Enclosure and Data Center Cabinet 

Front View 




4d SYSTEM-8 Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCcenter 2000 and 2000E 



S2000 S2000E S2001 E 
Logic Enclosure and Data Center Cabinet 



CODE 


PART# 


DESCRIPTION 


1 


240-1953 


#10-32 x 1/2" Screw 


2 


240-1372 


M4 0.7 x 10 mm Screw 


3 


501-1670 


10-Slot Backplane 


- 


240-1618 


M4 Washer (Backplane) 


4 


340-2401 


Cardcage 


5 


530-1752 


SCSI Tray to Backplane DC Harness 


6 


530-1835 


SCSI Cable, Cardcage to SCSI Tray, 5.1 M 


7 


530-1849 


SCSI Address Select Switch Harness (obsolete) 


7 


530-2077 


SCSI Address Select Switch Harness 


- 


240-1502 


#2 Washer (SCSI Cable 530-1835) 


- 


240-1612 


#2-56 x 1/4" Screw (SCSI Cable 530-1835) 


8 


340-2399 


SCSI Peripheral Tray 


9 


150-1806 


SCSI Address Select Switch 


10 


340-2047 


Kick Panel 


11 


240-1655 


#10-32x3/4" Screw 


12 


300-1099 


AC Distribution Unit, 230V, NEMA L6-30P 


12 


300-1100 


AC Distribution Unit, 240V, Blue 32A IEC 309 


13 


240-1202 


#6-32 x 5/8" Screw (AC Distribution Unit) 


14 


340-2644 


Rear Cover, 5 3/4 M x 29 1/4" 


15 


530-1741 


Power Supply to DC Blower Unit Harness 


16 


370-1379 


24Vdc Dual-Blower Assembly, 600 CFM, 1350 RPM 


NS 


340-2305 


Filler Panel, SCSI Peripheral Tray 


NS 


240-1958 


#10-32 x 1.12" Screw (Cardcage EMI Cover) 


NS 


370-1751 


20GB 4 mm Tape Drive Shipping Bracket 


NS 


530-1793 


SCSI Cable, Cardcage to Slot 0, 80 cm 


NS 


530-2171 


8 mm Tape DC Adapter Harness for P/S 300-1258 


NS 


530-2149 


PDB Back-to-Back Ethernet Cable, 1 .0M 


NS 


530-2150 


PDB Back-to-Back Ethernet Cable, 5.0M 


NS 


530-2151 


PDB RJ45-to-DB25 Serial Cable, 1 .0M 


NS 


530-2152 


PDB RJ45-to-DB25 Serial Cable, 5.0M 




801-2007 


SPARCcenter 2000 Service Manual 
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4d SYSTEM-9 



PARTS BREAKDOWN 



9/18/00 



SPARCcenter 2000E 

S2000E S2001E 
56-inch Data Center Cabinet 




4d SYSTEM-1 0 Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCcenter 2000E 



S2000E S2001E 
56-inch Data Center Cabinet 



CODE 


PART # 


DESCRIPTION 


1 


599-2027 


SC2000E Rack Assembly with 1 Power Supply 


1 


599-2031 


SC2000E Rack Assembly with 2 Power Supplies 


2 


340-3133 


Power Supply Mounting Shelf 


3 


530-2162 


Power Supply Sense to P/S Interface PCB Harness 


4 


530-2163 


P/S Interface PCB to Backplane Harness i 


5 


501-2724 


Power Supply Interface Card 


6 


530-2170 


Jumper Plug (installed if there is only 1 power supply) 


7 


240-1372 


M4 0.7 x 10 mm Screw 


8 


240-1952 


M4 Washer (Bus Bar to Backplane) 


9 


340-2620 


Top Power Supply +1 .2Vdc Lower Bus Bar 


10 


340-2621 


Top Power Supply +5Vdc Upper Bus Bar 


11 


300-1281 


2410 Watt Power Supply 1 


12 


530-1738 


Power Supply to AC Distribution Unit Harness 


13 


340-2415 


Power Supply Mounting Bracket 


14 


340-3190 


Bottom Power Supply Mounting Bracket 


15 


240-2213 


M8 1 .25 Nut, Washer, and Lock Washer 


16 


530-2164 


Top to Bottom Power Supply +/- 12Vdc Harness 


17 


340-3163 


Top to Bottom Power Supply Bus Bar 


18 


240-1435 


M6 x 18 mm Screw for 340-3136 (x4) 


19 


530-1743 


Top Power Supply +/- 1 2Vdc to Backplane Harness 


20 


340-3135 


Top Power Supply Mounting Bracket 


21 


530-2161 


AC Dist to Blower to Filter to Keyswitch Harness 


22 


530-1725 


Backplane to DB25 Filter Harness 


NS 


130-2034 


DB-25 Filter 


NS 


130-1080 


Jackscrew for DB25 Filter 


NS 


240-1957 


M4 0.7 x 25 mm Screw (Power Supply EMI Cover) 


NS 


340-3134 


Power Supply EMI Cover 



1 Do NOT use Power Supply 300-1073, 300-1258, or 300-1286. The 
PCM_FAIL signal is not provided by these power supplies. Do NOT 
use sense cable 530-2210. 
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9/18/00 



SPARCcenter 2000E 

S2000E S2001 E 
Logic Enclosure and Data Center Cabinet 

Front View 
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Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCcenter 2000E 



S2000E S2001E 
Logic Enclosure and Data Center Cabinet 



CODE 


PART# 


DESCRIPTION 


1 


240-1953 


#10-32x1/2" Screw 


2 


240-1372 


M4 0.7 x 10 mm Screw 


3 


501-1670 


10-Slot Backplane 


- 


240-1618 


M4 Washer (Backplane) 


4 


340-2401 


Cardcage 


5 


530-1752 


SCSI Tray to Backplane DC Harness 


6 


530-1835 


SCSI Cable, Cardcage to SCSI Tray, 5.1 M 


- 


240-1502 


#2 Washer (SCSI Cable 530-1835) 


- 


240-1612 


#2-56 x 1/4" Screw (SCSI Cable 530-1835) 


7 


530-2077 


SCSI Address Select Switch Harness 


8 


340-2399 


SCSI Peripheral Tray 


9 


150-1806 


SCSI Address Select Switch 


10 


340-3189 


EMI Cover for Bottom Power Supply 


11 


340-3157 


EMI Cover for Bottom Power Supply 


12 


240-1655 


#1 0-32x3/4" Screw 


13 


340-2047 


Kick Panel 


14 


300-1099 


AC Distribution Unit, 230V, NEMA L6-30P 


14 


300-1100 


AC Distribution Unit, 240V, Blue 32A IEC 309 


15 


240-1202 


#6-32 x 5/8" Screw (AC Distribution Unit) 


16 


530-2160 


AC Receptacle to Lower Power Supply Cable 


17 


540-2689 


AC Receptacle Assembly 


18 


530-2160 


AC Receptacle to Upper Power Supply Cable 


19 


340-2644 


Rear Cover, 5 3/4" x 29 1/4" 


20 


340-3161 


Filter Cover 


21 


150-2357 


Filter, AC Dist to Power Supply to Blower Harness 


22 


340-3160 


Filter Chassis 


23 


370-1853 


24Vdc Quad-Blower Assembly 


NS 


340-2305 


Filler Panel, SCSI Peripheral Tray 


NS 


240-1958 


#10-32 x 1 .12" Screw (Cardcage EMI Cover) 


NS 


370-1751 


20GB 4 mm Tape Drive Shipping Bracket 


NS 


530-1793 


SCSI Cable, Cardcage to Slot 0, 80 cm 




801-2007 


SPARCcenter 2000 Service Manual 
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4d SYSTEM-13 



PARTS BREAKDOWN 



9/18/00 



SPARCcenter 2000 and 2000E 

S2000 S2000E S2001 E 
56-inch Data Center Cabinet 




4d SYSTEM-14 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCcenter 2000 and 2000E 



S2000 S2000E S2001 E 
56-inch Data Center Cabinet 



CODE 


PART# 


DESCRIPTION | 


1 


540-2115 


Hinged Panel Assembly 


2 


240-1531 


M4 0.7 x 10 Screw 


3 


340-2456 


Hinge Bracket, Left 


4 


340-2467 


Inner Cover 


5 


240-1866 


#8-18 x 3/8" Self-tapping Screw (Hinged Cover) 


6 


240-1530 


M3 x 6 mm Screw (LED/Switch PCB) ; 


7 


530-1723 


Keyswitch Assembly j 


- 


330-1651 


Power Key 


8 


501-1877 


Keyswitch Interface Board 


9 


540-2116 


Vented Panel Assembly 


10 


599-1821 


Rack Assembly 


11 


340-1840 


Top Panel 


12 


340-1885 


Side Panel Bracket, Upper 


13 


240-1655 


#10-32x3/4" Screw 


14 


340-1845 


Rear Panel 


15 


340-1848 


Side Panel 


16 


340-1886 


Side Panel Bracket, Lower 


17 


230-1181 


Leveler Foot 


NS 


250-1070 


Leveler Foot Wrench 


18 


340-1884 


Anti-Tilt Panel 


NS 


230-1166 


Cable Tie 5.5", Reusable 


NS 


230-1177 


Snap In Clip 


NS 


230-0203 


Cable Tie 


NS 


230-1062 


Cable Route Grommet 


NS 


260-3425 


Sun Logo 


NS 


260-6392 


SPARCcenter 2000 Nameplate 


NS 


261-4128 


SPARCcenter 2000E Nameplate 


NS 


240-1632 


3/8-16x3/4" Bolt (Caster) 


NS 


240-1634 


3/8" Washer (Caster) 


NS 


240-1791 


#6-32 Ballstud 


NS 


240-1868 


1/4-28 x 1 " Screw (Anti-Tilt Bar) 
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4d SYSTEM-15 



PARTS BREAKDOWN 



9/18/00 



SPARCcenter 2000 and 2000E 

S2000 S2000E S2001E 
10-Slot XDBus Logic Enclosure 



Air Baffle Kit #1 



Air Baffle Kit #2 




Cardcage 340-2401 -02 Cardcage 340-2401 -04 




Air vents removed 



Notes 

1 . The SM51 -2 Upgrade includes Air Baffle Kit #1 . 

2. The SM61-2 Upgrade includes Air Baffle Kit #1 and Air Baffle Kit #2. 

3. The SM81-2 Upgrade includes Air Baffle Kit #1 and Air Baffle Kit #2. 

4. Air Baffle Kits are not included with stand-alone Module Options. 

5. Air Baffle Kit #1 is installed in systems built after December 1 , 1993. 

6. Cardcage 340-2401-04, released in April 1994, incorporates the airflow 
design changes made by Air Baffle Kit #1 . 

7. Air Baffle Kit #2 is installed in systems built after September 1 , 1994. 

8. Cardcages 340-2401-01 and 340-2401-03 were not manufactured. 
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Field Engineer Handbook 
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PARTS BREAKDOWN 



SPARCcenter 2000 and 2000E 



S2000 S2000E S2001 E 
10-Slot XDBus Logic Enclosure 



CODE 


PART# 


DESCRIPTION 


NS 


560-201 1 


Backplane Guide Pin Kit 




230-1401 


• #2-56 Nut 


- 


240-2168 


• Guide Pin 


- 


801-6248 


• Guide Pin Upgrade Manual 




595-3290 


Air Baffle Kit #1 


- 


230-1402 


• Snap Fastener (x20) 


1 


340-3036 


• Side Plate (x2) 


2 


340-3037 


• End Plate 




595-3509 


Air Baffle Kit #2 




230-1402 


• Snap Fastener (x4) 


3 


340-3099 


• Baffle 


4 


340-3132 


• Baffle Support Bracket 




801-6727 


• SPARCenter 2000 Air Baffle Upgrade Manual 



Chassis Air Baffle Kit Requirements 





CHASSIS MANUFACTURING DATE 


CHASSIS 


Pre-fcs- 12/93 


12/93-4/94 


4/94 - 9/94 


9/94 - Present 


340-2401-02 


SM51-2 requires 
Air Baffle Kit #1 


SM51-2 has no 
requirements 


Not 
Manufactured 


Not 

Manufactured 


SM61-2 requires 
Air Baffle Kit #1 
Air Baffle Kit #2 


SM61-2 requires 
Air Baffle Kit #2 


Not 

Manufactured 


Not ! 
Manufactured 




SM81-2 requires 
Air Baffle Kit #1 
Air Baffle Kit #2 


SM81-2 requires 
Air Baffle Kit #2 


Not 

Manufactured 


Not 

Manufactured 


340-2401-04 


Not 

Manufactured 


Not 
Manufactured 


SM51-2 has no 
requirements 


SM51-2 has no 
requirements 




Not 
Manufactured 


Not 
Manufactured 


SM61-2 requires 
Air Baffle Kit #2 


SM61-2 has no 
requirements 


Not 

Manufactured 


Not 
Manufactured 


SM81-2 requires 
Air Baffle Kit #2 


SM81-2 has no 
requirements 
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4d SYSTEM-17 



PARTS BREAKDOWN 



9/18/00 



Cray Superserver 6400 

CS6400 
Data Center Cabinet 



PART# 


BSD PART# 


DESCRIPTION 


370-2732 


420-6146-001 


Microcom Modem 


370-2733 


429-6007-001 


Blower Assembly, 60Hz 


370-2734 


429-6007-002 


Blower Assembly, 60Hz 


370-2735 


429-6008-001 


AC Line Filter / Main Breaker, 50Hz 


370-2736 


429-6009-001 


AC Line Filter / Main Breaker, 60Hz 


370-2737 


429-6009-002 


AC Line Filter / Main Breaker, 60Hz 


370-2738 


435-6000-007 


I/O Cabinet PDU, 60Hz 


370-2739 


435-6000-008 


I/O Cabinet PDU, 50Hz 


370-2740 


612-6002-001 


Centerplane 


370-2741 


613-6003-003 


Control Board 1 


370-2742 


613-6003-004 


Control Board 2 


370-2743 


613-6004-004 


System Board 2 


370-2744 


655-6103-001 


Blower Cable, Front and Rear 


370-2745 


671-6128-001 


Hot Swap Power Module 


370-2746 


421-6011-001 


8MB SIMM Module 


370-2747 


421-6012-001 


32MB SIMM Module 


370-2748 


420-6049-001 


RS232 Serial Port PC Card 


370-2749 


420-6049-002 


RS232 Serial Port PC Card 


370-2750 


420-6045-001 


HIPPI Interface CHI Systems 


370-2751 


420-6081-001 


Exabyte EXB-8505 Tape Drive 


370-2752 


420-6081-002 


Exabyte EXB-8505 Tape Drive 


370-2753 


420-6144-001 


QIC 1/4" Tape Drive 


370-2754 


421-6044-001 


Dual Attach FDDI Interface 


370-2755 


655-6010-001 


Tape Chassis SCSI Cable 


370-2756 


422-6118-003 


68-Pin Differential SCSI Cable, 6M 


370-2757 


422-6150-001 


External Remote Power Control Cable \ 


370-2758 


KIT85 


EMI Material, SuperSPARC II Upgrade 


370-2759 


408-6007-002 


Blower Airvane Switch Sensor 



1 Not compatible with 85MHz SuperSPARC II. 

2 Compatible with 60MHz SuperSPARC and 85MHz SuperSPARC II. 



4d SYSTEM-18 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Cray Superserver 6400 

CS6400 

Data Center Cabinet - Continued 



PART# 


BSD PART# 


DESCRIPTION 


370-2760 


612-6061-010 


60MHz SuperSPARC Module 


370-2761 


612-6162-002 


60MHz SuperSPARC Module 


370-2762 


612-6175-001 


85MHz SuperSPARC II Module 


370-2763 


409-6011-001 


Tape Chassis 200W Power Supply 


370-2764 


409-6012-001 


Disk Tray 300W Power Supply 


370-2765 


420-6063-001 


2.9GB Dual Port Disk Drive 


370-2766 


420-6113-001 


2.9GB Single Port Disk Drive 


370-2767 


420-6114-002 


Dual Port Disk Tray 


370-2768 


420-6114-002 


Enhanced Dual Port Disk Tray 


370-2769 


420-6116-001 


Tape Drive Chassis 


370-2770 


420-6117-001 


9GB Single Port Disk Drive 


370-2771 


420-6117-002 


9GB Single Port Disk Drive 


370-2772 


420-6170-001 


Single Port Disk Tray 


370-2773 


420-6170-002 


Enhanced Single Port Disk Tray 


370-2774 


612-6010-001 


ECB Assembly, Seagate Elite-9 Adapter 


370-2775 


655-6011-001 


SCSI Disk Drive Port-A Cable 


370-2776 


655-6012-001 


SCSI Disk Drive Port-B Cable 


370-2777 


655-6013-001 


Single Port SCSI Disk Drive Cable 


370-2778 


420-6126-001 


Differential SCSI Terminator 


370-2779 


422-6124-001 


System Service Processor Interface Cable 


370-2780 


429-6005-001 


Backplane Assembly, Power Supply 


370-2781 


CS3T2-020191 


10-inch Fan 


370-2782 


435-6000-010 


Circuit Breaker, Main, 250V 


370-2783 


435-6000-012 


Circuit Breaker, Fan, 415V 


370-2784 


435-6000-013 


Circuit Breaker, Fan, 415V, 62DL 


370-2785 


436-6000-003 


Air Filter, 9.5" x 22.75" x 0.43" 


370-2786 


SP-16ASYN-01 


16 Port Asynchronous Interface 


370-2787 


SP-ATM1 00-01 


4615 SBus with 100MB ATM Adapter 


370-2788 


SP-ATM1 55-01 


4615 SBus with 155MB ATM Adapter 
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4d SYSTEM-19 



PARTS BREAKDOWN 



9/18/00 



Cray Superserver 6400 

CS6400 

Data Center Cabinet - Continued 



PART# 


BSD PART# 


DESCRIPTION 


370-2789 


SP-DLTLM5-01 


Tape Library 


370-2790 


SP-DLT450-01 


Table-Top Tape Library 


370-2791 


SP-F3480S-01 


1/2" Desktop Cartridge Tape Drive 


370-2792 


SP-CBL005-01 


Differential SCSI Cable, 20' 


370-2793 


SP-CBL007-01 


Differential SCSI Cable, 10' 


370-2794 


SP-XTBASE-01 


HMX NCD Xterminal Base 


370-2795 


SP-XTMON-01 


RHMX NCD Xterminal Monitor 


370-2796 


SP-XTKEY-01 


HMX NCD Xterminal Keyboard 


370-2797 


SP-XTMSE-01 


RHMX NCD Xterminal Mouse 


370-2798 


SP-EX903-01 


EX480 TMCS Card 


370-2799 


SP-EX904-01 


Exabyte EXB-480 Long Axis Belt 


370-2800 


SP-EX905-01 


Exabyte EXB-480 Front Panel Assembly 


370-2801 


SP-EX906-01 


EXB-480 Robotic Arm with Barcode Reader 


370-2802 


SP-EX907-01 


Exabyte EXB-480 CHM Flex Cable 


370-2803 


SP-EX908-01 


Exabyte EXB-480 Power Supply and Fan 


370-2804 


SP-EX909-01 


Exabyte EXB-8505SL Drive with Carrier 


370-2806 


409-6010-005 


Power Supply 1 


370-2807 


409-6010-006 


Power Supply 2 



1 Not compatible with 85MHz SuperSPARC II. 

2 Compatible with 60MHz SuperSPARC and 85MHz SuperSPARC II. 

4d SYSTEM-20 Field Engineer Handbook 



PARTS BREAKDOWN 
4u WORKSTATION 



9/18/00 



PARTS BREAKDOWN 



Sun-4u Workstation 



Sun-4u Architecture 

Ultra 1 Model 140 2 

Ultra 1 Model 170 2 

Ultra 1 Model 140E 6 

Ultra 1 Model 170E 6 

Ultra 1 Model 200E 6 

Ultra 2 10 

Ultra 5 14 

Ultra 10 16 

Ultra 30 18 

Ultra 60 22 

Ultra 80 26 

Sun Blade 100 30 

Sun Blade 1000 32 



Field Engineer Handbook - Volume II 



PARTS BREAKDOWN 



9/18/00 



Ultra 1 Models 140 and 170 

A11 Netra/1/140 Netray'1/145 Netra/1/170 Netra/1/170 
3-Slot SBus Logic Enclosure 




4u WORKSTATION-2 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Ultra 1 Models 140 and 170 

A11 Netra/" 1/140 Netra/ 1/1 45 Netra/1/170 Netra y 1/1 70 
3-Slot SBus Logic Enclosure 



CODE 


PART# 


DESCRIPTION 


1 


540-2540 


Lockbox 


2 


540-2650 


Top Cover Assembly 


3 


300-1248 


180W Power Supply (obsolete) 


3 


300-1308 


180W Power Supply 


4 


530-2176 


Peripheral and Fan Wire Harness 


5 


240-2101 


M3 Captive Screw 


6 


330-1896 


Power Supply Bezel 


7 


530-2175 


Speaker and LED Wire Harness 


8 


See next page 


Removable Media Option j 


9 


370-2151 


3D Floppy Drive 


9 


370-3212 


3D Floppy Drive 


- 


530-2316 


• Floppy DC Power Filter Cable, 76 mm 


10 


340-3186 


Floppy and CD-ROM Mounting Bracket 


11 


240-1878 


#6-32 x 5/1 6" Screw (CD-ROM) 


12 


240-1530 


M3 x 6 mm Screw (Floppy Drive) 


13 


530-2187 


Floppy Data Cable, 205 mm 


14 


330-1895 


Floppy and CD-ROM Bezel 


15 


540-2700 


Floppy Filler Panel 




D4U-*i/ in 


pn noM Pillar Donoi 
uu-nUM riiier ranei 


17 


540-2710 


Speaker Assembly 


18 


370-1579 


• Speaker 


19 


540-2666 


Fan Assembly 


20 


See next page 


Disk Drive Assembly (maximum 1 .0" height) 


21 


240-2080 


#6-32 x 3/1 6 M Torx Screw 


22 


340-3201 


Disk Drive Access Cover 


23 


530-2153 


Peripheral Data Cable Assembly, 410 mm 


NS 


260-6233 


Sun Logo 


NS 


263-0063 


Ultra 1 Nameplate 


NS 


263-0066 


Ultra 1 Server Nameplate 


NS 


262-0060 


Netra / Nameplate 


NS 


330-1839 


Foot 




802-3819 


Sun Ultra 1 Series Service Manual 
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4u WORKSTATION-3 



PARTS BREAKDOWN 



9/18/00 



Ultra 1 Models 140 and 170 

A11 Netra/1/140 Netray'1/145 Netra/1/170 Netray'1/170 
3-Slot SBus Logic Enclosure - Continued 



CODE 


PART# 


DESCRIPTION 


8 


370-1922 


14GB 8 mm Tape Drive 


8 


370-2102 


4X CD-ROM 


8 


370-2176 


4-8GB 4 mm DDS-2 Tape Drive 


8 


370-2377 


12-24GB 4 mm DDS-3 Tape Drive 


8 


370-2881 


7-1 4GB 8 mm Tape Drive 


p 

o 


Of \)-£.0 I D 




20 


540-2765 


1.05GB 5400 RPM Disk Drive Assembly/FRU 


21 


240-2080 


• #6-32 x 3/16" Torx Screw 


- 


330-1951 


• Right Side Mounting Rail 


- 


330-1952 


• Left Side Hinged Mounting Rail 


- 


370-2072 


• 1.05GB Disk Drive, IBM DPES-31080, 8-bit 


- 


370-2168 


• 1 .05GB Disk Drive, Quantum, 8-bit 


20 


540-2782 


2.1GB 5400 RPM Disk Drive Assembly/FRU 


21 


240-2080 


• #6-32x3/16" Torx Screw 


- 


330-1951 


• Right Side Mounting Rail 


- 


330-1952 


• Left Side Hinged Mounting Rail 




370-2071 


• 2.1GB Disk Drive, Seagate ST32430WC 




370-2314 


• 2.1GB Disk Drive, Seagate ST32155WC 




370-2315 


• 2.1GB Disk Drive, IBM DORS-32160 


20 


540-3171 


2.1GB 5400 RPM Disk Drive Assembly/FRU 


21 


240-2304 


#6-32x3/1 6" Torx Screw 




540-3024 


• 1" Spud Mounting Bracket 




370-2842 


• 2.1GB Disk Drive, IBM DCAS-321 60 



4u WORKSTATION-4 



Field Engineer Handbook 



9/18/00 PARTS BREAKDOWN 
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4u WORKSTATION-5 



PARTS BREAKDOWN 



9/18/00 



Ultra 1 Models 140E/170E/200E 

A1 2 Netra /' 1 /1 70E Netra /' 1 /200E 
2-Slot SBus Logic Enclosure 




4u WORKSTATION-6 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Ultra 1 Models 140E/170E/200E 

A1 2 Netra / 1 /1 70E Netra /' 1 /200E 
2-Slot SBus Logic Enclosure 



CODE 


PART# 


DESCRIPTION 


1 


540-2540 


Lockbox 


2 


540-2650 


Top Cover Assembly 


3 


300-1248 


1 80W Power Supply (obsolete) 


3 


/-v r\ f-\ u s\ r\ 

300-1308 


1 80W Power Supply 


4 


530-2176 


Peripheral and Fan Wire Harness 


5 


240-2101 


M3 Captive Screw 


6 


330-1896 


Power Supply Bezel j 


7 


530-2175 


Speaker and LED Wire Harness 


8 


See next page 


Removable Media Option 


9 


370-2151 


3D Floppy Drive 


9 


370-3212 


3D Floppy Drive 




530-2316 


• Floppy DC Power Filter Cable, 76 mm 


10 


340-3186 


Floppy and CD-ROM Mounting Bracket 


1 1 


240-1878 


#6-32 x 5/16 Screw (CD-ROM) 


12 


240-1530 


M3 x 6 mm Screw (Floppy Drive) 


13 


530-2187 


Floppy Data Cable, 205 mm 


14 


330-1895 


Floppy and CD-ROM Bezel 


15 


540-2700 


Floppy Filler Panel 


16 


540-2701 


CD-ROM Filler Panel 


17 


540-2710 


Speaker Assembly 


18 


370-1579 


• Speaker 


19 


540-2666 


Fan Assembly 


20 


See next page 


Disk Drive Assembly (maximum 1 .0" height disk) 


21 


240-2080 


#6-32 x 3/16 Torx Screw 


22 


340-3201 


Disk Drive Access Cover 


do 


con o-i cq 


Peripheral Data Cable Assembly, 410 mm 


NS 


262-0060 


Netra / Nameplate 


NS 


263-0064 


Ultra 1 Creator Nameplate 


NS 


263-0065 


Ultra 1 Creator 3D Nameplate 


NS 


263-0066 


Ultra 1 Server Nameplate 


NS 


260-6233 


Sun Logo 


NS 


330-1839 


Foot 




802-4148 


Sun Ultra 1 Creator Series Service Manual 
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4u WORKSTATION-7 



PARTS BREAKDOWN 



9/18/00 



Ultra 1 Models 140E/170E/200E 



A12 Netra / 1/1 70E Netra / 1/200E 
2-Slot SBus Logic Enclosure - Continued 



CODE 


PART# 


DESCRIPTION 


8 


370-1922 


14GB 8 mm Tape Drive I 


8 


370-2102 


4X CD-ROM 


8 


370-2176 


4-8GB 4 mm DDS-2 Tape Drive 


8 


370-2377 


12-24GB 4 mm DDS-3 Tape Drive 


8 


370-2881 


7-1 4GB 8 mm Tape Drive 


8 


370-2816 


12X CD-ROM 


20 


540-2729 


1 .05GB 5400 RPM Disk Drive Assembly/FRU 


21 


240-2080 


#6-32 x 3/1 6 Torx Screw 




330-1951 


• Right Side Mounting Rail 


; 


330-1952 


• Left Side Hinged Mounting Rail 




370-1964 


• 1 .05GB Disk Drive, Conner CFP1080E, 16-bit 


20 


540-2730 


2.1GB 7200 RPM Disk Drive Assembly/FRU 


21 


240-2080 


#6-32 x 3/16" Torx Screw 




330-1951 


• Right Side Mounting Rail 




330-1952 


• Left Side Hinged Mounting Rail 




370-2040 


• 2.1GB Disk Drive, Seagate ST32550WC 




370-1956 


• 2.1GB Disk Drive, IBM DFHS-32160 (disqualified) 


20 


540-2782 


2.1GB 5400 RPM Disk Drive Assembly/FRU 


21 


240-2080 


• #6-32x3/1 6" Torx Screw 




330-1951 


• Right Side Mounting Rail 




330-1952 


• Left Side Hinged Mounting Rail 




370-2071 


• 2.1GB Disk Drive, Seagate ST32430WC 




370-2314 


• 2.1GB Disk Drive, Seagate ST32155WC 




370-2315 


• 2.1GB Disk Drive, IBM DORS-32160 



4u WORKSTATION-8 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Ultra 1 Models 140E/170E/200E 



A1 2 Netra /' 1 /1 70E Netra / 1 /200E 
2-Slot SBus Logic Enclosure - Continued. 



CODE 


PART# 


DESCRIPTION 


20 


540-2936 


2.1GB 7200 RPM Disk Drive Assembly/FRU 


21 


240-2304 


• #6-32x3/16" Torx Screw 




370-2365 


• 2.1GB Disk Drive, Seagate ST32171WC 


- 


370-2808 


• 2.1GB Disk Drive, Quantum VK22J05 


- 


540-3024 


• 1" Spud Mounting Bracket 


20 


540-3171 


2.1GB 5400 RPM Disk Drive Assembly/FRU 


21 


240-2304 


#6-32 x 3/16" Torx Screw 


- 


540-3024 


• 1" Spud Mounting Bracket 


- 


370-2842 


• 2.1GB Disk Drive, IBM DCAS-32160 


20 


540-2938 


4.2GB 7200 RPM Disk Drive Assembly/FRU 


21 


240-2304 


• #6-32x3/1 6" Torx Screw 




370-2367 


• 4.2GB Disk Drive, Seagate ST34371WC 




370-2809 


• 4.2GB Disk Drive, Quantum VK45J05 




370-3403 


• 4.2GB Disk Drive, IBM DDRS-34560 




370-3412 


• 4.2GB Disk Drive, Fujitsu MAB3045SC 




540-3024 


• 1" Spud Mounting Bracket 
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4u WORKSTATION-9 



PARTS BREAKDOWN 



9/18/00 



Ultra 2 

A14 Netra/'2/1200 Netra j 2/1 200 Netra/2/1300 
Netra NFS 2/1 300 Netra NFS 2/2300 
4-Slot SBus Logic Enclosure 




4u WORKSTATION-1 0 Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Ultra 2 

A14 Netra/2/1200 Netra /2/1 300 Netra/2/1200 Netra y'2/1 300 
Netra NFS 2/1 300 Netra NFS 2/2300 
4-Slot SBus Logic Enclosure 



CODE 


PART# 


DESCRIPTION 


1 


540-2598 


Base Assembly 


- 


501-2487 


0MB CPU FRU (obsolete) 


- 


501-3132 


0MB CPU FRU 


2 


530-1451 


• Internal SCSI Cable, 70 mm 


3 


540-2603 


• CPU Shroud Assembly/FRU 


4 


370-1579 


• Speaker 


5 


None 


• 92 x 25 mm Fan 


6 


540-2597 


Top Cover 


7 


300-1249 


350 Watt Power Supply, #6-32 Screws (obsolete) 


7 


300-1309 


350 Watt Power Supply, #6-32 Screws 


7 


300-1315 


350 Watt Power Supply, M3 Screws 


7 


300-1342 


350 Watt Power Supply, M3 Screws 


8 


530-2137 


Internal SCSI Cable, 660 mm 


9 


See next page 


Removable Media Option 


10 


530-2138 


Floppy Cable, 320 mm 


11 


370-2151 


3D Floppy 


11 


370-3212 


3D Floppy 


- 


530-2316 


• Floppy DC Power Filter Cable, 76 mm 


12 


340-3184 


Removable Media Mounting Bracket 


13 


330-1840 


Disk Drive Access Cover 


14 


See next page 


Disk Drive Assembly (maximum 1.0" height disk) 


NS 


263-0104 


Ultra 2 Creator3D Nameplate 


NS 


263-0105 


Ultra 2 Creator Nameplate 


NS 


263-0107 


Ultra 2 Server Nameplate 


NS 


260-6233 


Sun Logo 


NS 


240-1878 


#6-32x5/16" Screw 


NS 


240-2323 


#6-32 x 5/8" Screw 


NS 


240-1530 


M3 x 6 mm Screw 


NS 


240-1394 


M3 x 8 mm Screw 


NS 


330-1841 


5.25" Filler Panel 


NS 


330-1842 


3.5" Filler Panel 




802-2561 


Ultra 2 Creator Series Service Manual 
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4u WORKSTATION-1 1 



PARTS BREAKDOWN 



9/18/00 



Ultra 2 

A14 Netra/2/1200 Netra/2/1300 Netra/2/1 200 Netray'2/1 300 
Netra NFS 2/1 300 Netra NFS 2/2300 
4-Slot SBus Logic Enclosure - Continued 



CODE 


PART# 


DESCRIPTION 


9 


370-1922 


14GB 8 mm Tape Drive 


9 


370-2018 


2.5GB 1/4" QIC Tape Drive 


9 


370-2102 


4X CD-ROM 


9 


370-2176 


4-8GB 4 mm DDS-2 Tape Drive 


9 


370-2377 


12-24GB 4 mm DDS-3 Tape Drive 


9 


390-0028 


20-40GB 4 mm DDS-4 Tape Drive 


9 


370-2881 


7- 14GB 8 mm Tape Drive 


9 


370-2816 


12X CD-ROM, 1.6" Height 


9 


370-3415 


32X CD-ROM, 1.6" Height 


14 


540-2730 


2.1GB 7200 RPM Disk Drive Assembly/FRU 


■ 


240-2080 


• #6-32 x 3/16" Torx Screw 


- 


330-1951 


• Right Side Mounting Rail 


- 


330-1952 


• Left Side Hinged Mounting Rail 




370-2040 


• 2.1GB Disk Drive, Seagate ST32550WC 




370-1956 


• 2.1GB Disk Drive, IBM DFHS-321 60 (disqualified) 


14 


540-2782 


2.1GB 5400 RPM Disk Drive Assembly/FRU 


- 


240-2080 


• #6-32x3/1 6" Torx Screw 


- 


330-1951 


• Right Side Mounting Rail 


- 


330-1952 


• Left Side Hinged Mounting Rail 




370-2071 


• 2.1GB Disk Drive, Seagate ST32430WC 




370-2314 


• 2.1GB Disk Drive, Seagate ST32155WC 




370-2315 


• 2.1GB Disk Drive, IBM DORS-321 60 


14 


540-2936 


2.1GB 7200 RPM Disk Drive Assembly/FRU 




240-2304 


• #6-32x3/1 6" Torx Screw 




370-2365 


• 2.1GB Disk Drive, Seagate ST32171WC 




370-2808 


• 2.1GB Disk Drive, Quantum VK22J05 




540-3024 


• 1" Spud Mounting Bracket 



4u WORKSTATION-12 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Ultra 2 

A14 Netra/2/1200 Netra/2/1300 Netra/2/1200 Netra y'2/1 300 
Netra NFS 2/1 300 Netra NFS 2/2300 
4-Slot SBus Logic Enclosure - Continued 



CODE 


PART# 


DESCRIPTION 


14 


540-3171 


2.1GB 5400 RPM Disk Drive Assembly/FRU 


- 


240-2304 


• 


#6-32 x 3/16" Torx Screw 


■ 


370-2842 


• 


2.1GB Disk Drive, IBM DCAS-32160 




540-3024 


• 


1 " Spud Mounting Bracket 


14 


540-2938 


4.2GB 7200 RPM Disk Drive Assembly/FRU 


- 


240-2304 


• 


#6-32x3/1 6" Torx Screw 


- 


370-2367 


• 


4.2GB Disk Drive, Seagate ST34371 WC 


- 


370-2809 


• 


4.2GB Disk Drive, Quantum VK45J05 


- 


370-3403 


• 


4.2GB Disk Drive, IBM DDRS-34560 


- 


370-3412 


• 


4.2GB Disk Drive, Fujitsu MAB3045SC 




540-3024 


• 


1 " Spud Mounting Bracket \ 


14 


540-3704 


9. 


1GB 7200 RPM Disk Drive Assembly/FRU 




370-3404 


• 


9.1GB Disk Drive, IBM DDRS-39130 : 




370-3413 


• 


9.1GB Disk Drive, Fujitsu MAB3091SC j 




370-3595 


• 


9.1GB Disk Drive, Seagate ST39173WC 




390-0004 


• 


9.1GB Disk Drive, Fujitsu MAE3091LC 




390-0007 


• 


9.1GB Disk Drive, IBM DNES-309170 




540-3024 


• 


1" Spud Bracket 
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4u WORKSTATION-13 



PARTS BREAKDOWN 



9/18/00 



Ultra 5 

A21 

3-Slot PCI Logic Enclosure 




4u WORKSTATION-14 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Ultra 5 

A21 

3-Slot PCI Logic Enclosure 



CODE 


PART # 


DESCRIPTION 


1 


370-3689 


Front Bezel 


2 


None 


Chassis 


3 


None 


Chassis Stiffener | 


4 


None 


Vertical Hold-down Bracket/Strut ! 


5a-d 


370-3266 


Ultra 5 Cable Service Kit/FRU 


5a 


370-3165 


• Serial B and Parallel Cable Assembly 


5b 


370-3163 


• Single EIDE Disk Cable 


5b 


370-3205 


Dual EIDE Disk Cable 


5c 


370-3276 


• CD-ROM Cable 


5d 


370-3164 


• Floppy Cable 


5e 


370-3275 


• CD-ROM to System Board Audio Cable 


6 


None 


PCI Filler Panel 


7 


None 


PCI Slot 2 Filler Panel Adapter Bracket 


8 


370-3162 


200 Watt Power Supply 


8 


370-4326 


200 Watt Power Supply w Power Factor Correction 


9 


370-3176 


4.3GB 4500 RPM EIDE Disk Drive 


9 


370-3692 


4.3GB 5400 RPM EIDE Disk Drive 


9 


370-3863 


8.4GB 5400 RPM EIDE Disk Drive 


9 


370-3693 


9.1GB 7200 RPM EIDE Disk Drive 


9 


370-4327 


20GB 7200 RPM EIDE Disk Drive 


10 


None 


Floppy Mounting Bracket 


11 


None 


Secondary/Front Disk Mounting Bracket 


11 


370-3159 


Floppy Drive 


12 


370-3319 


24x CD-ROM 


12 


370-3694 


32x CD-ROM 


13 


370-3168 


8 Centimeter Fan 


14 


370-3170 


Speaker Assy (not interchangeable with 370-4212) 


14 


370-4212 


Speaker Assy (not interchangeable with 370-3170) 


NS 


370-3196 


3-Slot PCI Riser Card 


NS 


None 


Power Switch 


NS 


None 


Top Cover 


NS 


None 


Primary/Rear Disk Mounting Bracket 


NS 


None 


CPU Module Hold-down Bracket 


NS 


370-4101 


Peripheral Filler Panel Kit (340-4068 + 340-4126) 



Volume II 



4u WORKSTATION-1 5 



PARTS BREAKDOWN 



9/18/00 



Ultra 10 

A22 

4-Slot PCI Logic Enclosure 




4u WORKSTATION-16 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Ultra 10 



A22 

4-Slot PCI Logic Enclosure 



CODE 


PART# 


DESCRIPTION 


1 


None 


Chassis 


2 


None 


Left Side Chassis Stiffener 


3a-d 


370-3267 


Ultra 10 Cable Service Kit/FRU 


3a 


370-3165 


• Serial B and Parallel Cable Assembly 


3b 


370-3276 


• CD-ROM Cable 


| 3c 


370-4227 


• EIDE Disk Cable (replaced 370-3205) 


3d 


370-3204 


• Floppy Cable 


3e 


370-3275 


• CD-ROM to System Board Audio Cable 


4 


None 


PCI Filler Panel 


5 


370-3176 


4.3GB 4500 RPM EIDE Disk Drive 


5 


370-3693 


9.1GB 7200 RPM EIDE Disk Drive 


5 


370-4327 


20GB 7200 RPM EIDE Disk Drive 


6 


None 


Primary/Rear Disk Bracket without Part Number 


6 


370-3721 


Primary/Rear Disk Bracket (9.1GB requirement) 


7 


370-3171 


250 Watt Power Supply 


7 


370-4325 


250 Watt Power Supply w Power Factor Correction 


8 


None 


Rear Disk Mounting Bracket Support Bracket 


9 


None 


CD-ROM, Disk, and Floppy Mounting Bracket 


10 


370-3319 


24x CD-ROM 


10 


370-3694 


32x CD-ROM 


11 


370-3159 


Floppy Drive 


12 


370-3264 


Speaker Assembly 


13 


370-3169 


9 Centimeter Fan 


14 


370-3690 


Top Front Bezel with Power Switch 


15 


None 


Bottom Front Bezel 


NS 


370-3197 


4-Slot PCI Riser Card 


MO 

NS 


370-3982 


4-blot Pol Riser oard with btittener 


NS 


540-4228 


4-Slot PCI Riser Card with Stiffener and Bracket 


NS 


None 


Side/Bottom Cover and Front Disk Mounting Bracket 


NS 


None 


Floppy Bracket and PCMCIA Mounting Bracket 


NS 


None 


Right Side Chassis Stiffener 


NS 


None 


Vertical Hold-down Bracket and Strut 


NS 


370-4101 


Peripheral Filler Panel Kit (340-4068 + 340-4126) 




805-0423 


Ultra 5/10 Service Manual 



Volume II 



4u WORKSTATION-17 



PARTS BREAKDOWN 



9/18/00 



Ultra 30 

A16 

4-Slot PCI Logic Enclosure 




4u WORKSTATION-18 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Ultra 30 

A16 

4-Slot PCI Logic Enclosure 



CODE 


PART # 


DESCRIPTION 


1 


240-271 1 


M3 x 6 mm Screw 


2 


240-2750 


PCI Filler Panel 


2 


340-3559 


Audio Module Filler Panel 


3 


330-2145 


Foot 


4 


340-3534 


Chassis 


5 


540-2540 


Lockbox 


6 


300-1325 


300 Watt Power Supply (Pre-FCS) 


6 


300-1337 


300 Watt Power Supply 


6 


300-1343 


350 Watt Power Supply 


7 


330-2164 


Lower Right Side Cover 


8 


330-2165 


Upper Right Side and Top Cover 


9 


340-3557 


Floppy and CD-ROM Bracket 


10 


See next page 


Removable Media Option 


11 


370-2729 


Manual Eject Floppy Drive 


12 


530-2346 


Floppy Data Cable 


13 


530-2345 


Peripheral DC Wire Harness 


13 


530-2502 


DC Extension Cable for SLR Tape Drive 


14 


540-2991 


On/Off Switch and Cable Assembly 


15 


540-3016 


Disk Drive Bay Assembly/FRU 




530-2322 


/■—V || | r— \ || a II 

• Cable and Backplane Assembly 




330-2148 


• Disk Drive Bay 


16 


See next page 


Disk Drive Assembly (1 .0" or 1 .6" height disk) 


17 


240-2714 


M3 x 10 mm Screw 


18 


540-3017 


Fan Assembly/FRU 


19 


540-2975 


Speaker Assembly/FRU 




370-1579 


• Speaker 


20 


540-3015 


Left Side Cover, Purple 



Volume II 



4u WORKSTATION-19 



PARTS BREAKDOWN 



9/18/00 



Ultra 30 

A16 

Logic Enclosure - Continued 



CODE 


PART# 


DESCRIPTION 


10 


370-3279 


4-8GB 1/4" SLR Tape Drive 


10 


370-2176 


4-8GB 4 mm DDS-2 Tape Drive 


10 


370-2377 


12-24GB 4 mm DDS-3 Tape Drive 


10 


370-2816 


12x CD-ROM, 1.6" Height 


10 


370-3415 


32x CD-ROM, 1.6" Height 


10 


370-2881 


7-1 4GB 8 mm Tape Drive 


16 


540-2936 


2.1GB 7200 RPM Disk Drive Assembly/FRU 


- 


240-2304 


• #6-32 x 3/1 6" Torx Screw 




370-2365 


• 2.1GB Disk Drive, Seagate ST32171WC 




370-2808 


• 2.1GB Disk Drive, Quantum VK22J05 




540-3024 


• 1 " Spud Mounting Bracket 


16 


540-2938 


4.2GB 7200 RPM Disk Drive Assembly/FRU 




240-2304 


• #6-32x3/16" Torx Screw 




370-2367 


• 4.2GB Disk Drive, Seagate ST34371 WC 




370-2809 


• 4.2GB Disk Drive, Quantum VK45J05 


■ 


370-3403 


• 4.2GB Disk Drive, IBM DDRS-34560 


■ 


370-3412 


• 4.2GB Disk Drive, Fujitsu MAB3045SC j 




540-3024 


• 1 " Spud Mounting Bracket 


16 


540-2951 


9.1GB 7200 RPM Disk Drive Assembly/FRU 




370-2369 


• 9.1GB Disk Drive, Seagate ST19171WC 




540-3025 


• 1 .6" Spud Bracket 


16 


540-3704 


9.1GB 7200 RPM Disk Drive Assembly/FRU 




370-3404 


• 9.1GB Disk Drive, IBM DDRS-39130 


■ 


370-3413 


• 9.1GB Disk Drive, Fujitsu MAB3091SC 




370-3595 


• 9.1GB Disk Drive, Seagate ST39173WC 




390-0004 


• 9.1GB Disk Drive, Fujitsu MAE3091LC 




390-0007 


• 9.1GB Disk Drive, IBM DNES-309170 




540-3024 


• 1 " Spud Bracket 


16 


540-3881 


9.1GB 10000 RPM Disk Drive Assembly/FRU 




370-3649 


• 9.1GB Disk Drive, Seagate ST39102LC 




390-0005 


• 9.1GB Disk Drive, Fujitsu MAG3091LC 




390-0009 


• 9.1GB Disk Drive, Seagate ST39103LC 




540-3024 


• 1 " Spud Bracket 



4u WORKSTATION-20 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Ultra 30 

A16 



Logic Enclosure - Continued 



CODE 


PART # 


DESCRIPTION 


NS 


330-2186 


5 1/4" Device External Filler Panel 


NS 


330-2187 


3 1/2" Device External Filler Panel 


NS 


340-4067 


3 1/2" Device Internal Filler Panel 


NS 


340-4068 


5 1/4" Device Internal Filler Panel 


NS 


540-2923 


Front Bezel Assembly 


NS 


330-2141 


• Front Bezel, Light Grey 


NS 


330-2142 


• Dress Panel, Purple 


NS 


330-2143 


• Power Switch Cover 


NS 


330-2166 


• Peripheral Bezel with Cutouts 


NS 


540-2986 


System Board Fan and Shroud Assembly 


NS 


595-5364 


Noise Reduction Kit, Option 2087 




530-2867 


• Voltage Regulated Fan Power Cable 




806-2887 


• Noise Reduction Kit Installation Instructions 




802-7719 


Ultra 30 Service Manual 



Volume II 



4u WORKSTATION-21 



PARTS BREAKDOWN 



9/18/00 



Ultra 60 

A23 

4-Slot PCI Logic Enclosure 




4u WORKSTATION-22 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Ultra 60 

A23 

4-Slot PCI Logic Enclosure 



CODE 


PART # 


DESCRIPTION 


1 


240-271 1 


M3 x 6 mm Screw 


2 


240-2750 


PCI Filler Panel 


2 


340-3559 


Audio Module Filler Panel 


3 


330-2145 


Foot 


4 


340-3534 


Chassis 


5 


540-2540 


Lockbox 


6 


300-1343 


350 Watt Power Supply 


7 


330-2164 


Lower Right Side Cover 


8 


330-2165 


Upper Right Side and Top Cover 


9 


340-3557 


Floppy and CD-ROM Bracket 


10 


See next page 


Removable Media Option 


11 


370-2729 


Manual Eject Floppy Drive 


12 


530-2346 


Floppy Data Cable 


13 


530-2345 


Peripheral DC Wire Harness 


13 


530-2502 


DC Extension Cable for SLR Tape Drive 


14 


540-2991 


On/Off Switch and Cable Assembly 


15 


540-3016 


Disk Drive Bay Assembly/FRU 




530-2322 


• Cable and Backplane Assembly 




330-2148 


• Disk Drive Bay 


16 


See next page 


Disk Drive Assembly (1 .0" or 1 .6" height disk) 


17 


240-2714 


M3 x 10 mm Screw 


18 


540-3017 


Fan Assembly/FRU 


19 


540-2975 


Speaker Assembly/FRU 




370-1579 


• Speaker 


20 


540-3365 


Left Side Cover, Light Grey 



Volume II 



4u WORKSTATION-23 



PARTS BREAKDOWN 



9/18/00 



Ultra 60 

A23 

4-Slot PCI Logic Enclosure - Continued 



CODE 


PART# 


DESCRIPTION 


10 


370-3279 


4-8GB 1/4" SLR Tape Drive 


10 


370-2176 


4-8GB 4 mm DDS-2 Tape Drive 


10 


370-2377 


12-24GB 4 mm DDS-3 Tape Drive 


10 


390-0028 


20-40GB 4 mm DDS-4 Tape Drive 


10 


370-2816 


12x CD-ROM, 1.6" Height 


10 


370-3415 


32x CD-ROM, 1.6" Height 


10 


370-2881 


7-1 4GB 8 mm Tape Drive 


16 


540-2936 


2.1GB 7200 RPM Disk Drive Assembly/FRU 




240-2304 


• #6-32 x 3/1 6" Torx Screw 


■ 


370-2365 


• 2.1GB Disk Drive, Seagate ST32171WC 


- 


370-2808 


• 2.1GB Disk Drive, Quantum VK22J05 


■ 


540-3024 


• 1 " Spud Mounting Bracket 


16 


540-2938 


4.2GB 7200 RPM Disk Drive Assembly/FRU 




370-2367 


• 4.2GB Disk Drive, Seagate ST34371WC 




370-2809 


• 4.2GB Disk Drive, Quantum VK45J05 


- 


370-3403 


• 4.2GB Disk Drive, IBM DDRS-34560 




370-3412 


• 4.2GB Disk Drive, Fujitsu MAB3045SC 




540-3024 


• 1 " Spud Mounting Bracket 


16 


540-2951 


9.1GB 7200 RPM Disk Drive Assembly/FRU 


■ 


370-2369 


• 9.1GB Disk Drive, Seagate ST19171WC 


- 


540-3025 


• 1 .6" Spud Bracket 


16 


540-3704 


9.1GB 7200 RPM Disk Drive Assembly/FRU 




370-3404 


• 9.1GB Disk Drive, IBM DDRS-39130 


- 


370-3413 


• 9.1GB Disk Drive, Fujitsu MAB3091SC 




370-3595 


• 9.1GB Disk Drive, Seagate ST39173WC 




390-0004 


• 9.1UD Disk Drive, rUJItSU MAboUy iLG 




390-0007 


• 9.1GB Disk Drive, IBM DNES-309170 




540-3024 


• 1" Spud Bracket 


16 


540-3881 


9.1GB 10000 RPM Disk Drive Assembly/FRU 




370-3649 


• 9.1GB Disk Drive, Seagate ST39102LC 




390-0005 


• 9.1GB Disk Drive, Fujitsu MAG3091LC 




390-0009 


• 9.1GB Disk Drive, Seagate ST39102LC 




540-3024 


• 1 " Spud Bracket 



4u WORKSTATION-24 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Ultra 60 



A23 

4-Slot PCI Logic Enclosure - Continued 



CODE 


PART# 


DESCRIPTION | 


16 


540-3719 


18.2GB 7200 RPM Disk Drive Assembly/FRU 


- 


370-3414 


• 18.2GB Disk Drive, Fujitsu MAA3182SC 


- 


540-3025 


• 1 .6" Spud Bracket 


16 


540-4177 


18.2GB 10000 RPM Disk Drive Assembly/FRU 




390-0002 


• 18.2GB Disk Drive, Seagate ST318203LC 




390-0006 


• 18.2GB Disk Drive, Fujitsu MAG3182LC 


- 


390-0038 


• 18.2GB Disk Drive, Seagate ST318404LC 


- 


390-0043 


• 18.2GB Disk Drive, Fujitsu MAJ3182WC 


- 


540-3024 


• 1" Spud Bracket 


16 


540-4521 


36.4GB 1 0000 RPM Disk Drive Assembly/FRU 


- 


390-0050 


• 36.4GB Disk Drive, Seagate ST336704LC 


- 


390-0051 


• 36.4GB Disk Drive, Fujitsu MAJ3364M 


- 


540-3024 


• 1" Spud Bracket 


NS 


330-2186 


5 1/4" Device External Filler Panel 


NS 


330-2187 


3 1/2" Device External Filler Panel j 


NS 


340-4067 


3 1/2" Device Internal Filler Panel 


NS 


340-4068 


5 1/4" Device Internal Filler Panel 


NS 


540-3253 


Front Bezel Assembly 


- 


330-2308 


• Front Bezel, Purple 


- 


330-2309 


• Dress Panel, Purple 


- 


330-2143 


• Power Switch Cover 


- 


330-2166 


• Peripheral Bezel with Cutouts j 


NS 


540-3252 


System Board Fan and Shroud Assembly 




330-2376 


• 2 CPU Shroud Bracket/FRU < 




540-3427 


• 1 CPU Shroud Assembly/FRU 




540-3428 


• Fan Assembly 


NS 


595-5364 


Noise Reduction Kit, Option 2087 ! 




530-2867 


• Voltage Regulated Fan Power Cable 




806-2887 


• Noise Reduction Kit Installation Instructions 




805-1709 


Ultra 60 Service Manual 



Volume II 



4u WORKSTATION-25 



PARTS BREAKDOWN 



Ultra 80 

A27 

4 -Slot PCI Logic Enclosure 



9/18/00 




4u WORKSTATION-26 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Ultra 80 

A27 

4-Slot PCI Logic Enclosure 



CODE 


PART # 


DESCRIPTION 


1 


599-2256 


Chassis Assembly 


1 


599-2269 


Danish Chassis Assembly 


- 


540-4073 


• Receiving Chassis Assembly ! 


- 


540-3871 


• Chassis Assembly 


- 


540-3876 


• Chassis Housing Assembly ; 


- 


330-4033 


• Chassis Front 


- 


330-4034 


• Chassis Rear 


- 


340-4037 


• Peripheral Bay Shelf 


- 


340-5227 


• I/O Panel j 


2 


330-2685 


Right Side Cover \ 


3 


330-2686 


Top Cover 1 


4 


540-3877 


Curved Front Bezel Assembly 


5 


See next page 


Removable Media Option 


6 


370-2729 


Manual Eject Floppy Drive 


7 


540-3265 


Peripheral Assembly 


- 


340-4067 


• 3 1/2" Filler Panel 


- 


340-4068 


• 5 1/4" Filler Panel 


- 


340-4764 


• 5 1/4" Filler Panel with 3 1/2" Cutout 


- 


540-3681 


• Peripheral Bracket with Faceplate 


- 


340-4858 


• Bracket 


- 


340-4859 


• Faceplate 


8 


540-3878 


Peripheral Bezel Assembly 


- 


330-2186 


• 5 1/4" Filler Panel 


- 


330-2187 


• 3 1/2" Filler Panel 


- 


330-2324 


• Lightpipe (not replaceable) 


- 


330-2691 


• 5 1/4" Filler Panel with 3 1/2" Cutout ; 




330-2693 


• Bezel (not replaceable) 




330-2736 


• Power Button (not replaceable) 


9 


530-2583 


Interlock, LED, Power Switch, and Speaker Cable 


10 


530-2582 


Peripheral DC Power Cable 


11 


See next page 


Disk Drive Option 


12 


540-3874 


Drive Bay Assembly (1 .0" or 1 .6" height disk) 




530-2691 


• Backplane Assembly 


13 


370-1579 


Speaker 



Volume II 



4u WORKSTATION-27 



PARTS BREAKDOWN 



9/18/00 



Ultra 80 

A27 

4-Slot PCI Logic Enclosure - Continued 



CODE 


PART# 


DESCRIPTION 


14 


540-3637 


Fan Assembly 540-3637-04 


- 


370-3718 


• 120 mm Fan (x2) 




330-2416 


• Fan Bracket 


15 


540-4048 


CPU Airguide Assembly j 


■ 


330-2803 


• Dual Vane Snap \ 




330-2709 


• Airguide 


16 


300-1357 


660 Watt Power Supply 


16 


300-1411 


Danish Power Supply 


5 


370-2377 


12-24GB 4 mm DDS-3 Tape Drive 


5 


390-0028 


20-40GB 4 mm DDS-4 Tape Drive 


5 


370-2881 


7-1 4GB 8 mm Tape Drive 


5 


370-3279 


4-8GB 1/4" SLR Tape Drive 


5 


370-3415 


32x CD-ROM, 1.6" Height 


11 


540-3719 


18.2GB 7200 RPM 1.6" Disk Drive Assembly/FRU 


11 


540-4177 


18.2GB 10000 RPM 1.0" Disk Drive Assembly/FRU 


11 


540-4521 


36.4GB 10000 RPM 1.0" Disk Drive Assembly/FRU 


NS 


150-3112 


On/Off Switch 


NS 


150-3114 


Interlock Switch 


NS 


240-2750 


PCI Filler Panel 


NS 


300-1407 


125 Watt DC-DC Converter with Fan 


NS 


330-2805 


Processor Module Filler Panel 


MO 

No 


340-D091 


Memory Riser Torque Tool (only use 340-6091-02) 


NS 


340-3559 


Audio Module Filler Panel 


NS 


330-2321 


Foot 


| NS 


530-2346 


Floppy Data Cable 


NS 


530-2937 


2nd Removable Media Device SCSI Cable, 180 mm 


NS 


540-2540 


Lockbox 


NS 


540-3874 


Left Cover Assembly 




805-6618 


Ultra 80 Service Manual 



4u WORKSTATION-28 



Field Engineer Handbook 



9/18/00 PARTS BREAKDOWN 



This page intentionally left blank. 



Volume II 



4u WORKSTATION-29 



PARTS BREAKDOWN 



9/18/00 



Sun Blade 100 

A36 

2-Slot PCI Logic Enclosure 




4u WORKSTATION-30 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Sun Blade 100 

A36 

2-Slot PCI Logic Enclosure 



CODE 


PART# 


DESCRIPTION 


1 


370-4152 


48x CD-ROM 


1 


370-4153 


12x DVD-ROM 




370-4209 


Cable Service Kit 


2a 


370-4210 


• Power Switch and LED 


2b 


None 


• Internal Smart Card Reader Cable 


2c 


None 


• Floppy Power Cable 


2d 


None 


• Floppy Data Cable 


2e 


None 


• Disk and CD Power Cable 


2f 


None 


• Dual IDE Data Cable 


2g 


None 


• Single IDE Data Cable 


3 


370-3933 


Smart Card Reader 


4 


370-421 1 


Floppy Drive 


5 


None 


Floppy and Smart Card Reader Bracket 


6 


370-4207 


Fan 


7 


370-4293 


Speaker and Cable Assembly 


8 


None 


Front Bezel 


9 


None 


Chassis 


10 


370-4208 


PCI Riser Board 


11 


370-4206 


Power Supply j 


12 


None 


Disk Drive Mounting Bracket 


13 


370-4154 


15GB 7200 RPM EIDE Disk Drive 


NS 


None 


Top Cover 


NS 


None 


PCI Retaining Bracket 


NS 


806-3416 


Sun Blade 100 Service Manual 



Volume II 



4u WORKSTATION-31 



PARTS BREAKDOWN 



Sun Blade 1000 

A28 

4-Slot Logic Enclosure 



9/18/00 




4u WORKSTATION-32 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Sun Blade 1000 

A28 

4-Slot PCI Logic Enclosure 



CODE 


PART# 


DESCRIPTION 


1 


599-2144 


Chassis Assembly 


- 


540-3256 


• Chassis Assembly 


- 


540-3447 


• Chassis Housing Assembly 


- 


330-4033 


• Chassis Front 


- 


330-4034 


• Chassis Rear 


- 


340-4036 


• I/O Panel 


- 


340-4037 


• Peripheral Bay Shelf 


2 


330-2313 


Right Side Cover 


3 


330-2315 


Top Cover 


4 


540-3448 


Curved Front Bezel Assembly 


5 


See next page 


Removable Media Option 


6 


370-2729 


Manual Eject Floppy Drive 


6 


370-3933 


Smart Card Reader 


NS 


530-2944 


• Smart Card Reader Cable, 20" 


7 


540-3265 


Peripheral Assembly 


- 


340-4067 


• 3 1/2" Filler Panel 


- 


340-4068 


• 5 1/4" Filler Panel 




340-4764 


• 5 1/4" Filler Panel with 3 1/2" Cutout 


- 


540-3681 


• Peripheral Bracket with Faceplate 




340-4858 


• Bracket 


- 


340-4859 


• Faceplate 


8 


540-3873 


Peripheral Bezel Assembly 


- 


330-2714 


• 5 1/4" Filler Panel 


■ 


330-2715 


• 3 1/2" Filler Panel 




330-2324 


• Lightpipe (not replaceable) 




330-2510 


• 5 1/4" Filler Panel with 3 1/2" Cutout 




330-2404 


• Bezel (not replaceable) 




330-2323 


• Power Button (not replaceable) 


9 


530-2583 


Interlock, LED, Power Switch, and Speaker Cable 


10 


530-2582 


Peripheral DC Power Cable 


11 


See next page 


Disk Drive Option (1 .0" or 1 .6" height disk) 


12 


540-3258 


Drive Bay Assembly/FRU without Backplane 




530-2488 


• FC-AL Cable ; 



Volume II 



4u WORKSTATION-33 



PARTS BREAKDOWN 9/18/00 

Sun Blade1000 



A28 

4-Slot PCI Logic Enclosure - Continued 



CODE 


PART # 


DESCRIPTION 


12 


540-4182 


FC-AL Backplane Assembly/FRU 


- 


501-4586 


• FC-AL Backplane 




530-2488 


• FC-AL Cable 


13 


370-1579 


Speaker 


14 


370-3718 


120 mm Fan (x2) 


14 


330-2416 


Fan Bracket 


15 


300-1357 


660 Watt Power Supply 


15 


300-1411 


Danish Power Supply \ 


5 


370-3415 


32X CD-ROM, 1.6" Height 


5 


390-0025 


10X DVD-ROM, 1.6" Height 


11 


540-4673 


18.2GB 10000 RPM FC-AL Disk Assembly/FRU 


11 


540-4525 


36.4GB 10000 RPM FC-AL Disk Assembly/FRU 


NS 


150-3112 


On/Off Switch 


NS 


150-3114 


Interlock Switch 


NS 


240-2750 


PCI Filler Panel 


NS 


340-3559 


Audio Module Filler Panel 


NS 


330-2321 


Foot 


NS 


330-2937 


Torque Tool Carrier j 


NS 


340-6395 


Torque Tool I 


NS 


370-3718 


120 mm Fan 


NS 


530-2346 


Floppy Data Cable 


MO 

Nb 


530-2881 


blow-bo Gable 


NS 


530-2913 


Smart Card Reader Cable, 15" (Obsolete) 


NS 


540-2540 


Lockbox 


NS 


540-3257 


Left Cover Assembly (540-3256-16 6/20/00) 


NS 


560-2613 


Cable Service Kit 


NS 


530-2688 


• SCSI Data Cable 


NS 


530-2944 


• Smart Card Reader Cable, 20" 




805-4496 


Service Manual 
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Sun-4u Architecture 

Netra / 1 50 Netra nfs 1 50 Ultra Enterprise 1 50 2 

Enterprise 220R 6 

Enterprise 420R 10 

Enterprise 250 14 

Ultra 450 18 

Ultra Enterprise 450 Enterprise 450 18 

Ultra Enterprise 3000 Enterprise 3000 22 

Ultra Enterprise 4000 Enterprise 4000 24 

Ultra Enterprise 5000 Enterprise 5000 26 

Ultra Enterprise 6000 Enterprise 6000 28 

Data Center Cabinet 30 

Enterprise 3500 32 

Enterprise 4500 34 

Enterprise 5500 36 

Enterprise 6500 38 

Data Center Cabinet 40 

Internal Peripherals 42 

Sun-4u1 Architecture 

Ultra Enterprise 10000 Enterprise 10000 46 
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Logic Enclosure 
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Netra /' 1 50 Netra nfs 1 50 E1 50 



Logic Enclosure 



CODE 


PART# 


DESCRIPTION 


1 


540-2878 


Front Door Assembly (metal hinges) (obsolete) 


1 


540-2912 


Front Door Assembly (plastic hinges) 


2 


540-2800 


Base Assembly 


- 


240-2307 


• Caster 


3 


540-2801 


Chassis Assembly w 330-2024 and 330-2027 (obs) 


3 


540-3040 


Chassis Assembly with 330-2254 and 330-2255 


4 


None 


Cardcage Assembly 


- 


330-3025 


• Cardcage Chassis 


- 


501-3081 


• Backplane 


- 


540-2860 


• Spacer Assembly 


5 


540-2730 


2.1GB 7200 RPM Disk Drive Assembly/FRU 


5 


540-2936 


2.1GB 7200 RPM Disk Drive Assembly/FRU 


5 


540-2938 


4.2GB 7200 RPM Disk Drive Assembly/FRU 


6 


F370-2266 


Fan Assembly/FRU (2 fans with connector) 


- 


370-2266 


• Fan (1 fan without connector) 


7 


530-2262 


Fan DC Power Cable 


8 


370-2259 


LCD Assembly 


9 


530-2261 


Controller to LCD Cable 


10 


530-2256 


Backplane to Controller DC Wire Harness 


11 


530-2255 


Peripheral DC Wire Harness 


12 


501-3089 


System Controller 


12 


501-4308 


System Controller 


13 


530-2253 


Floppy/SCSI Data Cable, =1 M 


14 


530-2268 


Backplane SCSI Loopback Cable, 194 mm 


15 


530-2257 


185W Power Supply to Backplane DC Wire Harness 


16 


300-1283 


185W Power Supply 


16 


300-1330 


185W Power Supply 


17 


530-2281 


180W Power Supply DC Extension Cable 


18 


300-1308 


180W Power Supply 


19 


370-2240 


1 10V Uninterruptible Power Supply (Netra nfs 150) 


19 


370-2241 


230V Uninterruptible Power Supply (Netra nfs 150) 


20 


530-2259 


Controller to UPS Cable (Netra nfs 1 50) \ 
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Netra /' 1 50 Netra nfs 1 50 E1 50 



Logic Enclosure - Continued 



CODE 


PART# 


DESCRIPTION 


21 


501-3104 


System Board to Controller Board Adapter 


22 


530-2292 


Controller to System Board Power Reset Cable 


23 


501-3082 


0MB Ultra 1 Model 170 System Board 


24 


530-2260 


Controller to AC Filter/Switch Cable 


25 


150-2510 


AC Filter/Switch 


26 


180-1732 


AC Power Cbl, 90° I EC 320 - 90° Reverse I EC 320 


27 


530-1884 


External 68-Pin to 68-Pin SCSI Cable, 80 cm 


28 


530-2282 


Internal SCSI Cable, 590 mm 


29 


530-2258 


Floppy Data Cable, 190 mm " 


30 


370-2151 


3D Floppy Drive 






3D Floppy Drive 


31 


370-2102 


4X CD-ROM, Light Grey 1 


31 


370-2817 


12X CD-ROM, Medium Grey 2 


31 


370-2816 


12X CD-ROM, Light Grey (DEV WO_10665) 2 


32 


370-2176 


4-8GB 4 mm DDS-2 Tape Drive, Light Grey 


32 


370-2376 


12-24GB 4 mm DDS-3 Tape Drive, Medium Grey 3 


33 


540-2730 


2.1GB 7200 RPM Disk Drive Assembly/FRU 4 


33 


540-2936 


2.1GB 7200 RPM Disk Drive Assembly/FRU 4 



1 The 4X CD-ROM does not fit into Chassis 540-3040. 

2 The 12X CD-ROM does not fit into Chassis 540-2801 . 

3 DC Wire Harness 530-2255-03 is required. 

4 The 4.2GB Disk Drive is not supported in the upper drive location. 

4u SERVER-4 Field Engineer Handbook 
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Netra / 1 50 Netra nfs 1 50 E1 50 



Logic Enclosure - Continued 



CODE 


PART # 


DESCRIPTION 


NS 


250-1328 


Front Door Key 


NS 


330-2024 


Foam, Left Side of Floppy/Disk/Tape (obsolete) 


NS 


330-2027 


Foam, Right Side of Floppy/Disk/Tape (obsolete) 


NS 


330-2028 


Foam, Main Chassis Bottom (obsolete) 


NS 


330-2038 


Foam, Left Side of System Board (obsolete) 


NS 


330-2039 


Foam, Right Side of System Board (obsolete) 


NS 


330-2040 


Foam, UPS Filler 


NS 


F330-2254 


Floppy/Disk/Tape Foam FRU 


NS 


330-2254 


• Foam, Left Side of Floppy/Disk/Tape 


NS 


330-2255 


• Foam, Right Side of Floppy/Disk/Tape 


NS 


330-2261 


Foam, Main Chassis Bottom 


NS 


330-2262 


Foam, Left Side of System Board 


NS 


330-2263 


Foam, Right Side of System Board 


NS 


340-3374 


Tape Drive Mounting Bracket 


NS 


340-3375 


Left Side Cover 


NS 


340-3376 


Right Side Cover 


NS 


540-2802 


Tape Drive Filler Panel 


NS 


595-3781 


Rack Mount Kit 




240-2314 


• Slide Rail (Accuride 3607-28-SO) 




240-2315 


• Front Bracket 




340-3476 


• Rear Bracket 




340-3477 


• Stop Bracket 




802-5626 


Netra 150 Server Service Manual 
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4-Slot PCI Logic Enclosure 
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Enterprise 220R 

A34 

4-Slot PCI Logic Enclosure 



CODE 


PART # 


DESCRIPTION 


1 


599-2330 


Enclosure Assembly 


2 


540-4219 


• RMA Bezel 


3 


330-2400 


• Floppy Filler Panel 


4 


330-291 1 


• Curved Bezel 


5 


540-4315 


• 4U Trim Strip 




540-4316 


• Enclosure Assembly with System Board 


6 


370-3416 


• 32x CD-ROM, Medium Grey 


6 


390-0025 


• 10x DVD-ROM, Medium Grey 


1 


540-4316 


Enclosure Assembly with System Board 


NS 


330-2805 


• Processor Module Slot Filler Panel 


NS 


540-4327 


• Processor Module Cardcage Assembly 


NS 


540-4329 


• Airguide Assembly 


- 


540-4284 


• Enclosure Assembly 


1 


540-4284 


Enclosure Assembly 


7 


501-5505 


• 2-Slot SCSI Disk Backplane 


8 


300-1455 


• VRM DC-DC Converter 


9 


375-0094 


• VRM Interposer Board 


10 


540-4169 


• Fan Tray with 3x 120 mm Fans (Obsolete) 


10 


540-4434 


• Fan Tray with 3x 120 mm Fans 


11 


501-5506 


• DC Power Distribution Board 


12 


300-1449 


• 380 Watt Power Supply 


13 


340-6001 


• Power Supply Filler Panel 


NS 


340-6118 


• Security Switch Lock 


NS 


530-2824 


• Keyswitch/LED/Power Cable 


NS 


530-2826 


• RMA 8-Bit SCSI Cable 


NS 


530-2827 


• SCSI Cable 


NS 


530-2828 


• DC Power Cable 


NS 


530-2829 


• DC Power Signal Cable 


NS 


530-2830 


• Control Cable 


NS 


530-2864 


• I/O Power Cable 




540-4283 


• Chassis Assembly 
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Enterprise 220R 

A34 

4-Slot PCI Logic Enclosure - Continued 



CODE 


PART # 


DESCRIPTION 


1 


540-4283 


Chassis Assembly 


14 


540-4186 


• Left Door 


15 


540-4188 


• Rear Enclosure Top Cover 


16 


340-6131 


• Inner Slide Rail 


17 


540-4230 


• Right Door 


18 


540-4253 


• Media Drive Mounting Assembly 


19 


340-5834 


• Power Distribution Board Cover 


20 


540-4232 


• AC Outlet to Power Supply 


21 


540-4282 


• Rear Panel 


NS 


370-4099 


a r""\ i i ii" n™" ix 

• AC Receptacle and Line Filter 


NS 


530-2819 


• AC Power Cable 


NS 


530-2861 


• AC Ground Cable 


NS 


540-4251 


• Ultra 60 System Board Mounting Tray 


1 


540-4231 


• Chassis Assembly 




340-5827 


• Base Enclosure 




340-5830 


• Disk Drive Bay 


- 


340-5831 


• Front Enclosure Top Cover 




340-5996 


• Front Enclosure 




540-4185 


• Power Bay Cover 


22 


540-3881 


9.1GB 10000 RPM Disk Drive Assembly/FRU 


22 


540-4177 


18.2GB 10000 RPM Disk Drive Assembly/FRU 




C.AC\ /ICOi 

04U-40zi 1 


oD.4ijiD luuuu nr ivi uisk urive AssemDiy/rnu 


NS 


340-6124 


Short Rack Mounting Bracket 


NS 


340-6125 


Long Rack Mounting Bracket 


NS 


340-5883 


Outer Slide Rail 


NS 


370-2376 


12-24GB 4 mm DDS-3 Tape Drive, Medium Grey 1 


NS 


390-0028 


20-40GB 4 mm DDS-4 Tape Drive, Medium Grey 1 


NS 


370-2882 


7-1 4GB 8 mm Tape Drive, Medium Grey 1 



1 DC Power cable 530-2864-02 is too short. Use 530-2864-03 or DC Power 
Extension cable 530-2502. 
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Enterprise 420R 

A33 

4-Slot PCI Logic Enclosure 
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PARTS BREAKDOWN 



Enterprise 420R 

A33 

4-Slot PCI Logic Enclosure 



CODE 


PART# 


DESCRIPTION 


1 


599-2292 


Enclosure Assembly 


2 


540-4219 


• RMA Bezel 


o 
o 


ooU-£4U0 


• Floppy Filler Panel 


4 


r\r\r\ r\r\ A A 

330-291 1 


• Curved Bezel 


5 


C A f\ /OH C 

540-4315 


• 4U Trim Strip 




C Af\ A A /JO 

540-41 bo 


• Enclosure Assembly with System Board 


c 
D 


07A Q/1 -\ a 


• ozx uu-hum, ivieaium urey 


6 


390-0025 


• 10x DVD-ROM, Medium Grey 


A 
1 


C A A A H CO 

540-41 DO 


Enclosure Assembly with System Board 


MO 

Nb 


nnn h /i r\~7 

oUU-140/ 


• i^o watt uu-uu uonverter with ran 


MO 

NS 


330-2805 


• Processor Module Slot Filler Panel 


' MO 

NS 


t- a r\ on/in 

540-3948 


• System Board Shroud Assembly 


MO 

NS 


540-4048 


• System Board Airguide Assembly 




540-41 15 


• Enclosure Assembly 


A 
1 


i— /l /"V A A A C 

540-41 15 


Enclosure Assembly 


7 


501-5505 


• 2-Slot SCSI Disk Backplane 


8 


r~ A r\ A Ad A 

540-4434 


• Fan Tray with 3x 120 mm Fans 


9 


501-5506 


• DC Power Distribution Board 


10 


300-1449 


• 380 Watt Power Supply 


1 1 


340-6001 


• Power Supply Filler Panel 


NS 


340-6118 


• Security Switch Lock 


1 NO 


oou -^.o^, 1 


m nr" Pn\A/or Qinnal Pahlo 


NS 


530-2822 


• DC Power Cable 


NS 


530-2824 


• Keyswitch/LED/Power Cable 


NS 


530-2826 


• RMA 8-Bit SCSI Cable 


NS 


530-2827 


• SCSI Cable 


NS 


530-2830 


• Control Cable 


NS 


530-2864 


• I/O Power Cable 




540-4184 


• Chassis Assembly 
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Enterprise 420R 

A33 

4-Slot PCI Logic Enclosure - Continued 



CODE 


PART# 


DESCRIPTION 


A 
1 


CA A A -\ QA 

04U-41 o4 


Chassis Assembly ! 


•i o 

lid 


o4U-4lob 


• 


Left Door 


1 O 


c /in /i i qq 

D4U-41 OO 


• 


Rear Enclosure Top Cover 


-1 A 
14 


o4U-Dl ol 


• 


Inner Slide Rail 


H r- 

10 


54U-4^oU 


• 


Right Door 


lb 


ca n ^ oco 


• 


AM I 1 1— \ ft A A II 

Media Drive Mounting Assembly 


1 / 


o4U-Ooo4 


• 


Power Distribution Board Cover 


HI O 

lo 


54u-4^o^ 


• 


AC Outlet to Power Supply 


iy 


o4U-4^ol 


• 


Rear Panel 


MO 

No 


o4u-oool 


• 


Ultra 80 System Board Mounting Panel 


MO 

No 


o7A yinoo 


• 


AC Receptacle and Line Filter 


NS 


530-2819 


• 


AC Power Cable 


NS 


530-2861 


• 


AC Ground Cable 


1 


04U-4^ol 


• 


Chassis Assembly 




340-5827 




• Base Enclosure 


_ 


340-5830 




• Disk Drive Bay 




340-5831 




• Front Enclosure Top Cover 




o4u-oyyb 




• Front Enclosure 




04U-41 oo 




• Power Bay Cover 


on 


040-000 I 


9.1GB 10000 RPM Disk Drive Assembly/FRU 


on 


EACl A -i ~7~7 

54U-41 / / 


18.2GB 10000 RPM Disk Drive Assembly/FRU 






36.4GB 10000 RPM Disk Drive Assembly/FRU 


NS 


340-6124 


Short Rack Mounting Bracket j 


NS 


340-6125 


Long Rack Mounting Bracket j 


NS 


340-5883 


Outer Slide Rail 


NS 


370-2376 


12-24GB 4 mm DDS-3 Tape Drive, Medium Grey 


NS 


390-0028 


20-40GB 4 mm DDS-4 Tape Drive, Medium Grey 1 


NS 


370-2882 


7-1 4GB 8 mm Tape Drive, Medium Grey 



1 DC Power cable 530-2864-02 is too short. Use 530-2864-03 or DC Power 
Extension cable 530-2502. 
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Enterprise 250 

A26 

4-Slot PCI Logic Enclosure 
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PARTS BREAKDOWN 



Enterprise 250 

A26 

4-Slot PCI Logic Enclosure 



CODE 


PART# 


DESCRIPTION 


1 


540-3453 


Left Side Cover 


2 


330-2152 


Purple Lower Left and Right Side Cover 


3 


330-2137 


Light Grey Upper Left Side and Top Cover 


4 


540-3355 


Disk Drive Backplane Assembly 


- 


501-4682 


• 6-Disk Backplane 


5 


540-3274 


3-Fan Fan Assembly 


6 


501-4683 


DC Power Distribution Board 


7 


340-4070 


Chassis 


8 


340-3256 


PCI Filler Panel 


9 


501-4818 


Remote System Control Board and Cable 


- 


530-2526 


• Remote System Control Cable 


10 


300-1352 


360 Watt Power Supply 


11 


330-2138 


Light Grey Upper Right Side and Top Cover 


12 


540-3351 


RMA Assembly 


- 


340-4072 


• Removable Media Bracket 


13 


540-3604 


Keyswitch and LED Assembly with Cables 


- 


370-3324 


• LED and Cable Assembly 


- 


530-2527 


• Keyswitch Assembly 


14 


370-2730 


Manual Eject Floppy Drive, Medium Grey 


15 


See next page 


Removable Media Option 


16 


See next page 


Disk Drive Assembly (1 .0" or 1 .6" height disk) 


17 


540-3273 


Front Top Bezel Assembly 


18 


540-3352 


Front Bottom Door Assembly 


NS 


250-1317 


Key 


NS 


330-2399 


5 1/4" Device External Filler Panel 


NS 


330-2400 


3 1/2" Device External Filler Panel 


NS 


330-2522 


Foot, Option 9605 


NS 


340-4067 


3 1/2" Device Internal Filler Panel 


NS 


340-4068 


5 1/4" Device Internal Filler Panel 


! NS 


340-4416 


Power Supply Filler Panel 
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Enterprise 250 

A26 

4-Slot PCI Logic Enclosure - Continued 



CODE 


PART# 


DESCRIPTION 


15 


370-2376 


12-24GB 4 mm DDS-3 Tape Drive, Medium Grey 


15 


390-0028 


20-40GB 4 mm DDS-4 Tape Drive, Medium Grey 


15 


370-2882 


7-1 4GB 8 mm Tape Drive, Medium Grey 


15 


370-3280 


4-8GB 1/4" SLR Tape Drive, Medium Grey 


15 


370-3416 


32x CD-ROM, Medium Grey 


15 


390-0025 


10x DVD-ROM, Medium Grey 


14 


540-2938 


4.2GB 7200 RPM 1.0" Disk Drive Assembly/FRU 


16 


540-2951 


9.1GB 7200 RPM 1 .6" Disk Drive Assembly/FRU 


16 


540-3704 


9.1GB 7200 RPM 1.0" Disk Drive Assembly/FRU 


16 


540-3881 


9.1GB 10000 RPM 1.0" Disk Drive Assembly/FRU 


16 


540-3719 


18.2GB 7200 RPM 1.6" Disk Drive Assembly/FRU 


16 


540-4177 


18.2GB 10000 RPM 1.0" Disk Drive Assembly/FRU 


16 


540-4521 


36.4GB 10000 RPM 1.0" Disk Drive Assembly/FRU 


NS 


530-2439 


Backplane to Floppy Data Cable 


NS 


530-2440 


Backplane to RMA Tray DC Power Cable 


NS 


530-2441 


CPU to DC Distribution 6-Pin Power Cable 


NS 


530-2443 


Backplane to DC Distribution Power Cable 


NS 


530-2444 


CPU to DC Distribution 4-Pin Power Cable 


NS 


530-2445 


Backplane to RMA SCSI Device Data Cable 


NS 


530-2446 


Backplane to System Board SCSI and Floppy Cable 


NS 


530-2480 


CPU to DC Distribution/|2C 14-Pin Sense Cable 


NS 


530-2481 


CPU to DC Distribution 16-Pin Sense Cable 


NS 


530-2482 


Interlock Cable 


NS 


530-2502 


DC Extension Cable for SLR Tape Drive 


NS 


530-2525 


Backplane to DC Distribution Key, LED and |2C Cable 


NS 


530-2685 


Fan Tray to DC Distribution Power Cable 


NS 


540-2540 


Lockbox 


NS 


540-3357 


Caster Assembly, Option 9604 




805-5160 


Enterprise 250 Owner's Manual 
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Ultra 450 Ultra Enterprise 450 Enterprise 450 

A20 A25 
10-Slot PCI Logic Enclosure 
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PARTS BREAKDOWN 



Ultra 450 Ultra Enterprise 450 Enterprise 450 

A20 A25 
10-Slot PCI Logic Enclosure 



CODE 


PART# 


DESCRIPTION 


1 


540-2835 


Left Panel 


2 


540-2840 


CPU Fan Tray Assembly 


- 


370-4041 


• 120 mm Fan (x3) (replaced 370-2292) 


3 


540-3032 


Cable Access Door Assembly 


4 


540-2833 


Chassis Enclosure Assembly 


- 


340-3420 


• Chassis 


5 


370-2160 


AC Line Filter 


5 


370-2440 


Danish AC Line Filter 


6 


300-1302 


560W Power Supply 


6 


300-1359 


605W Power Supply 


6 


340-3516 


Power Supply Filler Panel 


7 


540-3023 


Blower Assembly (discontinued 8/97) 1 


- 


370-2337 


• Blower 


- 


340-3648 


• Blower Plate 


8 


240-2312 


Caster (x2) 


9 


540-4364 


Disk Fan Assembly 


9 


540-2841 


Disk Fan/Speaker Assembly (discontinued 9/99) 


10 


370-1579 


• Speaker 


- 


370-2322 


• 120 mm Fan (x3) 


11 


540-2836 


Right Panel 


12 


240-2343 


Locking Caster (x2) j 


13 


530-2364 


DC Power Cable, 4-Disk and 8-Disk Backplane 


13 


530-2365 


DC Power Cable, Removable Media Tray 


14 


501-3100 


DC Power Distribution Board 


15 


501-4189 


8-Slot SCSI Backplane 


15 


501-5274 


8-Slot SCSI Backplane 


16 


530-2355 


|2C Cable, 4-Disk and 8-Disk Backplane 


17 


501-4148 


4-Slot SCSI Backplane 


18 


540-2831 


20-Slot Disk Drive Chassis 


19 


See next page 


Disk Drive Assembly (maximum 1.0" height disk) 




805-0429 


Ultra Enterprise 450 Server Owner's Guide 




805-0430 


Ultra 450 Workstation Owner's Guide 



1 The Wrench Icon is lit when Blower 540-3023 or Loopback Plug 530-2509 
is not connected to J4705 on the System Board. 
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Ultra 450 Ultra Enterprise 450 Enterprise 450 

A20 A25 
1 0-Slot PCI Logic Enclosure - Continued 



CODE 


PART# 


DESCRIPTION 


19 


540-2938 


4.2GB 7200 RPM Disk Drive Assembly/FRU 


19 


540-3704 


9.1GB 7200 RPM Disk Drive Assembly/FRU 


19 


540-3881 


9.1GB 10000 RPM Disk Drive Assembly/FRU 


19 


540-4177 


18.2GB 10000 RPM Disk Drive Assembly/FRU 


19 


540-4521 


36.4GB 10000 RPM Disk Drive Assembly/FRU 


20 


540-2832 


Front Door Assembly 1 


21 


540-2910 


Removable Media Door Assembly 


22 


540-2903 


Removable Media Tray Assembly 1 


22 


540-3366 


• Tray Assembly 


23 


530-2339 


• Floppy Data Cable, 7 cm 


24 


530-2340 


• Floppy Power Cable 


25 


370-2730 


• Floppy Drive 


26 


530-2314 


• Keyswitch Assembly with Key 250-1 31 7 


27 


530-2363 


• LED Cable 


28 


501-4270 


• LED PCB 


29 


330-2058 


• Removable Media Tray Bezel 


30 


501-3128 


• Removable Media Backplane 


31 


530-2338 


• SCSI Power Cable 


32 


530-2337 


• SCSI Data Cable, 39 cm 


33 


540-3002 


1/2-Height Filler Panel 


34 


370-2817 


12x CD-ROM, Medium Grey 


34 


370-3416 


32x CD-ROM, Medium Grey 


34 


390-0025 


10x DVD-ROM, Medium Grey 


34 


370-2376 


12-24GB 4 mm DDS-3 Tape Drive, Medium Grey 


34 


390-0028 


20-40GB 4 mm DDS-4 Tape Drive, Medium Grey 


34 


370-2882 


7-1 4GB 8 mm Tape Drive, Medium Grey 


34 


370-3280 


4-8GB 1/4" SLR Tape Drive, Medium Grey 



1 Door >-03 and Tray >-03 are required for FCC Class B with 400MHz. 
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Ultra 450 Ultra Enterprise 450 Enterprise 450 

A20 A25 
10-Slot PCI Logic Enclosure - Continued 



CODE 


PART# 


DESCRIPTION 


NS 


240-1475 


M4 x 8 mm Screw 


NS 


240-2135 


M3 x 1 2 mm Screw 


NS 


240-2295 


M3 Shoulder Screw (CD-ROM mounting) 


NS 


240-2341 


M5 x 8 mm Screw 


NS 


240-2356 


M3 x 6 mm Screw 


NS 


240-2371 


M3 x 5 mm Screw 


NS 


240-2375 


Wave Crimp Cable Guard Shoulder Screw 


NS 


240-2388 


M3 x 6 mm Screw 


NS 


240-2395 


M2 x 1 0 mm Screw 


NS 


330-2036 


Grommet (CD-ROM mounting) 


NS 


330-2098 


Fan Tray Isolation Mount (x4) 


NS 


330-2362 


Wave Crimp Cable Guard 


NS 


340-3508 


Switch Support Bracket 


NS 


340-4168 


Vertical Power Supply Security Bracket 


NS 


340-4169 


Horizontal Power Supply Security Bracket 


NS 


340-4170 


System Board Security Bracket 


NS 


530-2305 


Interlock and Fan/Speaker Assembly Cable 


NS 


530-2366 


SCSI Data Cable, 8-Disk Backplane, 1 88 cm A-Port 


NS 


530-2366 


SCSI Data Cable, 8-Disk Backplane, 165 cm B-Port 


NS 


530-2367 


SCSI and I2C Cable, 4-Disk Backplane, 67 cm 


NS 


530-2368 


Floppy/SCSI/l2C Cable, Media Tray, 42 cm 


NS 


530-2505 


DC Extension Cable for SLR Tape Drive 


NS 


530-2509 


System Board J4705 Loopback Plug 1 


NS 


530-2744 


SRC/P 8-Disk Backplane SCSI RAID Data Cable 


NS 


540-3026 


FCAL Filler Panel Assembly 



1 The Wrench Icon is lit when Blower 540-3023 or Loopback Plug 530-2509 
is not connected to J4705 on the System Board. 



Volume II 



4u SERVER-21 



PARTS BREAKDOWN 



9/18/00 



Ultra Enterprise 3000 Enterprise 3000 

A17 E3000 E3001 E3002 Netra/3000 
4-Slot Logic Enclosure 




4u SERVER-22 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Ultra Enterprise 3000 Enterprise 3000 

A17 E3000 E3001 E3002 Netra/3000 
4-Slot Logic Enclosure 



CODE 


PART# 


DESCRIPTION 


1 


540-2755 


Chassis Assembly 


2 


540-2783 


Base Assembly 




240-1806 


• Caster 


3 


501-2599 


LED PCB 


4 


530-2148 


Keyswitch Assembly 


5 


540-2756 


3-Fan Tray Assembly with Fan 370-2158 


6 


540-2758 


Front Door Assembly 


7 


540-2851 


Front Bezel with Plastic Label Cover 330-1973 


8 


340-3312 


Peripheral Tray 


9 


501-2939 


4-Slot Backplane (1.0 or 1.6 height disk) 


10 


530-2226 


Backplane to LED PCB Cable 


1 1 


i— 1~\ r\ r\ r\ r\ r\ 

530-2220 


Peripheral Tray SCSI Cable, 83 cm 


1 1 


530-2381 


Peripheral Tray SCSI Cable, 93.5 cm 1 


12 


530-2221 


Peripheral Tray DC Cable (x2) 


13 


330-2002 


Top Cover 


A A 

14 


300-1260 


300 Watt Power/Cooling Module 


14 


0/"\/~\ -A A A A 

300-1444 


300 Watt Power/Cooling Module 


14 


540-2593 


Power/Cooling Module Filler Panel 


15 


300-xxxx 


300 Watt Power/Cooling Module 


15 


540-2757 


Auxiliary Fan Assembly 


16 


300-1301 


184 Watt Peripheral Power Supply 


16 


300-1307 


184 Watt Peripheral Power Supply with AC Input 


16 


300-1400 


184 Watt Peripheral Power Supply with AC Input 


16 


540-2759 


Peripheral Power Supply Filler Panel 


17 


330-1993 


Side Panel 


MO 

INo 




Door Catch 


NS 


263-0149 


E3000 Nameplate 


NS 


263-0232 


HPC3000 Nameplate 


NS 


330-2014 


Power Key (replaced 330-1651) 


NS 


540-2592 


Board Slot Filler Panel 


NS 


595-4182 


Floor Mount Bracket, Option X968A 


NS 


540-2921 


• Floor Mount Bracket 




802-6051 


Ultra Enterprise 3000 System Manual 



1 The 20-40GB 8 mm Tape Drive requires cable 530-2381. 



Volume II 4u SERVER-23 



PARTS BREAKDOW 



9/18/00 



Ultra Enterprise 4000 Enterprise 4000 

A18 E4000 E4001 E4002 Netra/4000 Netray'4000 
8-Slot Logic Enclosure 




4u SERVER-24 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Ultra Enterprise 4000 Enterprise 4000 

A18 E4000 E4001 E4002 Netra/4000 Netray'4000 
8-Slot Logic Enclosure 



CODE 


PART # 


DESCRIPTION 


1 


540-2707 


8-Slot Chassis Assembly 


2 


300-1260 


300 Watt Power/Cooling Module 


2 


300-1444 


300 Watt Power/Cooling Module 


2 


540-2593 


Power/Cooling Module Filler Panel 


3 


370-1810 


Keyswitch Assembly/FRU 


4 


530-2198 


• LED Board to Backplane Cable 


5 


370-1911 


• Fan 


6 


501-2599 


• LED Board 


7 


530-2148 


• Keyswitch Cable Assembly 


~ 


330-2014 


• Key (replaced 330-1651) 


8 


540-2734 


Front Filler Panel 




330-1973 


• Clear Plastic Label Cover 


9 


540-2587 


SCSI Tray Assembly/FRU 


10 


530-2118 


• DC Wire Harness (x2) 


11 


501-2600 


• SCSI Adapter 


12 


530-2119 


• Internal SCSI Cable, 59 cm 


12 


530-2382 


• Internal SCSI Cable, 63 cm 1 


13 


330-1939 


• Filler Panel 


14 


340-3341 


• Filler Panel Bracket 


15 


340-3304 


• Peripheral Mounting Bracket 


16 


501-2978 


8-Slot Backplane 


17 


330-1999 


Top Cover Plug 


17 


330-2000 


Bottom Cover Foot 


18 


330-1782 


Top and Bottom Cover 


19 


300-1301 


184 Watt Peripheral Power Supply 


on 


o/U- lo 1 1 


au input and ran Assembly/!- hu 


20 


370-2364 


Danish AC Input and Fan Assembly/FRU 


21 


330-1783 


Side Panel 


NS 


262-0758 


Netra / 4000 Nameplate 


NS 


263-0146 


E4000 Nameplate 


NS 


263-0233 


HPC4000 Nameplate 


NS 


540-2592 


Board Slot Filler Panel 




802-3845 


Ultra Enterprise 4000/5000/6000 System Manual 



1 The 20-40GB 8 mm Tape Drive requires cable 530-2382. 



Volume II 4u SERVER-25 



PARTS BREAKDOWN 



9/18/00 



Ultra Enterprise 5000 Enterprise 5000 

E5000 E5001 E5002 Netra/5000 Netra/5000 
8-Slot Logic Enclosure 




4u SERVER-26 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Ultra Enterprise 5000 Enterprise 5000 

E5000 E5001 E5002 Netra/5000 Netra/5000 
8-Slot Logic Enclosure 



CODE 


PART# 


DESCRIPTION 


1 


540-2774 


8-Slot Chassis Assembly 540-2774-01 


2 


O A O O A TO 

340-3473 


Lower Left Chassis Mounting Bracket | 


2 


O A O A~7 A 

340-3474 


Lower Right Chassis Mounting Bracket 


3 


onn h ooh 

300-1301 


184 Watt Peripheral Power Supply 


4 


370-1812 


AC Input and Fan Assembly/FRU 


5 


o >i o on oo 

340-3169 


Upper Chassis Mounting Bracket 


6 


501-2978 


8-Slot Backplane 


7 


300-1260 


300 Watt Power/Cooling Module 


7 


300-1444 


300 Watt Power/Cooling Module 


8 


540-2593 


Power/Cooling Module Filler Panel 


9 


370-2073 


Keyswitch Adapter Assembly/FRU 


10 


r~ O /~\ OOH vl 

530-2214 


• Keyswitch Adapter Cable 


1 1 


540-271 3 


SCSI Adapter Tray Assembly/FRU 


12 


501-2600 


• SCSI Adapter 


13 


530-2218 


• DC Wire Harness 


14 


COO OOH7 

530-2217 


• Internal SCSI Cable, 26 cm 


MO 

No 


ooo otco 

262-0759 


Netra / 5000 Nameplate 


NS 


263-0146 


E5000 Nameplate 


NS 


OOO OOO /I 

263-0234 


i iio^cooo M/. M «.i«i« s 

HPC5000 Nameplate 


MO 

NS 


OOO OOH A 

330-2014 


Power Key (replaced 330-1651) 


NS 


530-2213 


AC Input Power Cable, IEC320 C19-C20 


MQ 
No 


con OOOQ 


oooi Aaapier iray xo ouoi iray rower uauie 


NS 


530-2224 


SCSI Adapter Tray to SCSI Tray SCSI Cable, 1 .0M 


NS 


530-2225 


Keyswitch Adapter to Keyswitch Assembly Cable 


NS 


530-2234 


AC Sequencer to Fan Tray Sense Cable 


NS 


530-2235 


AC Input and Fan Assy to AC Sequencer Cable (obs) 


NS 


530-2325 


AC Input and Fan Assembly to AC Sequencer Cable 


NS 


540-2592 


Board Slot Filler Panel 




802-3845 


Ultra Enterprise 4000/5000/6000 System Manual 



Volume II 



4u SERVER-27 



PARTS BREAKDOWN 



9/18/00 



Ultra Enterprise 6000 Enterprise 6000 

E6000 E6001 E6002 
16-Slot Logic Enclosure 




4u SERVER-28 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Ultra Enterprise 6000 Enterprise 6000 

E6000 E6001 E6002 
1 6-Slot Logic Enclosure 



CODE 


PART # 


DESCRIPTION 


1 


540-2708 


1 6-Slot Chassis Assembly 


2 


340-3473 


Lower Left Chassis Mounting Bracket 


2 


340-3474 


Lower Right Chassis Mounting Bracket 


3 


300-1301 


1 84 Watt Peripheral Power Supply 


4 


370-1812 


A ■ ■ ■ r~_ a _ l 1 / r— 1 — \ 1 1 

AC Input and Fan Assembly/FRU 


5 


340-3169 


1 1 A M x a |— \ | ■ 

Upper Chassis Mounting Bracket 


6 


501-2699 


1 6-Slot Backplane (obsolete) 


6 


501-3050 


1 6-Slot Backplane 


7 


300-1260 


300 Watt Power/Cooling Module 


7 


300-1444 


300 Watt Power/Cooling Module 


8 


540-2593 


Power/Cooling Module Filler Panel 


9 


370-2073 


ix ■■ i a i ■ a i /r""r"\i i 

Keyswitch Adapter Assembly/FRU 


10 


530-2214 


• Keyswitch Adapter Cable 


11 


540-2713 


SCSI Adapter Tray Assembly/FRU 


12 


501-2600 


• SCSI Adapter 


13 


530-2218 


• DC Wire Harness 


14 


530-2217 


• Internal SCSI Cable, 26 cm 


NS 


263-0147 


E6000 Nameplate 


| NS 


263-0235 


HPC6000 Nameplate 


NS 


330-2014 


Power Key (replaced 330-1651) 


NS 


530-2213 


AC Input Power Cable, IEC320 C19-C20 


NS 


530-2223 


bObl Adapter Tray to bobl Tray rower uable 


NS 


530-2224 


SCSI Adapter Tray to SCSI Tray SCSI Cable, 1 .0M 


NS 


530-2225 


Keyswitch Adapter to Keyswitch Assembly Cable 


NS 


530-2234 


AC Sequencer to Fan Tray Sense Cable 


NS 


530-2235 


AC Input and Fan Assy to AC Sequencer Cable (obs) 


NS 


530-2325 


AC Input and Fan Assembly to AC Sequencer Cable 


NS 


501-3142 


Load Board (required in all unused slots) 




802-3845 


Ultra Enterprise 4000/5000/6000 System Manual 



Volume II 



4u SERVER-29 



PARTS BREAKDOWN 9/18/00 

Data Center Cabinet 

E5000 E5001 E5002 E6000 E6001 E6002 




4u SERVER-30 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Data Center Cabinet 

E5000 E5001 E5002 E6000 E6001 E6002 



CODE 


PART# 


DESCRIPTION 


1 


540-2591 


56-inch Data Center Cabinet Assembly 


2 


340-3259 


Fan and SCSI Tray Support Bracket 


3 


300-1290 


Universal AC Power Sequencer 


3 


300-1403 


Universal AC Power Sequencer 


4 


540-2709 


Fan Tray Assembly (-02 with Fingerguards) 


- 


540-3271 


Fingerguard Installation Kit for 540-2709-01 


5 


340-3267 


Fan Tray Rear Cover 


6 


340-3352 


Top Panel, Medium Grey 


7 


340-3354 


Side Panel, Medium Grey 


8 


540-2746 


Top Bezel Assembly 


- 


330-1973 


• Clear Plastic Label Cover 


- 


330-1983 


• Blank Filler Panel Insert 


9 


330-1982 


Filler Panel Insert with 4 Tape Drive Cutouts 


10 


540-2766 


Door Assembly with 3 Vented Panels 


11 


340-3355 


Anti-Tilt Panel, Medium Grey 


12 


370-2161 


Keyswitch and LED Assembly 


13 


530-2148 


• PCB to Remote Keyswitch Cable 


14 


530-2227 


• Keyswitch Cable 


15 


501-5329 


• LED Board (replaced 501-2599) 


16 


340-3260 


Peripheral Tray Support Bracket 


17 


540-271 1 


Peripheral Tray Assembly without Peripherals 


17 


340-3261 


Peripheral Tray 


18 


530-2215 


• Internal SCSI Cable, 89 cm 


19 


530-2216 


• DC Wire Harness 


20 


340-3264 


• Mounting Bracket 


21 


340-3341 


• Filler Panel Bracket 


22 


330-1939 


• Filler Panel 


23 


340-3270 


• Peripheral Mounting Bracket 


NS 


330-2014 


Power Key (replaced 330-1651) 


NS 


340-3353 


Screw Mounted Rear Panel, Medium Grey 


NS 


340-3489 


Hinged Rear Panel, Medium Grey 


NS 


530-2265 


Power Cord, Harting Han 6HsB to NEMA L6-30P 


NS 


530-2266 


Power Cord, Harting Han 6HsB to IEC309 



Volume II 



4u SERVER-31 



PARTS BREAKDOWN 



9/18/00 



Enterprise 3500 

E3500 E3501 E3502 
5-Slot Logic Enclosure 




4u SERVER-32 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Enterprise 3500 

E3500 E3501 E3502 
5-Slot Logic Enclosure 



CODE 


PART# 


DESCRIPTION 


1 


540-3531 


Upper Chassis Assembly 


2 


540-3743 


Lower Base Assembly 


- 


240-1806 


• Caster 


3 


501-2599 


LED PCB 


4 


530-2148 


Keyswitch Assembly 


5 


300-1358 


195 Watt Peripheral Power Supply 


5 


540-3815 


Peripheral Power Supply Filler Panel | 


6 


540-3566 


3-Fan Tray Assembly with Fan 370-3321 


7 


540-3501 


Front Door Assembly 


8 


540-2851 


Front Bezel with Plastic Label Cover 330-1973 


9 


340-3312 


Peripheral Tray 


10 


501-4799 


5-Slot Backplane 


11 


530-2226 


Backplane to LED PCB Cable 


12 


530-2381 


Peripheral Tray SCSI Cable, 93.5 cm 


13 


530-2221 


Peripheral Tray DC Cable (x2) 


14 


330-2002 


Top Cover 


15 


300-1260 


300 Watt Power/Cooling Module 


15 


300-1444 


300 Watt Power/Cooling Module 


15 


540-2593 


Power/Cooling Module Filler Panel ; 


16 


300-xxxx 


300 Watt Power/Cooling Module 


16 


540-2757 


Auxiliary Fan Assembly 


16 


540-4053 


Auxiliary Fan Assembly 


17 


300-1307 


184 Watt Peripheral Power Supply with AC Input 


17 


300-1400 


184 Watt Peripheral Power Supply with AC Input 


18 


330-1993 


Side Panel ; 


NS 


240-2291 


Door Catch 


NS 


262-4171 


E3500 Nameplate | 


NS 


330-2014 


Power Key 


NS 


330-1939 


CD-ROM Filler Bracket Bezel 


NS 


340-3304 


Removable Media Device Mounting Bracket 


NS 


340-3341 


CD-ROM Filler Bracket 


NS 


540-2592 


Board Slot Filler Panel 


NS 


540-3795 


Fiber Channel Interface Board Slot Filler Panel 




805-2630 


Enterprise 3500 Reference Manual 



Volume II 



4u SERVER-33 



PARTS BREAKDOW 



9/18/00 



Enterprise 4500 

E4500 E4501 E4502 
8-Slot Logic Enclosure 




4u SERVER-34 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Enterprise 4500 

E4500 E4501 E4502 
8-Slot Logic Enclosure 



CODE 


PART # 


DESCRIPTION 


1 


540-3700 


8-Slot Chassis Assembly 


1 


540-3796 


Danish 8-Slot Chassis Assembly 


2 


300-1260 


300 Watt Power/Cooling Module 


2 


300-1444 


300 Watt Power/Cooling Module 


2 


540-2593 


Power/Cooling Module Filler Panel 


3 


370-1810 


Keyswitch Assembly/FRU 


4 


530-2198 


• LED Board to Backplane Cable 


5 


370-1911 


• Fan 


6 


501-2599 


• LED Board 


7 


530-2148 


• Keyswitch Cable Assembly 


- 


330-2014 


• Key 


8 


540-2734 


Front Filler Panel 


- 


330-1973 


• Clear Plastic Label Cover 


9 


540-2587 


SCSI Tray Assembly/FRU 


10 


530-2118 


• DC Wire Harness (x2) 


11 


501-2600 


• SCSI Adapter 


12 


530-2382 


• Internal SCSI Cable, 63 cm 


13 


330-1939 


• Filler Panel 


14 


340-3341 


• Filler Panel Bracket 


15 


340-3304 


• Peripheral Mounting Bracket 


16 


501-4944 


8-Slot Backplane 


17 


330-1999 


Top Cover Plug 


17 


330-2000 


Bottom Cover Foot 


18 


330-1782 


Top and Bottom Cover 


19 


300-1301 


1 84 Watt Peripheral Power Supply 


20 


370-1811 


AC Input and Fan Assembly/FRU 


20 


370-2364 


Danish AC Input and Fan Assembly/FRU 


21 


330-1783 


Side Panel 


NS 


262-4213 


E4500 Nameplate 


NS 


340-5260 


MLR Tape Drive Mounting Bracket 


NS 


540-2592 


Board Slot Filler Panel 




805-2632 


Enterprise 4500/5500/6500 Reference Manual 



Volume II 



4u SERVER-35 



PARTS BREAKDOWN 



9/18/00 



Enterprise 5500 

E5500 E5501 E5502 
8-Slot Logic Enclosure 




4u SERVER-36 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Enterprise 5500 

E5500 E5501 E5502 
8-Slot Logic Enclosure 



CODE 


PART# 


DESCRIPTION 


1 


540-3573 


8-Slot E5500 Chassis Assembly 


1 


540-4164 


8-Slot E5501 Chassis Assembly 


2 


340-3473 


Lower Left Chassis Mounting Bracket 


2 


340-3474 


Lower Right Chassis Mounting Bracket 


3 


300-1301 


184 Watt Peripheral Power Supply 


4 


370-1812 


AC Input and Fan Assembly/FRU 


5 


340-3169 


Upper Chassis Mounting Bracket 


6 


501-4944 


8-Slot Backplane 


7 


300-1260 


300 Watt Power/Cooling Module 


7 


300-1444 


300 Watt Power/Cooling Module 


8 


540-2593 


Power/Cooling Module Filler Panel 


9 


370-2073 


Keyswitch Adapter Assembly/FRU 


10 


530-2214 


• Keyswitch Adapter Cable 


11 


540-2713 


SCSI Adapter Tray Assembly/FRU 


12 


501-2600 


• SCSI Adapter 


13 


530-2218 


• DC Wire Harness 


14 


530-2217 


• Internal SCSI Cable, 26 cm 


NS 


262-4120 


E5500 Nameplate 


NS 


330-2014 


Power Key 


NS 


530-2213 


AC Input Power Cable, IEC320 C19-C20 


NS 


530-2224 


SCSI Adapter Tray to SCSI Tray SCSI Cable, 1 .0M 


NS 


530-2325 


AC Input and Fan Assembly to AC Sequencer Cable 


NS 


530-2587 


Keyswitch Adptr to Keyswitch to SCSI Tray Fan Cable 


NS 


530-2645 


AC Sequencer to Fan Tray Sense Cable 


NS 


530-2655 


SCSI Adapter Tray to SCSI Tray Power Cable 


NS 


540-2592 


Board Slot Filler Panel 




805-2632 


Enterprise 4500/5500/6500 Reference Manual 



Volume II 



4u SERVER-37 



PARTS BREAKDOWN 



9/18/00 



Enterprise 6500 

E6500 E6501 E6502 
1 6-Slot Logic Enclosure 




4u SERVER-38 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Enterprise 6500 

E6500 E6501 E6502 
1 6-Slot Logic Enclosure 



CODE 


PART # 


DESCRIPTION 


1 


540-3572 


16-Slot E6500 Chassis Assembly 


1 


540-4165 


16-Slot E6501 Chassis Assembly 


2 


340-3473 


Lower Left Chassis Mounting Bracket 


2 


340-3474 


Lower Right Chassis Mounting Bracket 


3 


300-1301 


184 Watt Peripheral Power Supply 


4 


370-1812 


AC Input and Fan Assembly/FRU 


5 


340-3169 


Upper Chassis Mounting Bracket 


6 


501-5010 


16-Slot Backplane 


7 


300-1260 


300 Watt Power/Cooling Module 


7 


300-1444 


300 Watt Power/Cooling Module 


8 


540-2593 


Power/Cooling Module Filler Panel 


9 


370-2073 


Keyswitch Adapter Assembly/FRU 


10 


530-2214 


• Keyswitch Adapter Cable 


11 


540-2713 


SCSI Adapter Tray Assembly/FRU 


12 


501-2600 


• SCSI Adapter 


13 


530-2218 


• DC Wire Harness 


14 


530-2217 


• Internal SCSI Cable, 26 cm 


NS 


262-4121 


E6500 Nameplate 


NS 


330-2014 


Power Key 


NS 


530-2213 


AC Input Power Cable, IEC320 C19-C20 \ 


NS 


530-2224 


SCSI Adapter Tray to SCSI Tray SCSI Cable, 1 .0M 


NS 


530-2325 


AC Input and Fan Assembly to AC Sequencer Cable 


NS 


530-2587 


Keyswitch Adptrto Keyswitch to SCSI Tray Fan Cable 


NS 


530-2645 


AC Sequencer to Fan Tray Sense Cable 


NS 


530-2655 


SCSI Adapter Tray to SCSI Tray Power Cable 


NS 


501-3142 


Load Board (required in all unused slots) 




805-2632 


Enterprise 4500/5500/6500 Reference Manual 



Volume II 



4u SERVER-39 



PARTS BREAKDOWN 



9/18/00 



Data Center Cabinet 

E5500 E5501 E6500 E6501 




4u SERVER-40 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Data Center Cabinet 

E5500 E5501 E6500 E6501 



CODE 


PART # 


DESCRIPTION 


1 


540-3571 


68-inch Data Center Cabinet Assembly 


NS 


340-4628 


SCSI Tray Support Bracket 


2 


300-1403 


Universal AC Power Sequencer 


3 


540-2709 


Fan Tray Assembly 


4 


340-3267 


Fan Tray Rear Cover 


5 


340-3352 


Medium Grey Top Panel 


6 


340-3671 


Medium Grey Side Panel 


7 


540-2746 


Top Bezel Assembly 




330-1973 


• Clear Plastic Label Cover 


■ 


330-1983 


• Blank Filler Panel Insert 


NS 


330-1982 


Filler Panel Insert with 4 Tape Drive Cutouts 


NS 


330-2379 


Filler Panel Insert with 2 Tape Drive Cutouts 


7 


540-4087 


Top Bezel Assembly (replaced 540-2746) 




p" a r\ A mi S"\ /""V 

540-4162 


• Bezel Insert with Left/Right Doors 


8 


540-3554 


Door with 4 Vented Panels 


8 


540-4163 


Door with 4 Vented Panels (replaced 540-3554) 


9 


340-3355 


Medium Grey Anti-Tilt Panel 


10 


370-2161 


Keyswitch and LED Assembly 


11 


530-2148 


• PCB to Remote Keyswitch Cable 


12 


530-2227 


• Keyswitch Cable 


13 


501-5329 


• LED Board (replaced 501-2599) 


14 


540-3577 


Peripheral Tray Assembly with Fan 


14 


340-4657 


• Peripheral Tray 


15 


530-2528 


• Internal SCSI Cable, 990 mm 


16 


530-2216 


• DC Wire Harness 


17 


340-3264 


• Mounting Bracket 


MO 

No 


o/U-oo^l 


• 9^ mm ran 


18 


340-3341 


Filler Panel Bracket 


19 


330-1939 


Filler Panel 


20 


340-3270 


Peripheral Mounting Bracket 


NS 


330-2014 


Power Key 


NS 


340-5205 


Front Power Sequencer Mounting Bracket 


NS 


340-4624 


Hinged Rear Panel, Medium Grey 




805-2632 


Enterprise 4500/5500/6500 Reference Manual 



Volume II 



4u SERVER-41 



PARTS BREAKDOWN 



9/18/00 



Internal Peripherals 

E3x00 E4x00 E5x00 E6x00 



PART# 


DESCRIPTION 




Enterprise 3000 


370-2203 


4X CD-ROM, Medium Grey \ 


370-2817 


12X CD-ROM, Medium Grey 


370-3416 


32X CD-ROM, Medium Grey 


370-2177 


4-8GB 4 mm DDS-2 Tape Drive, Medium Grey ; 


370-2376 


12-24GB 4 mm DDS-3 Tape Drive, Medium Grey 


370-2202 


2.5GB 1/4 QIC Tape Drive, Medium Grey 


370-2200 


7-1 4GB 8 mm Tape Drive, Medium Grey 


370-2882 


7-1 4GB 8 mm Tape Drive, Medium Grey 


370-2184 


20-40GB 8 mm Tape Drive, Medium Grey \ 


CAf\ OftOC 

54U-^9ob 


^.Ivjid 7^00 HrM bUol DISK Drive ASSemDly/rHU 


540-2938 


4.2GB 7200 RPM SCSI Disk Drive Assembly/FRU 


540-2951 


9.1GB 7200 RPM SCSI Disk Drive Assembly/FRU 


540-3704 


9.1GB 7200 RPM SCSI Disk Drive Assembly/FRU 


540-371 9 


lb.^Ub /^UO KPM SCSI Disk Drive Assembly/FRU 


r- a r\ A -A —j— ? 

540-4177 


18.2GB 10000 RPM SCSI Disk Drive Assembly/FRU 




Enterprise 3500 j 


370-3416 


32X CD-ROM, Medium Grey : 


390-0025 


10X DVD-ROM, Medium Grey 


370-2177 


4-8GB 4 mm DDS-2 Tape Drive, Medium Grey 


Of \)-c.Ol 0 


i^i-^4vaD 4 mm uuo-o iape unve, ivieuium varey 


390-0028 


20-40GB 4 mm DDS-4 Tape Drive, Medium Grey 


370-2882 


7-1 4GB 8 mm Tape Drive, Medium Grey 


370-2184 


20-40GB 8 mm Tape Drive, Medium Grey 


540-3852 


9.1GB 7200 RPM FC-AL Disk Drive Assembly/FRU 


540-3869 


9.1GB 10000 RPM FC-AL Disk Drive Assembly/FRU 


540-3923 


18.2GB 7200 RPM FC-AL Disk Drive Assembly/FRU 


540-4191 


18.2GB 10000 RPM FC-AL Disk Drive Assembly/FRU 
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Internal Peripherals - Continued 

E3x00 E4x00 E5x00 E6x00 



PART # 


DESCRIPTION 




Enterprise 4000 


370-2203 


4X CD-ROM, Medium Grey 


370-2817 


12X CD-ROM, Medium Grey 


370-3416 


32X CD-ROM, Medium Grey 


370-2177 


4-8GB 4 mm DDS-2 Tape Drive, Medium Grey 


370-2376 


12-24GB 4 mm DDS-3 Tape Drive, Medium Grey 


370-2202 


2.5GB 1/4" QIC Tape Drive, Medium Grey 


370-2200 


7-1 4GB 8 mm Tape Drive, Medium Grey 


370-2882 


7-1 4GB 8 mm Tape Drive, Medium Grey 


370-2184 


20-40GB 8 mm Tape Drive, Medium Grey 




Enterprise 4500 


370-3416 


32X CD-ROM, Medium Grey 


390-0025 


10X DVD-ROM, Medium Grey 


370-2177 


4-8GB 4 mm DDS-2 Tape Drive, Medium Grey 


370-2376 


12-24GB 4 mm DDS-3 Tape Drive, Medium Grey 


390-0028 


20-40GB 4 mm DDS-4 Tape Drive, Medium Grey 


370-2882 


7-1 4GB 8 mm Tape Drive, Medium Grey 


370-2184 


20-40GB 8 mm Tape Drive, Medium Grey 
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Internal Peripherals - Continued 

E3x00 E4x00 E5x00 E6x00 



PART # 


DESCRIPTION 




Enterprise 5000 and 6000 


370-2203 


4X CD-ROM, Medium Grey 


370-2817 


12X CD-ROM, Medium Grey 


370-3416 


32X CD-ROM, Medium Grey 


370-2177 


4-8GB 4 mm DDS-2 Tape Drive, Medium Grey 


370-2376 


12-24GB 4 mm DDS-3 Tape Drive, Medium Grey 


370-2202 


2.5GB 1/4" QIC Tape Drive, Medium Grey 


370-2200 


7-1 4GB 8 mm Tape Drive, Medium Grey 


370-2184 


20-40GB 8 mm Tape Drive, Medium Grey 




enterprise oouu ana oouu 


370-3416 


32X CD-ROM, Medium Grey 


390-0025 


10X DVD-ROM, Medium Grey 


370-2177 


4-8GB 4 mm DDS-2 Tape Drive, Medium Grey 


370-2376 


12-24GB 4 mm DDS-3 Tape Drive, Medium Grey 


390-0028 


20-40GB 4 mm DDS-4 Tape Drive, Medium Grey 


370-2200 


7-1 4GB 8 mm Tape Drive, Medium Grey 


370-2184 


20-40GB 8 mm Tape Drive, Medium Grey 
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Ultra Enterprise 10000 Enterprise 10000 

E10000 
Data Center Cabinet 
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PARTS BREAKDOWN 



Ultra Enterprise 1 0000 Enterprise 1 0000 

E10000 
Data Center Cabinet 



CODE 


PART# 


DESCRIPTION 


1 


540-3059 


Processor Cabinet 


2 


340-4526 


Flat Side Panel, Option 9693 ! 


3 


540-3066 


Circuit Breaker (x1 1 on each side) 


4 


350-1153 


Curved Side Panel 


5 


501-4365 


Fan Tray Centerplane 


6 


501-4348 


Centerplane 


- 


370-2887 


Centerplane Handle Set 


7 


501-4345 


Control Board 


7 


540-3064 


Control Board Filler Panel 


8 


501-4346 


Centerplane Support Board 


9 


501-4347 


System Board 


9 


540-3063 


System Board Filler Panel 


10 


540-3543 


Left Front/Rear Door 


11 


540-3542 


Right Front/Rear Door 


- 


340-4537 


• Front/Rear Door Foam Air Filter 


12 


540-3065 


Fan Tray 


12 


540-3409 


Fan Tray, Option 9671 


12 


540-3075 


Fan Tray Filler Panel 


13 


540-3062 


AC Input Module (obsolete) 


13 


540-3441 


AC Input Module 


13 


540-4508 


AC Input Module 


14 


300-1336 


48V Power Supply 


15 


540-3060 


Rear AC/DC Power Shelf (SYS 0-7, FAN 0-1) 


15 


540-3069 


Front AC/DC Power Shelf (SYS 8-15, FAN 2-3) 


NS 


300-1290 


Universal AC Power Sequencer 


NS 


300-1403 


Universal AC Power Sequencer 


NS 


370-2845 


Card Cage Air Filter 


NS 


370-2887 


Centerplane Removal Handle Set 


NS 


540-3067 


Remote Power Control Module (obsolete) 


NS 


540-3068 


Remote Power Control Module Shelf 


NS 


540-3426 


Remote Power Control Module 


NS 


555-1897 


Cardcage Air Filter Kit with 8x 370-2845 
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Ultra Enterprise 10000 Enterprise 10000 

E10000 

Data Center Cabinet - Continued 



PART# 


DESCRIPTION 


340-4526 


Flat Side Panel 


340-4538 


Flat Side Panel without Logo 


350-1153 


Curved Side Panel 


350-1184 


Curved Side Panel without Logo 


530-2265 


AC Power Cord, Harting Han 6HsB to NEMA L6-30P 


530-2266 


AC Power Cord, Harting Han 6HsB to IEC309 


530-2567 


AC Power Cord, Harting Han 6HsB to NEMA L6-30P 


530-2568 


AC Power Cord, Harting Han 6HsB to IEC309 


530-2379 


AC Y Power Cord, NEMA L6-30P, 20' 


530-2503 


AC Y Power Cord, NEMA L6-30P, 14.75' 


530-2380 


AC Y Power Cord, IEC309 


530-2391 


48Vdc Front Power Shelf to Rear Power Shelf Cable, .3M 


530-2392 


48Vdc Cardcage to Power Shelf Cable, 610 mm 


530-2393 


48Vdc Cardcage to Power Shelf Cable, 1270 mm 


530-2394 


Cardcage Sense Cable, 1 .3M 


530-2395 


Cardcage Sense Cable, .9M 


530-2396 


Centerplane and Upper Fan Power Cable 


530-2397 


Fan Signal Ribbon Cable 


530-2398 


Fan Sense Ribbon Cable 


530-2399 


Lower Fan Power Cable 


530-2400 


Control Board to Remote Power Control Cable, 3M 


530-2401 


Control Board to Remote Power Control Cable, 1 .5M 


530-2402 


AC Sequencer to Remote Power Control Cable, .5M 


530-2403 


AC Sequencer to Remote Power Control Cable, 6M 


530-2475 


Internal Power Shelf Circuit Breaker Cable 


530-2476 


Internal Power Shelf Cable, 305 mm 


530-2477 


Internal Power Shelf Cable, 660 mm 


530-2802 


Dual Power Option 48Vdc Cable 


530-2880 


Dual Power Option Status Module I/O Cable 


540-4387 


Dual Power Option Status Module 


595-5120 


UniPack Mounting Tray, Option X9645A 


805-2917 


Enterprise 10000 System Service Manual 



4u SERVER-48 



Field Engineer Handbook 



PARTS BREAKDOWN 
TELCO 



9/18/00 



PARTS BREAKDOWN 



Telco 



ft-SPARC 2 

Netraft1800 18 

NetratHOO 22 

Netrat1120 23 

Netrat1125 26 

Netra 1 1 400 30 

Netrat1405 30 

Netra t1 Model 100 34 

Netra t1 Model 105 35 

Netra ct 400 38 

Netra ct 800 40 

Netra ct 1600 43 

Netra st A1 000 44 

Netra st D1000 46 

Netra st D130 48 
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ft-SPARC 



Model 1500 



OPTION 


MEMORY 


PROCESSOR 


5800 


32MB 


Model loUU Wltn IX 4UMHZ bUperbrAHU 


5801 


O A K /ID 

64MB 


MOdel lOUU Wltn IX 4UMHZ bUperbrAHU 


5802 


■4 OOk /ID 

128MB 


iv/i^n^J^I H COO initU Ax, a r\h n\ I— Oii«ni'ODADr > 

Model 1500 witn ix 4UMnz buperbrAHu 


5803 


o r /"> iv /id 

256MB 


Ik H COO ixi+Uk Hw /IOh/ILJ-9 Ci mrtrCDA DO 

Model 1500 witn ix 40MHz buperbrAHu 


coo a 

5804 


r- ^ OH /ID 

512MB 


Model 1500 Wltn IX 40MHZ bUperbrAHU 


5810 


32MB 


IV/l/^/^l^l A COO lAf'itk Ov /IO.MU-7 CunorCDADP 

MOdel loOO Wltn 2X 4UMMZ bUperbrAHU 


CO A A 

581 1 


n Ah /ID 

64MB 


Model 1 500 Wltn 2X 40MHZ bUperbrAHU j 


IT O A O 

5812 


non /ID 

128MB 


Model 1500 witn 2x 40MHz buperbrAHu j 


5813 


256MB 


Model 1 500 Wltn £X 40MHZ bUperbrAHU 


5814 


CH Oh /ID 

512MB 


KAr\r4r\l H COO Ow AC\KAU-7 Cnr-iorCDADP 

Model looo witn *zx 40Mnz buperbrAHu 


coon 

5820 


OOh/ID 

o^Md 


KAr\r4r\\ i COO lAfith A\s /I HIV /IN -7 Ci inorQDA DO 

MOuei lOUU Wim 4X 4UMnZ oUperorAnU 


5821 


£> /I IV /ID 

64MB 


ft * _ _| _ 1 a COO lAfi+ki A\i y10^/ILJ•7 CnnoKCDADP 

Model looo witn 4x 40Mriz buperbrAHu 


5822 


■4 OOK /ID 

128MB 


Model looo witn 4x 40Mnz buperbrAHu 


5823 


neon /id 

256MB 


Model looo witn 4x 40Mriz buperbrAHu 


5824 


C -i On nD 


MOdel loOO Wltn 4X 4UMMZ bUperbrAHU 


5830 


OOH /ID 

32MB 


K «a*4«I A COO taii+l-k H w QOK JILJ-» Ci mnrCDA DO 

Model looo witn ix oOMHz buperbrAHu 


5831 


64MB 


Model 1500 with 1x 80MHz buperbrAHu 


5832 


128MB 


Model 1500 witn ix oOMHz buperbrAHu 


5833 


256MB 


Model 1500 with 1x oOMHz buperbrAHu 


5834 


cm on Jin 

512MB 


ft >■ _ _j _ i a cf\r\ i • f h v onMU-7 Ci irNrt^ODA do 

Model 1500 witn ix oOMHz buperbrAHu 


5840 


32MB 


Model 1500 witn 2x oOMHz buperbrAHu 


5841 


64MB 


i i_ J. I 4 COO , . , .' 4. U. Ow OAR 4 1 1 —i Ci ir\Ai>CDA DO 

Model 1500 with 2x 80MHz buperbrAHu 


0O4*c 


1 Oft MR 
I aCOIVID 


Morlol 1^00 with Py ftf)MH7 SunprSPARH 

IVIUUcI 1 sJUU Willi <-A OviviriaC ou|JCiornn\j 


5843 


256MB 


Model 1 500 with 2x 80MHz SuperSPARC 


5844 


512MB 


Model 1500 with 2x 80MHz SuperSPARC 


5850 


32MB 


Model 1500 with 4x 80MHz SuperSPARC 


5851 


64MB 


Model 1500 with 4x 80MHz SuperSPARC 


5852 


128MB 


Model 1500 with 4x 80MHz SuperSPARC 


5853 


256MB 


Model 1500 with 4x 80MHz SuperSPARC 


5854 


512MB 


Model 1500 with 4x 80MHz SuperSPARC 
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ft-SPARC 



Model 1600 



OPTION 


MEMORY 


PROCESSOR 


ao aa 

6800 


OOK/ID 
O^Mb 


Model 


1600 with 1x 40MHz SuperSPARC 


6801 


D4MD 


Model 


1600 with 1x 40MHz SuperSPARC 


AO AO 

6802 


1 ^oMd 


Model 


1600 with 1x 40MHz SuperSPARC 


6803 


oca* /id 


Model 


1600 with 1x 40MHz SuperSPARC 


AO A yl 

6804 


51^Md 


Model 


1600 with 1x 40MHz SuperSPARC 


AO H A 

6810 


o^Mb 


Model 


1600 with 2x 40MHz SuperSPARC 


AO-< H 

681 1 


(2 At AD 

b4Mb 


Model 


1600 with 2x 40MHz SuperSPARC 


AO-l A 

6812 




Model 


1600 with 2x 40MHz SuperSPARC 


AO-4 O 

6813 


256Mb 


Model 


1600 with 2x 40MHz SuperSPARC 


6814 


r- a OK /ID 

512Mb 


Model 


1600 with 2x 40MHz SuperSPARC 


6820 


OAK /ID 

32MB 


Model 


1600 with 4x 40MHz SuperSPARC 


6821 


A Jl K /ID 

64MB 


Model 


1600 with 4x 40MHz SuperSPARC 


6822 


128MB 


Model 


1600 with 4x 40MHz SuperSPARC 


6823 


256MB 


Model 


1600 with 4x 40MHz SuperSPARC 


6824 


512MB 


Model 


1600 with 4x 40MHz SuperSPARC 


6830 


32MB 


Model 


1600 with 1x 80MHz SuperSPARC 


6831 


64MB 


Model 


1600 with 1x 80MHz SuperSPARC 


6832 


128MB 


Model 


1600 with 1x 80MHz SuperSPARC 


6833 


256MB 


Model 


1600 with 1x 80MHz SuperSPARC 


6834 


I— j o » a r-> 

512MB 


Model 


1600 with 1x 80MHz SuperSPARC 


6840 


32MB 


Model 


1600 with 2x 80MHz SuperSPARC 


6841 


64MB 


Model 


H AAA ...i+U Ox/ OnMU-7 OiirtflrCDADP ' 

1600 With oUMHZ oUperorAnU 




1 C-CJI VI l_) 


Model 


1600 with 2x 80MHz SuperSPARC 


6843 


256MB 


Model 


1600 with 2x 80MHz SuperSPARC 


6844 


512MB 


Model 


1600 with 2x 80MHz SuperSPARC 


6850 


32MB 


Model 


1600 with 4x 80MHz SuperSPARC 


6851 


64MB 


Model 


1600 with 4x 80MHz SuperSPARC 


6852 


128MB 


Model 


1600 with 4x 80MHz SuperSPARC 


6853 


256MB 


Model 


1600 with 4x 80MHz SuperSPARC 


6854 


512MB 


Model 


1600 with 4x 80MHz SuperSPARC 
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Front View 




TELCO-4 



Field Engineer Handbook 



9/18/00 PARTS BREAKDOWN 

ft-SPARC 



Models 1500 and 1600 



CODE 


PART# 


IMP# 


DESCRIPTION 


1 


f370-2445 


0001A 


CHASSIS-D 1 




f370-2446 


0004B 


CHASSIS-U (1500 chassis) 


1 


f370-2447 


0005B 


CHASSIS-DRIVE 


1 


f370-2530 


0089A 


CHASSIS-COMMS 


1 


f370-2552 


0125A 


CHASSIS-D 1 




f370-2553 


0125B 


CHASSIS-D 1 


1 


f370-3288 


0125C 


CHASSIS-D 1 


1 


f370-2557 


0142A 


CHASSIS-DT 2 




f370-2558 


0143A 


CHASSIS-D 1 


1 


f370-2559 


0144B 


CHASSIS-DT 2 


\ 1 


f370-3289 


0144C 


CHASSIS-DT 2 


1 


f370-2627 


021 9A 


CHASSIS-U-1 1 0 (1 1 0V 1 500 chassis) 


1 


f370-2628 


0220A 


CHASSIS-U-220 (220V 1 500 chassis) 


1 


f 370-2631 


0224A 


CHASSIS-F 3 


1 


f370-2644 


0236A 


CHASSIS-DRIVE 


1 


f370-2649 


0241 A 


CHASSIS-600-48NB (1600 chassis) 


2 


f370-2487 


0041 A 


CONTROL-D (DSC chassis) 


2 


f370-2488 


0042A 


CONTROL-U (1500 chassis) 


2 


f370-2547 


0117A 


CONTROL-U (1500 chassis) 


3 


f370-2486 


0040C 


FANS 


4 


- 


- 


IOSET Slots SO and S8 


5 


f370-2483 


0037A 


POWER-AC 


5 


f370-2484 


0038B 


POWER-48 


5 


f370-2485 


0039A 


POWER-48NB 


6 


f370-2584 


0173B 


CDROM 


6 


f370-2585 


0173C 


CDROM, 


7 


f370-2470 


0028B 


TAPE-DAT-8 


7 


f370-2471 


0028C 


TAPE-DAT-8 


7 


f370-3687 


0028D 


TAPE-DAT-8 


8 






FTIO Bus B0 Slots SO - S6 


9 






CPUSET Slots CO and C1 


10 






FTIO Bus SlotsS8-S14 



1 A 24-inch wide chassis designed for Digital Switch Corporation (DSC). 

2 DSC chassis that does not support the drive chassis. 

3 Reduced depth chassis designed to fit the Fujitsu FETEX-150 rack. 
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oavds-u 



00/8 1/6 



NMoawaua sidvd 
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ft-SPARC 



Models 1500 and 1600 



CODE 


PART# 


IMP# 


DESCRIPTION 


1 


- 


- 


I/O Connectors 


2 


f370-2489 


0043A 


CONSOLE-D (DSC chassis) 


2 


f370-2490 


0044A 


CONSOLE-U (1500 chassis) 


2 


f370-2634 


0227A 


CONSOLE-U (1500 chassis) 


3 


- 


- 


AC Configured Chassis 


4 


- 


- 


-48VDC Configured Chassis 


5 


f370-2494 


0048A 


VICPLINE 


5 


f370-2595 


0185A 


VICP-8-LINE 


5 


f370-2629 


0222A 


VICP-8-LINE-FT 


5 


f370-2710 


0308A 


VICP-8-LINE-NC 


5 


f370-271 1 


0309A 


VICP-8-LINE-FT-NC 


6 


f370-2495 


0049A 


VICPDRIVER 


7 


f370-2521 


0081 A 


BACKPLANE-COM1 6 (Model 1500 only) 


8 


f370-2522 


0082A 


BACKPLANE-COM32 (Model 1500 only) 
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Models 1500 and 1600 CPU 



PART# 


IMP # 


DESCRIPTION 


f370-2456 


001 3C 


CPUSET-SPARC-1 -32-40 


f370-2457 


001 4D 


CPUSET-SPARC-1 -64-40 


f370-2458 


001 5C 


CPUSET-SPARC-1 -1 28-40 


f370-2459 


001 6C 


CPUSET-SPARC-1 -256-40 


f370-2460 


001 7C 


CPUSET-SPARC-1 -51 2-40 


f370-2461 


001 9C 


CPUSET-SPARC-1 -32-40-LA 


f370-2462 


0020A 


CPUSET-SPARC-1 -64-40-LA 


f370-2463 


0021 B 


CPUSET-SPARC-1 -1 28-40-LA 


f370-2464 


0022C 


CPUSET-SPARC-1 -256-40-LA 


f370-2465 


0023C 


CPUSET-SPARC-1 -51 2-40-LA 


f370-2501 


0055B 


PACK-CPUSET 


f370-2531 


0091 C 


CPUSET-SPARC-2-32-40 


f370-2532 


0092C 


CPUSET-SPARC-2-64-40 


f370-2533 


0093D 


CPUSET-SPARC-2-1 28-40 


f370-2534 


0094C 


CPUSET-SPARC-2-256-40 


f370-2535 


0094D 


CPUSET-SPARC-2-256-40 


f370-2536 


0095C 


CPUSET-SPARC-2-51 2-40 


f370-2537 


0097C 


CPUSET-SPARC-2-32-40-LA 


f370-2538 


0098C 


CPUSET-SPARC-2-64-40-LA 


f370-2539 


0099C 


CPUSET-SPARC-2-1 28-40-LA 


f370-2540 


0100C 


CPUSET-SPARC-2-256-40-LA 


f370-2541 


0101C 


CPUSET-SPARC-2-51 2-40-LA 


f370-2542 


0103C 


CPUSET-SPARC-4-32-40 


f370-2543 


0104C 


CPUSET-SPARC-4-64-40 


f370-2544 


0105C 


CPUSET-SPARC-4-1 28-40 


f370-2545 


0106C 


CPUSET-SPARC-4-256-40 


f370-2546 


0107C 


CPUSET-SPARC-4-51 2-40 


f370-2550 


0120C 


CPUSET-SPARC-1 -64-40-LA 


f370-2551 


0121C 


CPUSET-SPARC-1 -1 28-40-LA 


f370-2570 


0157A 


FU-CPUSET-PROM 


f370-2596 


0186B 


CPUSET-SPARC-1 -32-80 


f370-2597 


0187B 


CPUSET-SPARC-1 -64-80 


f370-2598 


0188B 


CPUSET-SPARC-1 -1 28-80 
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Models 1500 and 1600 CPU - Continued 



PART# 


IMP# 


DESCRIPTION 


f370-2599 


0189B 


CPUSET-SPARC-1 -256-80 


f370-2600 


0190B 


CPUSET-SPARC-1 -51 2-80 


f370-2601 


0191B 


CPUSET-SPARC-1 -32-80-LA 


f370-2602 


0192B 


CPUSET-SPARC-1 -64-80-LA 


f370-2603 


0193B 


CPUSET-SPARC-1 -1 28-80-LA * 


f370-2604 


0194B 


CPUSET-SPARC-1 -256-80-LA 


f370-2605 


0195B 


CPUSET-SPARC-1 -51 2-80-LA i 


f370-2606 


0196B 


CPUSET-SPARC-2-32-80 


f370-2607 


0197B 


CPUSET-SPARC-2-64-80 


f370-2608 


0198B 


CPUSET-SPARC-2-1 28-80 


f370-2609 


0199B 


CPUSET-SPARC-2-256-80 


f370-2610 


0200B 


CPUSET-SPARC-2-51 2-80 


f370-261 1 


0201 B 


CPUSET-SPARC-2-32-80-LA 


f370-2612 


0202B 


CPUSET-SPARC-2-64-80-LA 


f370-2613 


0203B 


CPUSET-SPARC-2-1 28-80-LA 


f370-2614 


0204B 


CPUSET-SPARC-2-256-80-LA 


f370-2615 


0205B 


CPUSET-SPARC-2-51 2-80-LA 


f370-2616 


0206B 


CPUSET-SPARC-4-32-80 i 


f370-2617 


0207B 


CPUSET-SPARC-4-64-80 


f370-2618 


0208B 


CPUSET-SPARC-4-1 28-80 


f370-2619 


0209B 


CPUSET-SPARC-4-256-8 


f370-2620 


021 0B 


CPUSET-SPARC-4-51 2-8 


f370-2639 


0233A 


FRU-CPUSET-PROM 


f370-2655 


0248B 


CPUSET-SPARC-1 -32-40 ! 


f370-2656 


0249B 


CPUSET-SPARC-1 -32-40-LA 


fQ7fl 

To/U-^lDO/ 


U^OUD 


PPI IQFT-^PARr.-1-fi4.-40 
OrUOC rornnO I D*r 


f370-2658 


0251 B 


CPUSET-SPARC-1 -64-40-LA 


f370-2659 


0252B 


CPUSET-SPARC-1 -1 28-40 


f370-2660 


0253B 


CPUSET-SPARC-1 -1 28-40-LA 


f370-2661 


0254B 


CPUSET-SPARC-1 -256-40 


f370-2662 


0255B 


CPUSET-SPARC-1 -256-40-LA 


f370-2663 


0256B 


CPUSET-SPARC-1 -51 2-40 


f370-2664 


0257B 


CPUSET-SPARC-1 -51 2-40-LA 
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PARTS BREAKDOW 9/18/00 

ft-SPARC 



Models 1500 and 1600 CPU - Continued 



PART # 


IMP# 


DESCRIPTION 


f370-2665 


0258B 


CPUSET-SPARC-2-32-40 


f370-2666 


0258C 


CPUSET-SPARC-2-32-40 


f370-2667 


0259B 


CPUSET-SPARC-2-32-40-LA 


f370-2668 


0259C 


CPUSET-SPARC-2-32-40-LA 


f370-2669 


0260B 


CPUSET-SPARC-2-64-40 


f370-2670 


0260C 


CPUSET-SPARC-2-64-40 


f370-2671 


0261 B 


CPUSET-SPARC-2-64-40-LA 


f370-2672 


0261 C 


CPUSET-SPARC-2-64-40-LA 


f370-2673 


0262B 


CPUSET-SPARC-2-1 28-40 


f370-2674 


0262C 


CPUSET-SPARC-2-1 28-40 


f370-2675 


0263B 


CPUSET-SPARC-2-1 28-40-LA 


f370-2676 


0263C 


CPUSET-SPARC-2-1 28-40-LA 


f370-2677 


0264B 


CPUSET-SPARC-2-256-40 


f370-2678 


0264C 


CPUSET-SPARC-2-256-40 


f370-2679 


0265B 


CPUSET-SPARC-2-256-40-LA 


f370-2680 


0266C 


CPUSET-SPARC-2-256-40-LA 


f370-2681 


0266B 


CPUSET-SPARC-2-51 2-40 


f370-2682 


0266C 


CPUSET-SPARC-2-51 2-40 


f370-2683 


0267B 


CPUSET-SPARC-2-51 2-40-LA 


f370-2684 


0267C 


CPUSET-SPARC-2-51 2-40-LA 


f370-2685 


0268B 


CPUSET-SPARC-4-32-40 


f370-2686 


0268C 


CPUSET-SPARC-4-32-40 


f370-2687 


0269B 


CPUSET-SPARC-4-64-40 


f370-2688 


0269C 


CPUSET-SPARC-4-64-40 


f370-2689 


0270C 


CPUSET-SPARC-4-1 28-40 


f370-2690 


0270C 


CPUSET-SPARC-4-1 28-40 


f370-2691 


0271 B 


CPUSET-SPARC-4-256-40 


f370-2692 


0271 C 


CPUSET-SPARC-4-256-40 


f370-2693 


0272B 


CPUSET-SPARC-4-51 2-40 


f370-2694 


0272C 


CPUSET-SPARC-4-51 2-40 
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ft-SPARC 



Models 1500 and 1600 CPU - Continued 



PART # 


IMP# 


DESCRIPTION | 


f370-2826 


001 4C 


CPUSET-SPARC-1 -64-40 


f370-2829 


01 86 A 


CPUSET-SPARC-1 -32-80 


f370-2833 


021 OA 


CPUSET-SPARC-4-51 2-80 


f370-2834 


0242A 


CPUSET-SPARC-2-1 28-40 


f370-2835 


0254A 


CPUSET-SPARC-1 -256-40 


f370-2836 


0260A 


CPUSET-SPARC-2-64-40 


f370-2837 


0270A 


CPUSET-SPARC-4-1 28-40 


f370-2962 


0196D 


CPUSET-SPARC-2-32-80 


f370-2964 


0197D 


CPUSET-SPARC-2-64-80 


f370-2966 


0198D 


CPUSET-SPARC-2-1 28-80 


f370-2967 


0199D 


CPUSET-SPARC-2-256-80 


f370-2969 


0200D 


CPUSET-SPARC-2-51 2-80 


f370-2971 


0206D 


CPUSET-SPARC-4-32-80 


f370-2973 


0207D 


CPUSET-SPARC-4-64-80 


f370-2975 


0208D 


CPUSET-SPARC-4-1 28-80 


f370-2977 


0209D 


CPUSET-SPARC-4-256-80 


f370-3096 


0186C 


CPUSET-SPARC-1 -32-80 


f370-3097 


0187C 


CPUSET-SPARC-1 -64-80 


T370-3098 


r\-i oop 

UiooO 


pni ICCTCDADP A 1 OQ QO 


f370-3099 


0189C 


CPUSET-SPARC-1 -256-80 


f370-3100 


0190C 


CPUSET-SPARC-1 -51 2-80 


f370-3407 


0186D 


CPUSET-SPARC-1 -32-80 


f370-3408 


0187D 


CPUSET-SPARC-1 -64-80 


f370-3409 


0188D 


CPUSET-SPARC-1 -128-80 


f370-3410 


0189D 


CPUSET-SPARC-1 -256-80 


1370-3411 


0190D 


CPUSET-SPARC-1 -51 2-80 
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9/18/00 



ft-SPARC 



Models 1500 and 1600 IOSET 



PART* 



IMP# 



DESCRIPTION 



f370-2466 
f370-2467 
f370-2468 
f370-2469 
f370-2473 
f370-2474 
f370-2475 
f370-2476 
f370-2500 
f370-2506 
f370-2652 
f370-2653 
f370-2653 
f370-2994 
f370-2996 
f370-3131 
f370-3136 
f370-3137 
f370-3139 
f370-3561 
f370-3562 
f370-3563 
f370-3566 
f370-3574 



0024B 
0024C 
0025B 
0025C 
0031J 
0031 K 
0032J 
0032K 
0054B 
0059B 
0245C 
0246A 
031 7A 
0031 F 
0032F 
0320A 
0031 L 
0032L 
031 7A 
0031 M 
0032M 
0025E 
0031 N 
0032N 



DISK-1000 

DISK-1000 

DISK-2000 

DISK-2000 

IOSET-1000 

IOSET-1000 

IOSET-2000 

IOSET-2000 

PACK-IO-1 

PACK-IO-2 

IOSET-4000 

DISK-4000 

IOSET-8000 

IOSET-1000 

IOSET-2000 

DISK-8000 

IOSET-1000 

IOSET-2000 

IOSET-8000 

IOSET-1000 

IOSET-2000 

DISK-2000 

IOSET-1000 

IOSET-2000 
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ft-SPARC 



Models 1500 and 1600 Communication 



PART # 


IMP# 


DESCRIPTION 


f370-2472 


0030F 


SEC 


f370-2477 


0034D 


ELP 


f370-2478 


0034E 


ELP 


f370-2479 


0035B 


VICP-16 


f370-2480 


0035C 


VICP-16 


f370-2481 


0036B 


VICP-32 


f370-2482 


0036C 


VICP-32 


f370-2494 


0048A 


VICPLINE 


f370-2495 


0049A 


VICPDRIVER 


f370-2507 


0060B 


PACK-LIN-DRV-4 


f370-2521 


0081 A 


BACKPLANE-COM1 6 


f370-2522 


0082A 


BACKPLANE-COM32 


f370-2563 


0149A 


CONTROLLER-HDLC 


f370-2565 


0151B 


PACK-LIN-DRV-1 


f370-2573 


0160C 


SS70D-2-V 


f370-2594 


0184A 


VICP-8 


f370-2595 


0185A 


VICP-8-LINE 


f370-2629 


0222A 


VICP-8-LINE-FT 


f370-2648 


0240A 


PACK-VICP8LINE 


f370-2698 


0278A 


T1 


f370-2699 


0279A 


SS7T-8-V 


f370-2710 


0308A 


VICP-8-LINE-NC 


f370-271 1 


0309A 


VICP-8-LINE-FT-NC 


f370-2827 


0030D 


SEC 


f370-2828 


0049B 


VICPDRIVER 


f370-3236 


0344A 


INSTALL-X25, REL5 
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ft-SPARC 



Models 1500 and 1600 Miscellaneous 



PART# 


IMP# 


DESCRIPTION | 


f370-2493 


0047B 


SCSI-TERM 


f370-2496 


0051 B 


BRIDGE-VME 


f370-2497 


0052B 


BRIDGE-VME2 


f370-2498 


0052C 


BRIDGE-VME2 


f370-2548 


0118A 


BLANK-LOW-DRIVE 


f370-2549 


0119A 


BLANK-UPP-DRIVE 


f370-2569 


01 56 A 


RACKMOUNT 


f370-2572 


0159C 


CCP i 


f370-2589 


0179A 


BLANK-CPUSET 


f370-2590 


01 80 A 


BLANK-DRIVE 


f370-2591 


0181A 


BLANK-POWER 


f370-2592 


0182A 


BLANK-IO-SLOT 


f370-2593 


0183A 


BLANK-WIDE-IO 


f370-2632 


0225A 


RACKMOUNT-23 


f370-2643 


0235A 


ACP 


f370-2695 


0275A 


RACKMOUNT-19 


f370-2696 


0276A 


RACKMOUNT-24 


f370-2697 


0277A 


RACKMOUNT-600 


f370-3243 


0346A 


CHASSIS-D STIFFINER KIT 


f370-3365 


0346B 


CHASSIS-D STIFFINER KIT 


f370-2983 


031 5A 


CHASSIS-D-SPLIT 


f370-2984 


0322A 


CHASSIS-D-SPLIT-BPA 


f370-2985 


0323A 


CHASSIS-D-SPLIT-BPB 


f370-2987 


0325A 


CHASSIS-D-CPR 


f370-2999 


0163A 


CHASSIS-S I 


f370-3113 


0221 B 


CHASSIS-U-48 


f370-2825 


0027A 


TAPE-QIC-525 


f370-3155 


0027B 


TAPE-QIC-2500 


f370-3551 


0027C 


TAPE-QIC-4000 


f560-2562 


None 


Auxiliary Grounding Kit 
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ft-SPARC 



Models 1500 and 1600 Cables 



PART# 


IMP # 


UbbUKIr I IUN 


(■n~7f\ ^A AO 

T370-2448 


UUUbA 


L/AbLt-OvJIM 1 rivJL-U (UOU UNdoblb; 


XO~7A O A A Cl 

T370-2449 


OUUbb 


GAbLb-OUN 1 nUL-U (UoU cnassiSj 


T370-2450 


UUUoA 


UAbLt-oL/ol-r 


x a —rr\ o A cr a 

T370-2451 


0009A 


aaqi r- r\DI\/C 

LrAbLb-UKI Vb 


T370-2452 


AAAAn 

0009B 


PADI C P\DI\/C 

GAbLb-UHIVb 


T370-2453 


r\r\A a n 

001 0B 


aaqi c CMCTC 

UAbLb-bNb l-r 


f O ""7 A A /I C A 

T370-2454 


AAH -4 /A 

001 1C 


PADI C CMCT 

UAbLb-bNb 1 


T370-2455 


001 2B 


PADI r~ \/IPD 1 1 

UAbLb-VIOr-U 


XO-7A r\ A r\ A 

f 370-2491 


rvrv yi r a 

0045A 


rWRLrURU-1 1U 


r A —7 A A A A A 

f370-2492 


0046A 


PWRCORD-^0 


T370-2523 


AAAA A 

0083A 


padi co nn\/PDMn 
Lf A b L b o- U H V \j H N U 


r a —7f\ nro /( 

T370-2524 


AAA A A 

0084A 


padi co ^ilAlM^'DM^ 
GAbLbo-MAINvjiKNU 


r A A A f~ A |— 

f370-2525 


AAA A r> 

0084B 


CABLbo-MAINCaHNU 


f370-2526 


0085A 


CABLEb-BAI luHNU 


r A ■— » A AAA "7 

T370-2527 


AAAA A 

0086A 


UAbLbo-UUN 1 HUL-U (IOUU CnaSSIS; 


f370-2556 


01 29 A 


CABLE-SCSI-ENET 


f370-2560 


01 46 A 


/A A [A 1 f~" O/AO 1 oc/"* 

CABLE-SCSI-oEU 


f370-2561 


01 47 A 


/a a r~) 1 i— rMCT OCO 

CABLE-ENET-SEu 


f370-2562 


01 48 A 


PWRCORD-E 


rA -7 A nr"7-4 

T370-2571 


A A COD 

0158B 


OAbLb-VIUr-L 


xa^a Am 

T370-2577 


0165B 


PADI C V/OC 

OAbLb-voo 


r/^ a a r~ a ~7 

f370-2587 


0175C 


PADI C VOC O /1/IQ 

0AbLE-X^0-^-44y 


ia^a nrftn 

T370-2588 


A A 7A0 

0176C 


PADI C VOC /I yl/O 

UAbLb-X^0-4-44y 


fO"7n AA iA 

T370-2640 


AOO>1 A 


PADi c CC7H O \/ 
UAbLt-oo / U-d- V 


T370-2641 


U^o4b 


r'ADi c oc7n o \/ 


H70-2642 


0234C 


CABLE-SS7D-2-V 


f370-2645 


0237A 


CABLE-SCSI-F 


f370-2646 


0238A 


CABLE-SCSI-SEC 


f370-2647 


0239A 


CABLE-SCSI-ENET 


f370-2700 


0280A 


CABLE-SS7T-4-V 


f370-2706 


0288A 


CABLE-CONTROL-600 


f370-2712 


031 OA 


CABLE-SS7T-4-V-NC 


f370-2986 


0324A 


CABLE-IBP 
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ft-SPARC 



Models 1500 and 1600 Options 



OPTION 


PART# 


DESCRIPTION 


9561 


595-4189 


Model 1600 23" Rack Mount 


9562 


595-4190 


Model 1600 19" Rack Mount 


9563 


595-4191 


Model 1600 24" Rack Mount 


9564 


595-4192 


Model 1600 600 mm Rack Mount 


3820 


595-4193 


-48Vdc Operation 


4105 


595-4194 


Model 1 600 8 RS232 Ports 


4106 


595-4195 


Model 1600 8 Mirror RS232 Ports 


9560 


595-4196 


Model 1500 19 Rack Mount 


5701 


595-4197 


2GB Mirrored Disk 


5702 


595-4198 


2GB Mirrored Disk #2 


5703 


595-4199 


2GB Mirrored Disk #3 


6109 


595-4200 


525MB 1/4" QIC Tape Drive 


6060 


595-4201 


4 mm DAT Tape Drive 


6160 


595-4202 


CD-ROM 


3821 


595-4203 


110V US Operation 


3822 


595-4204 


240V UK Operation 


3823 


595-4205 


240V European Operation 


4101 


595-4206 


16 Port RS232 


4102 


595-4207 


32 Port RS232 ! 


4103 


595-4208 


FT 16 Port RS232 


4104 


595-4209 


FT od. Port Ko£0£ j 


4110 


595-4210 


Ethernet Link Processor 


4112 


595-421 1 


FT Ethernet Link Processor 


4113 


595-4212 


2 Port X.25 


4114 


595-4213 


4 Port X.25 


4115 


595-4214 


2 Port SS7 (DGM&S) 


3801 


595-4215 


SS7 CABLE (DGM&S) 


4116 


595-4216 


4 Port SS7 (Trillium) 



I 
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ft-SPARC 



Models 1500 and 1600 Packaging 



PART# 


IMP# 


DESCRIPTION 


f370-2499 


0053B 


PACK-CHASSIS-D 


f370-2502 


0056B 


PACK-POWER 


f370-2503 


0057B 


r-> a X"\ 1 X X^ X"N h. 1 T" l™> X"N 1 

PACK-CONTROL 


f370-2504 


0058B 


PACK-DRIVES 


f370-2505 


0058C 


PACK-DRIVES 


f370-2507 


0060B 


PACK-LIN-DRV-4 


f370-2517 


0078A 


PACK-CHASSIS-U 


f370-2518 


0079A 


PACK-CONSOL 


f370-2519 


0079B 


PACK-CONSOL 


f370-2554 


0126B 


PACK-CHASSIS-DRIVE 


f370-2555 


0127B 


PACK-POWER-48NB 


To/U-^obo 


U 1 01 D 


□Api/ i iki now -i 


f370-2566 


0152B 


PACK-FANS 


f370-2574 


0162A 


PACK-CCP 


f370-2582 


01 70 A 


PACK-PROC-2 


f370-2583 


0171A 


PACK-MEM 


f370-2633 


0226C 


PACK-CHASSIS-F 


f370-2648 


0240A 


PACK-VICP-8-LINE 


f370-2654 


0247A 


PACK-ACP 
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Note: (A) indicates Side A and (B) indicates Side B of the fault tolerant system. 
TELCO-18 Field Engineer Handbook 



9/18/00 PARTS BREAKDOWN 

Netraft 1800 



16-Slot PCI Logic Enclosure 



CODE 


PART# 


DESCRIPTION 


1 


f300-1408 


695W 48VDC Power Supply 


2 


f 540-40 16 


RMM Tray + CD-ROM + DAT Tape + Front Panel 


2 


T540-4017 


RMM Tray + CD-ROM + Front Panel 


2 


f540-4460 


Empty RMM Tray 


3 


f540-3885 


Disk Drive Chassis Tray 


4 


540-3957 


Disk Drive Blanking Module 


4 


f540-4004 


9GB 7200 RPM Disk Drive Assembly 


4 


f540-4077 


18GB 10000 RPM Disk Drive Assembly 


5 


f540-3926 


Console/Alarm/Fan (CAF) Module 


6 


540-3929 


PCI Blanking Module 


6 


f540-3980 


PCI Carrier with Dual Differential SCSI 


6 


f540-3981 


PCI Carrier with SunFast Ethernet 


6 


f540-3982 


PCI Carrier Assembly with HSI/P 


6 


f540-3983 


PCI Carrier with SAI/P 


6 


f540-3984 


PCI Carrier with ATM155/MFiber 


b 


tCAC\ OQQO 

io4u-oyy^ 


bmpty rui uarrier (uosoiete) 


6 


f540-4319 


Empty PCI Carrier 


6 


f540-4094 


PCI Carrier with QFE/P 


7 


f540-4007 


CPUSET-1 P-256MB-300MHZ 


7 


f540-4008 


CPUSET-2P-51 2MB-300MHZ 


7 


f540-4009 


CPUSET-4P-4GB-300MHZ 


7 


f540-4336 


CPUSET-1 P-1 GB-300MHZ 


7 


f540-4224 


CPUSET-4P-4GB-400MHZ 
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Netraft1800 



1 6-Slot PCI Logic Enclosure - Continued 



PART# 


DESCRIPTION 


240-1451 


M12 Hex Wrench (included for unpacking) 


240-1452 


#2 Phillips Screwdriver (included for unpacking) 


250-1398 


Large Air Filter for Filter Assembly 540-3527 (obsolete) 


250-1399 


Small Air Filter for Filter Assembly 540-3528 (obsolete) 


250-1395 


Power Supply Air Filter 


340-5536 


Motherboard Removal Tool (x3 included) 


1370-3842 


DC Input Connector and Filter Assembly 


f540-3485 


Netra ft 1800 Motherboard B 


f540-3509 


Netra ft 1800 Motherboard A 


f540-3650 


Power Inlet Assembly (early production) (not released) 


f540-4376 


Field Change Order A0157 EMI Kit 


f540-3497 


Power Supply and Disk Drive Ejector FRU 


f540-4300 


CAF Ejector FRU 


f 540-4301 


PCI Carrier Ejector FRU j 


f540-4353 


CPUset Ejector FRU 


595-5080 


19-inch Rack Mount Kit, Option 6938 (obsolete) 


595-5081 


23-inch Rack Mount Kit, Option 6939 (obsolete) 


595-5082 


24-inch Rack Mount Kit, Option 6940 


595-5083 


600 mm Rack Mount Kit, Option 6941 


595-5134 


Filter Kit 


340-5639 


• Power Supply Filter (x6) 


340-5661 


• Large Air Filter for Filter Assembly 540-3527 (x2) 


340-5662 


• Small Air Filter for Filter Assembly 540-3528 (x1 ) 


595-5417 


19-inch Rack Mount Kit, Option 6974 


595-5605 


23-inch Rack Mount Kit, Option 6976 


Not Supplied 


Thomas & Betts Two-Hole Lug 54202-UB 


Not Supplied 


Thomas & Betts TBM5-S Crimp Tool 


805-4529 


Netra ft 1800 User's Guide 
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Netrat 1100 



4-Slot PCI Logic Enclosure 



PART# 


DESCRIPTION 


262-2662 


Logo 


262-2663 


Nameplate 


300-1355 


350 Watt Power Supply 


501-xxxx 


0MB Ultra 30 System Board 


501-4669 


Alarm Module 


540-3349 


Chassis Assembly with 1 Removable Media Bay 


None 


• Chassis 


370-3273 


• PCI Filler Panel \ 


530-2514 


• Power Switch 


540-3350 


• Disk Drive Bay Assembly (1 .0" or 1 .6" height) 


530-2473 


• SCSI Cable and Backplane Assembly 


540-3490 


• Top Cover 


540-3491 


• Front Panel Assembly 


250-1392 


• Fan Filter 


530-2536 


• Ground Strap 


540-3514 


• 1 2V Fan Assembly 


540-3605 


• LED PCB/Cable Assembly 


501-4670 


• LED Module 


530-2490 


• LED Cable 


370-2816 


12x CD-ROM, 1.6" Height 


370-3415 


32x CD-ROM, 1.6" Height 


540-2938 


4.2GB 7200 RPM 1.6" Height Disk Drive Assembly 


540-2951 


9.1GB 7200 RPM 1.6" Height Disk Drive Assembly 


805-1893 


Netra t1100 Service Manual 
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Netrat 1120 



4-Slot PCI Logic Enclosure 



PART# 


DESCRIPTION 


262-2662 


Logo 


262-5314 


Nameplate 


501-xxxx 


0MB Ultra 60 System Board 


501-4669 


Alarm Module 


540-3809 


System Board Bracket 


540-3867 


DC Power Supply Assembly 


300-1355 


• 350 Watt DC Input Power Supply 1 


540-3848 


• Power Supply Bracket 


540-3801 


Chassis Assembly with 1 Removable Media Bay 


None 


• Chassis 


370-3273 


• PCI Filler Panel 


530-2514 


• Power Switch 


540-3802 


• Disk Drive Bay Assembly (1 .0" or 1 .6" height) 


530-2683 


• SCSI Cable and Backplane Assembly 


540-3810 


• Top Cover 


540-3491 


• Front Panel Assembly 


250-1392 


• Fan Filter 


530-2536 


• Ground Strap 


540-3514 


• 1 2V Fan Assembly 


540-3605 


* LED POB/Oablp A^pmhlv 


501-4670 


• LED Module 


530-2490 


• LED Cable 


370-2816 


12x CD-ROM, 1.6" Height 


370-3415 


32x CD-ROM, 1.6" Height 


540-2938 


4.2GB 7200 RPM 1 .6" Height Disk Drive Assembly 


540-2951 


9.1GB 7200 RPM 1.6" Height Disk Drive Assembly 


540-3719 


18.2GB 7200 RPM 1.6" Height Disk Drive Assembly 


805-4348 


Netra 1 1 120 Service Manual 


805-6804 


Netra 1 1 120/1 125 Service Manual 



1 Three banks of memory can be installed in the Ultra 60 System Board if the 
power supply is <300-1 355-03. Four banks of memory can be installed if 
the power supply is >300-1 355-04. 
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Netrat1120 



4-Slot PCI Logic Enclosure 



CODE 


PART # 


DESCRIPTION 


1 


540-3830 


Chassis Assembly with 2 Removable Media Bays 


- 


None 


• Chassis 


- 


370-3273 


• PCI Filler Panel 


- 


540-3831 


• Disk Drive Bay Assembly (1.0" or 1.6" height) 


- 


530-2684 


• SCSI Cable and Backplane Assembly 


- 


540-3810 


• Top Cover 


2 


540-3491 


• Front Panel Assembly 


- 


250-1392 


• Fan Filter 


- 


530-2536 


• Ground Strap 


3 


540-3855 


• Drive Cover 


4 


530-2514 


• Power Switch 


5 


540-3605 


• LED PCB/Cable Assembly 


- 


501-4670 


• LED Module 


- 


530-2490 


• LED Cable 


6 


540-3514 


• 1 2V Fan Assembly 


7 


540-3867 


DC Power Supply Assembly 


- 


300-1355 


• 350 Watt DC Input Power Supply, Mate-N-Lok 1 


- 


300-1405 


• 350 Watt DC Input Power Supply, Mate-N-Lok 


- 


300-1462 


• 350 Watt DC Input Power Supply, Wago 


- 


540-3848 


• Power Supply Bracket 


8 


370-2816 


12x CD-ROM, 1.6" Height 


8 


370-3415 


32x CD-ROM, 1.6" Height 


9 


370-2377 


12-24GB 4 mm DDS-3 Tape Drive 


10 


540-3704 


9.1GB 7200 RPM 1.0" Height Disk Drive Assembly 


10 


540-3719 


18.2GB 7200 RPM 1 .6" Height Disk Drive Assembly 


10 


540-4177 


1 8.2GB 1 0000 RPM 1 .0" Height Disk Drive Assembly 


NS 


370-3696 


Power Supply to Removable Media Cable 


NS 


501-xxxx 


0MB Ultra 60 System Board 


NS 


501-4669 


Alarm Module 


NS 


540-3809 


System Board Bracket with Fan 




805-4348 


Netra 1 1 120 Service Manual 




805-6804 


Netra 1 1 120/1 125 Service Manual 



1 Three memory banks can be installed if the power supply is <300-1 355-03. 
Four memory banks can be installed if the power supply is >300-1 355-04. 
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9/18/00 PARTS BREAKDOWN 

Netrat 1125 



4-Slot PCI Logic Enclosure 



CODE 


PART# 


DESCRIPTION 


1 


540-3830 


Chassis Assembly with 2 Removable Media Bays 


- 


None 


• Chassis 


- 


370-3273 


• PCI Filler Panel 


- 


540-3831 


• Disk Drive Bay Assembly (1 .0" or 1 .6" height) 


- 


530-2684 


• SCSI Cable and Backplane Assembly 


- 


540-3810 


• Top Cover 


2 


540-3491 


• Front Panel Assembly 


- 


250-1392 


• Fan Filter 


- 


530-2536 


• Ground Strap 


3 


540-3855 


• Drive Cover 


4 


530-2514 


• Power Switch 


5 


540-3605 


• LED PCB/Cable Assembly 


- 


501-4670 


• LED Module 


- 


530-2490 


• LED Cable 


6 


540-3514 


• 12V Fan Assembly 


7 


540-3916 


AC Power Supply Assembly 


- 


300-1406 


• 325 Watt AC Input Power Supply 


- 


540-3848 


• Power Supply Bracket 


8 


370-2816 


12x CD-ROM, 1.6" Height 


8 


370-3415 


32x CD-ROM, 1.6" Height 


9 


370-2377 


12-24GB 4 mm DDS-3 Tape Drive 


10 


540-3704 


9.1GB 7200 RPM 1 .0" Height Disk Drive Assembly 


10 


540-3719 


18.2GB 7200 RPM 1 .6" Height Disk Drive Assembly 


10 


540-4177 


18.2GB 1000 RPM 1 .0" Height Disk Drive Assembly 


NS 


262-2662 


Logo 


NS 


263-0533 


Nameplate 


NS 


370-3696 


Power Supply to Removable Media Cable 


NS 


501-xxxx 


0MB Ultra 60 System Board 


NS 


501-4669 


Alarm Module 


NS 


540-3809 


System Board Bracket with Fan 




805-6043 


Netra 1 1 125 Service Manual (inactivated) 




805-6804 


Netra 1 1 100/1 125 Service Manual 



Volume II 
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Netra 1 1 1 00 Netra 1 1 1 20 Netra 1 1 1 25 



Miscellaneous Options 



PART# 


DESCRIPTION 


560-2419 


Earth Bonding Kit 


240-2199 


• M5 Nut 


340-4439 


• Chassis Earth Plate 


None 


• Thomas & Betts 54204-UB Two-Hole Lug (not supplied) 


None 


• Thomas & Betts TBM5-S Crimp Tool (not supplied) 


560-2449 


DC Connector Kit (included with Ship Kit 560-2507-01/02) 


540-3646 


• Mate-N-Lok Connector Kit (x2) 


130-3723 


• AMP Contact Pin 193841-1 (x2) 


130-3724 


• AMP Connector 789770017-1 (x1) j 


None 


• AMP 3561 14-1 Hand Crimp Tool (not supplied) 


None 


DC Connectors (included with Ship Kit 560-2507-03) 


130-4361 


• Wago DC Connector 


230-1708 


• Wago DC Connector Strain Relief 


230-1711 


• Wago DC Connector Opening Lever 


595-4629 


19-inch Rack Mount Kit, Option 6901 


240-2627 


• M5 x 8 mm Screw (x6) 


340-4249 


• 19-inch Chassis Flange (x2) 


340-4250 


• Chassis Handle (x2) 


595-4630 


23-inch Rack Mount Kit, Option 6902 


240-2627 


• M5 x 8 mm Screw (x6) 


340-4250 


• Chassis Handle (x2) 


340-4381 


• 23-inch Chassis Flange (x2) 


595-4631 


24-inch Rack Mount Kit, Option 6903 


240-2627 


• M5 x 8 mm Screw (x6) 


340-4250 


• Chassis Handle (x2) 


O A f\ A TO A 

340-4724 


• 24-inch Chassis Mange (x<Z) 


595-4632 


600 mm Rack Mount Kit, Option 6904 


240-2627 


• M5 x 8 mm Screw (x6) 


340-4250 


• Chassis Handle (x2) 


340-4725 


• 600 mm Chassis Flange (x2) 


595-4637 


Filter Kit, Option 6913 


250-1392 


• Fan Filter 



TELCO-28 



Field Engineer Handbook 
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9/1 8/00 PARTS BREAKDOWN 

Netrat 1400 Netrat 1405 



4-Slot PCI Logic Enclosure 



CODE 


PART# 


nCCPDIDTinM 

ULoUKIr I IUN 


1 


oyy-^yo 


mu onassis Msseniuiy 


1 


cqq OO/IQ 

oyy-2o4y 


uu onassis MssemDiy 


o 

tL 


Qflfl -1/107 
oUU- 1 4U/ 


a 1 0R Watt nP.nr Pnnv/ortor \A/ith Fp.n 
# I Wall Uu Uv V-/UI IVt?l Id Willi rail 


o 

3 


540-4262 


• Ultra 80 System Board Fan Assembly/FRU 


4 


540-3948 


• Ultra 80 System Board Shroud Assembly/FRU 


5 


501-xxxx 


Ultra 80 System Board 


o 
6 


oUU- l4o4 


• AC Input Power Supply Type A1 42 


6 


300-1435 


• DC Input Power Supply Type D1 29 j 


MO 

NS 


501-o4o/ 


• RCP/Alarm Board 


1 


I— y4 /-\ yi 00£- 

540-4055 


• Chassis Assembly 


7 


0~70 007C 


• 


Fan 


Q 
O 


OU 1 ODD 1 


• 


Fan Control Board 


9 


37U-4Uoy 


• 


LED/Alarm Cable 


1U 


o/u-oy^u 


• 


Power Distribution Backplane Assembly/FRU 


1 1 


37U-4U4U 


• 


LED/Motherboard Cable 


A O 

12 


con oc H yi 

530-2514 


• 


Power Switch and Cable 


13 


501-5560 


• 


LED Board 


14 


oon oooft 

330-2809 


• 


Switch and LED Cover 


15 


540-431 1 


• 


Disk Bay Assembly/FRU (1 .0" or 1 .6" height) 




370-3929 




• Disk Bay Power Cable 


16 


Oyio c mo 

340-5568 


• 


Removable Media Mounting Bracket 


17 


540-4068 


• 


Fan Cover 


18 


r iA A OAO 

540-4066 


• 


Removable Media Cover 


MO 

NS 


o -70 00-70 

370-3273 


• 


PCI Slot Filler Panel 


MO 

NS 


370-3927 


• 


Removable Media SCSI Cable 


NS 


370-3928 


• 


Removable Media Power Cable 


NS 


501-5125 


• 


Removable Media SCSI Adapter 


NS 


540-4067 


• 


Top Cover 


19 


540-4177 


18.2GB 10000 RPM Disk Drive Assembly/FRU 


20 


370-3416 


32x CD-ROM, Medium Grey 


20 


370-2376 


12-24GB 4 mm DDS-3 Tape Drive, Medium Grey 


21 


340-5595 


DAT Outer Filler Panel 


22 


340-5594 


CD-ROM Outer Filler Panel 



Volume II 
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Netrat 1400 Netra 1 1405 




4-Slot PCI Logic Enclosure - Continued 


PART# 


DESCRIPTION 


540-3551 
565-1639 


CD-ROM/DAT Inner Filler Panel 

Cable Kit, 370-3927/3928/3929/4039/4040 


560-2579 
130-4361 
230-1708 
230-1711 
340-6091 
560-2569 
340-4250 
340-5904 


T1400 Ship Kit 

• Wago DC Connector 

• Wago DC Connector Strain Relief 

• Wago DC Connector Opening Lever 

• Memory Riser Torque Tool 

• Flange Kit 

• 4U Chassis Handle 

• 19-inch Flange 


560-2568 
340-6091 
560-2569 
340-4250 
340-5904 


T1405 Ship Kit 

• Memory Riser Torque Tool 

• Fiange Kit 

• 4U Chassis Handle 

• 19-inch Flange 


595-5355 
330-2930 


Air Filter Kit, Option X7075A 
• Air Filter (x5) 


595-5356 
263-xxxx 
330-2809 
540-4066 
540-4068 


Trim Kit, Option X7076A 

• Netra 1 1400/1405 Nameplates 

• Switch and LED Cover 

• Removable Media Cover Assembly 

• Fan Cover Assembly 


595-5351 
595-5352 
595-5353 
595-5354 
806-0576 


19-inch Rack Mount Kit, Option X7071A 

23- inch Rack Mount Kit, Option X7072A 

24- inch Rack Mount Kit, Option X7073A 
600 mm Rack Mount Kit, Option X7074A 
Service and System Reference Manual 
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TELCO-33 



PARTS BREAKDOW 9/18/00 

Netratl Model 100 

1 -Slot PCI Logic Enclosure 




CODE 


PART # 


DESCRIPTION 

L/UVJVl III 1 


1 


540-4432 


440MHz/512MB DC Assemblv/FRU without Disk 1 


1 


540-4433 


440MHz/256MB DC Assemblv/FRU without Disk 1 


1 


540-4503 


440MHz/1GB DC Assv/FRU without Disk TObs^ 1 


-| 


540-4528 


440MHz/0MR DC Assv/FRU without Disk 

i i vi i i t—i w i v i i_j i— / o nooy / 1 no vv 1 1 1 iuui uior\ 


NS 


'340-584'} 


Driv/p Raw Fillpr P^npl 

oi 1 vc LJciy i iiioi i di id 


NS 


340-6026 


CD-ROM Filler Panpl 

VJU 1 I 1 V 1 1 1 1 1 CI 1 ClI IUI 


NS 


370-3979 


Fan Asspmhlx/ 

i cm i nooci i ik^iy 


1 NO 


540-3704 


9 1GR 7P00 RPM Dkk Drivp A^pmhlv/FRI I 
\j. i v_jo / t—\j\j tit ivi oiorv ui i vc nooci i \\j\yi i no 


NS 




O. -JHR 7900 RPM Dkk Drix/p A<iQPmhi\//FRi i 
Zf . i vju / c\j\j ni ivi uioi\ oi ivtJ nooci i iuiy/ r nu 


NS 


540-3881 


9 1GB 10000 RPM Disk Drivp Asspmhlv/FRl J 

\j . i \w( i—f i uuuu i ii ivi i_/ior\ o 1 1 vc nooc 1 1 \vj\yi i no 


NS 


540-41 77 


18 PGR 10000 RPM Disk Drivp AQQPmhlv/FRI I 


NS 


300-1447 


DC Input Power Supply 


NS 


501-5489 


LED Board 


NS 


530-2806 


LED Board Cable 


NS 


540-4225 


Internal SCSI Disk Data Cable 


NS 


540-4229 


Internal EIDE CD-ROM Data Cable 


NS 


501-5488 


External SCSI and Serial Port Board 


NS 


530-2809 


Internal Serial Cable for SCSI/Serial Port Board 


NS 


540-4358 


CD-ROM 540-4179 + Cable 540-4229 FRU 


NS 


370-3983 


• CD-ROM (use M2 x 3 mm screw 240-3800) 


NS 


595-5322 


23-inch Rack Mount Kit, Option X6966A 


NS 


595-5323 


24-inch Rack Mount Kit, Option X6967A 


NS 


595-5324 


600 mm Rack Mount Kit, Option X6968A 


NS 


595-5317 


Internal CD-ROM, Option X6971A 


NS 


595-5325 


Serial Port Adapters, Option X6973A 



1 Discontinued by Enterprise Services in June 2000. See FIN 10591 . 
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Netra t1 Model 1 05 

1 -Slot PCI Logic Enclosure 




CODE 


PART# 


DbbOHIr I IUN 


1 


04U-4o I / 


QCniMIU-7/C/l MR Af Accamhlw/PRI 1 \A/ithm it Hick 1 

obUMnZ/o4MD au Assernuiy/rriu wunuui uibtv 1 


1 


04U-4oo0 


QCnMU-7/£1 OMR AP Accomhl\//FRI 1 \A/ithni it HiQk 1 
ODUIVInZ/O I ^-IVID MU MbbfcJlilUiy/ rnU WIUIUUI L/loi\ 1 


1 


04U-4O1 o 


AAHMWt/ORAMR AP AQQpmhlv/FRl 1 withnut Dtek 1 

^f^fUIVinZ/^lODIVID Mw r\bbt?l 1 lUly/ 1 riU wiuiuui i_-Mor\ 


1 


04U-44^4 


AAC\hA\-\-r/Ri OMR AP Accomhl\//FRI I \A/ithni it HiQk 1 
44UIVlnz/0 1 ^.iviD Mo Mbbt?iiiuiy/rnu wiuiuui L-Mbi\ 1 


1 


c A C\ A A QQ 

04U-44yo 


AAClKAU-i/i. JTiR AP Aecv/FPI 1 \A/ithr>i it Hick /OhQ^ 1 

44UMnz/ iud ml» Mssy/rnu wiihuul uibi\ \\jvz>) ■ 




o4U-4o^y 


/MDMUI-WnMR AP Accw/PRI 1 \A/ithni it Hick 
44UMrlZ/UIVlD MO MbSy/rriU WIlllUUl Ulbrv 




C Af\ A CC /I 

04U-4ob4 


OC^^ilU■»/^^4P AP Aee\//PPI 1 i»#ithrMit Riok 

obUMnZ/UMD MU MSSy/rnU Wlinoui UlbK 


MO 

NS 


O vl CO >l O 

o40-5o4o 


unve bay riner ranei 


MO 

NS 


340-bO^b 


on Df\M Ciller' Donol 

uu-nUM riner ranei 


MO 

NS 


o/o-oy/y 


Fan AssGmbly 


MO 

NS 


rr >i n 0*70 /i 

540-3704 


y.lvjib /*lUU nrM UISK unve MSSernDiy/rnU 


NS 


540-3720 


O H/^D "70r\n DDM P\iol>- P\ ir\ Ar>r>amklw/CDI 1 

y.lvjib /^UU nrM UISK UNVe MSSemDiy/rriU 


K IO 

NS 


540-3881 


y.lvjb 1UUUU HrM UISK Uilve MSSeiTIDiy/rriU 


MO 

NS 


C A n A A ~7~7 

540-41 77 


lo.^iVjiD 1UUUU HrM UISK UNve MSSeiTIDiy/rriU 


K IO 

NS 


r\r\r\ a a AO 

300-1448 


AC Input Power Supply 






1 FD Rnarri 


NS 


530-2806 


LED Board Cable 


NS 


540-4225 


Internal SCSI Disk Data Cable 


NS 


540-4229 


Internal EIDE CD-ROM Data Cable 


NS 


501-5488 


External SCSI and Serial Port Board 


NS 


530-2809 


Internal Serial Cable for SCSI/Serial Port Board 


NS 


540-4358 


CD-ROM 540-4179 + Cable 540-4229 FRU 


NS 


370-3983 


• CD-ROM (use M2 x 3 mm screw 240-3800) 


NS 


595-5322 


23-inch Rack Mount Kit, Option X6966A 


NS 


595-5323 


24-inch Rack Mount Kit, Option X6967A 


NS 


595-5324 


600 mm Rack Mount Kit, Option X6968A 


NS 


595-5317 


Internal CD-ROM, Option X6971 A 


NS 


595-5325 


Serial Port Adapters, Option X6973A 



1 Discontinued by Enterprise Services in June 2000. See FIN 10591 . 
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Netra t1 Models 100 and 105 



Boards 



DA DX 44- 

rAH I # 




jtu toto 


fvdMR Mpmnrv Rn^irrl AQQPmhl\//FRI I 


501-5210 


• 64MB Memory Board FRU 


540-4349 


256MB Memory Board Assembly/FRU) 


OU I -oooo 


a Q^MR Momnr\/ Rnarrl FRI 1 


Q7n AC\Q& 
0/U-H-UC7D 


a ORfiMR Momrtrw RnarH 
• /CODIVID IvIt/iilUiy DUdlU 


pla(\ ARA7 




370-4155 


• 256MB Memory Board (use hardware kit 540-4532) 1 


540-4350 


512MB Memory Board Assembly/FRU 


OU I ~DOO\j 


* £i19MR Momnru Rnarrl FRI I 


540-4260 


360MHz CPU and I/O Interface Assembly 


501-5478 


• I/O Interface Board 


501-5577 


• 0MB 360MHz CPU without Front Panel 


595-5254 


• 0MB 360MHz CPU without Front Panel 


540-4258 


440MHz CPU and I/O Interface Assembly 


501-5478 


• I/O Interface Board 


501-5578 


• 0MB 440MHz CPU without Front Panel 



1 Up to four memory boards of this design can be installed. 
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Netra ct 400 

5-Slot cPCI Logic Enclosure 
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9/18/00 PARTS BREAKDOWN 

Netra ct 400 



5-Slot cPCI Logic Enclosure 



CODE 


PART # 


DESCRIPTION 


1 


540-4569 


5-Slot cPCI Drawer Assembly/FRU 


- 


501-5621 


• 5-Slot cPCI Backplane 


- 


501-5625 


• Extension Board for Front CPU Transition Board 


2 


300-1445 


360 Watt DC Input Power Supply Type D128 


3 


250-1594 


• Power Supply Air Filter, Option 71 82 


4 


501-5624 


Front CPU Transition Board 


5 


540-4394 


Fan Tray 


6 


370-4080 


Air Filter, Option 7162 


7 


540-4451 


System Status Panel 


8 


501-5612 


System Control Board 


9 


540-4406 


Alarm Board 


10 


340-6394 


Disk Drive Slot Cover 


11 


540-4620 


18.2GB 10000 RPM Disk Drive Assembly/FRU 


12 


540-4398 


Disk Drive Bracket 




806-3296 


Netra ct Server Service Manual 
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Netra ct 800 

8-Slot cPCI Logic Enclosure 
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Netra ct 800 



8-Slot cPCI Logic Enclosure 



CODE 


PART # 


DESCRIPTION 


1 


540-4568 


8-Slot cPCI Drawer Assembly/FRU 


- 


501-5617 


• 8-Slot cPCI Backplane 


- 


501-5615 


• Extension Board for Removable Media Module 


2 


340-6732 


Removable Media Module EMI Cover 


2 


540-4399 


32x CD-ROM Assembly/FRU 


2 


540-4684 


1 0x DVD-ROM Assembly/FRU 


2 


540-4409 


12-24GB 4 mm DDS-3 Tape Drive Assembly/FRU 


3 


300-1445 


360 Watt DC Input Power Supply Type D128 


4 


250-1594 


• Power Supply Air Filter, Option 7182 


5 


540-4394 


Fan Tray 


6 


370-4076 


Air Filter, Option 7163 


7 


540-4450 


System Status Panel 


8 


501-5612 


System Control Board 


9 


340-6501 


Disk Drive Slot Cover 


10 


540-4620 


18.2GB 10000 RPM Disk Drive Assembly/FRU 


11 


501-5610 


Alarm Board 


11 


501-5618 


Front CPU Transition Board 




806-3296 


Netra ct Server Service Manual 
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Netra ct 400 Netra ct 800 




Roard^ 


PART# 


DESCRIPTION 


501-5209 


128MB Memory Board FRU 


540-4349 


256MB Memory Board Assembly/FRU) 


501-5388 


• 256MB Memory Board FRU 


370-4096 


• 256MB Memory Board 


540-4350 


512MB Memory Board Assembly/FRU 


501-5389 


• 512MB Memory Board FRU 


501-5731 


0MB 440MHz CP1500 CPU with Front Panel FRU 


501-5473 


• 0MB 440MHz CP1500 CPU with Front Panel 


501-5795 


128MB 440MHz CP1500 CPU with Front Panel 


501-5796 


512MB 440MHz CP1500 CPU with Front Panel 


501-5800 


1GB 440MHz CP1500 CPU with Front Panel 


340-6483 


6U cPCI Slot Filler Panel 


501-5609 


Rear CPU Transition Board, Netra ct 400/800 


501-5611 


Rear Alarm Transition Board, Netra ct 800 


501-5616 


Removable Media Module Termination Board, Netra ct 800 


501-5619 


Shunt Board, Slot 1 to Slot 2, Netra ct 400/800 
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Netract1600 



Netra ct 400 and Netra ct 800 Chassis 




CODE 


PART # 


DESCRIPTION 


1 


596-271 1 


N08-DF Front Access DC Chassis Assembly 


NS 


340-6399 


• Rear DC Connector Cover 


NS 


540-4391 


• DC Chassis Assembly 


NS 


530-2895 


• Front Access DC Input Cable 


NS 


540-4397 


• DC Input Filter Assembly 


1 


596-2710 


N08-DR Rear Access DC Chassis Assembly 


NS 


540-4391 


• DC Chassis Assembly 


NS 


540-4397 


• DC Input Filter Assembly 




806-3296 


Netra ct Server Service Manual 
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9/18/00 



Netra 

ARY1 44A-36GAC 

AC Input Power 
4 9.1GB 10000 RPM Disks 

ARY151A-72GAC 

AC Input Power 
4 18.2GB 10000 RPM Disks 



A1000 

ARY144A-36GDC 

DC Input Power 
4 9.1GB 10000 RPM Disks 

ARY151A-72GDC 

DC Input Power 
4 18.2GB 10000 RPM Disks 
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PARTS BREAKDOWN 



Netrast A1000 

ARY1 44A-36GAC ARY144A-36GDC 
ARY151 A-72GAC ARY151A-72GDC 



CODE 


PART # 


DESCRIPTION 


1 


540-3989 


1 2-Drive AC Chassis Assembly 


1 


540-3995 


12-Drive DC Chassis Assembly 


1 


540-4001 


Empty 1 2-Drive Chassis Assembly j 


2 


501-4440 


12-Slot SCSI Disk Backplane 


3 


340-5432 


Top Cover 


4 


540-3999 


Fan Tray 


5 


300-1340 


360 Watt AC Input Power Supply 


5 


300-1428 


360 Watt DC Input Power Supply 


6 


340-5433 


Bottom Cover 


7 


540-3990 


Front Door Assembly 


8 


370-3760 


Empty 1 .0" Disk Drive Slot Filler 


8 


540-3881 


9.1GB 10000 RPM Disk Drive Assembly/FRU 


8 


540-4401 


18.2GB 10000 RPM Disk Drive Assembly/FRU 


NS 


150-1890 


Differential Terminator, HD68 


NS 


240-2690 


A1000/D1000Key 


NS 


250-1454 


Air Filter 


NS 


375-0015 


Raid Controller FRU, 16MB MPU + 64MB RPA 


NS 


375-0016 


Raid Controller FRU, 8MB MPU + 16MB RPA 


- 


375-0007 


• Raid Controller Board 


- 


370-3417 


• Battery 


NS 


530-2729 


SCSI Cable, 90° HD68 to VHDCI68, 2M (X992A) 


NS 


530-2751 


SCSI Cable, 90° HD68 to VHDCI68, 4M (X993A) 


NS 


530-2846 


Right 90° HD68 to VHDCI68, 2M (X959A) 


NS 


530-2847 


Right 90° HD68 to VHDCI68, 4M (X947A) 


NS 


595-5112 


EMI Shield and Air hiiter, option yy4 


NS 


250-1454 


• Foam Air Filter 


NS 


340-5439 


• EMI Shield 


NS 


595-5350 


19-inch Rack Mount Kit 


NS 


340-5435 


• Mounting Bracket (x2) 


NS 


595-5117 


23-inch and 24-inch Rack Mount Kit, Option 6907 


NS 


340-4463 


• Mounting Bracket (x2) 


NS 


595-5116 


600 mm Rack Mount Kit, Option 6909 


NS 


340-5559 


• Mounting Bracket (x2) 



Volume II 



TELCO-45 



PARTS BREAKDOWN 



9/18/00 



Netra 

ARY1 45A-36GAC 

AC Input Power 
4 9.1GB 10000 RPM Disks 

ARY1 53A-72GAC 

AC Input Power 
4 18.2GB 10000 RPM Disks 



D1000 

ARY145A-36GDC 

DC Input Power 
4 9.1GB 10000 RPM Disks 

ARY153A-72GDC 

DC Input Power 
4 18.2GB 10000 RPM Disks 




TELCO-46 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Netrast D1000 

ARY1 45A-36GAC ARY145A-36GDC 
ARY1 53A-72GAC ARY153A-72GDC 



CODE 


PART # 


DESCRIPTION 


1 


540-3989 


12-Drive AC Chassis Assembly 


1 


540-3995 


12-Drive DC Chassis Assembly 


1 


540-4001 


Empty 12-Drive Chassis Assembly 


2 


501-4440 


12-Slot SCSI Disk Backplane 


3 


340-5432 


Top Cover 


4 


540-3999 


Fan Tray 


5 


300-1340 


360 Watt AC Input Power Supply 


5 


300-1428 


360 Watt DC Input Power Supply 


6 


340-5433 


Bottom Cover j 


7 


540-3990 


Front Door Assembly 


8 


370-3760 


Empty 1 .0" Disk Drive Slot Filler 


8 


540-3881 


9.1GB 10000 RPM Disk Drive Assembly/FRU 


8 


540-4401 


18.2GB 10000 RPM Disk Drive Assembly/FRU 


NS 


150-1890 


Differential Terminator, HD68 


NS 


240-2690 


A1000/D1000Key 


NS 


250-1454 


Air Filter 


NS 


375-0008 


Differential SCSI Controller Board 


NS 


530-2729 


L90° HD68 to VHDCI68 SCSI Cable, 2M (X992A) ; 


NS 


530-2735 


90° HD68 to 90° HD68 SCSI Cable, 16 cm (X991A) 


NS 


530-2751 


L90° HD68 to VHDCI68 SCSI Cable, 4M (X993A) 


NS 


530-2846 


R90° HD68 to VHDCI68 SCSI Cable, 2M (X959A) 


NS 


530-2847 


R90° HD68 to VHDCI68 SCSI Cable, 4M (X947A) 


NS 


595-5112 


EMI Shield and Air Filter, Option 994 


NS 


250-1454 


• Foam Air Filter 


NS 


340-5439 


• EMI Shield 


NS 


595-5350 


19-inch Rack Mount Kit 


NS 


340-5435 


• Mounting Bracket (x2) 


NS 


595-5117 


23-inch and 24-inch Rack Mount Kit, Option 6907 


NS 


340-4463 


• Mounting Bracket (x2) 


NS 


595-5116 


600 mm Rack Mount Kit, Option 6909 


NS 


340-5559 


• Mounting Bracket (x2) 



Volume 



II 



TELCO-47 



PARTS BREAKDOW 



9/18/00 



Netrast D130 



DSKD130-36GAC DSKD130-36GDC 

2 1 8.2GB 1 0000 RPM Disks 2 1 8.2GB 1 0000 RPM Disks 
3-Slot Disk Enclosure 3-Slot Disk Enclosure 

DSKD130-72GAC DSKD130-72GDC 

2 36.4GB 1 0000 RPM Disks 2 36.4GB 1 0000 RPM Disks 
3-Slot Disk Enclosure 3-Slot Disk Enclosure 




CODE 


PART # 


DESCRIPTION 


1 


540-4175 


DC Assembly/FRU without Disk 


1 


540-4176 


AC Assembly/FRU without Disk 


NS 


370-39 i 1 


• Fan Assembly 


NS 


300-1432 


• AC Input Power Supply 


NS 


300-1447 


• DC Input Power Supply 


NS 


340-6229 


• 19-inch Rack Mount Bracket 


NS 


501-5476 


• LED Board 


NS 


501-5450 


• Motherboard 


NS 


540-4129 


• Chassis Assembly 


NS 


540-4377 


• Front Bezel Assembly 


NS 


540-4401 


18.2GB 10000 RPM Disk Drive Assembly/FRU 


NS 


540-4689 


36.4GB 10000 RPM Disk Drive Assembly/FRU 


NS 


595-5322 


23-inch Rack Mount Kit, Option X6966A 


NS 


595-5323 


24-inch Rack Mount Kit, Option X6967A 


NS 


595-5324 


600 mm Rack Mount Kit, Option X6968A 



TELCO-48 



Field Engineer Handbook 



This page intentionally left blank. 
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PARTS BREAKDOWN 
DISK 



9/18/00 



PARTS BREAKDOWN 



Disk 



disktower 1000 

2.1GB 4 

4.2GB 4 

Differential SCSI Disk Subsystem 

2.1GB 6 

2.9GB 8 

9.0GB 8 

Desktop Disk Pack 

104MB 10 

207MB 10 

424MB 10 

207MB 12 

535MB 14 

1.05GB 14 

2.1GB 14 

Desktop Storage Module 

1.3GB 16 

Multi-Disk Pack 

1.05GB 5400 RPM 18 

2.1GB 5400 RPM 18 

2.1GB 7200 RPM 18 

4.2GB 5400 RPM 18 

SPARCstorage UniPack 

1 .05GB 5400 RPM 20 

2.1GB 7200 RPM 20 

4.2GB 5400 RPM 22 

4.2GB 7200 RPM 22 

9.1GB 7200 RPM 22 

SPARCstorage MultiPack 6-Slot Chassis 

4.2GB 5400 RPM 24 

9.1GB 7200 RPM 24 



Field Engineer Handbook - Volume II 



PARTS BREAKDOWN 9/18/00 



Disk - Continued 



SPARCstorage MultiPack 12-Slot Chassis 

2.1GB 7200 RPM 26 

4.2GB 7200 RPM 26 

SPARCstorage MultiPack 2 6-Slot Chassis 

9.1GB 7200 RPM 28 

StorEdge UniPack 

4.2GB 7200 RPM 30 

9.1GB 7200 RPM 32 

9.1GB 10000 RPM 32 

18.2GB 7200 RPM 34 

18.2GB 10000 RPM 34 

36.4GB 10000 RPM 34 

StorEdge MultiPack 

4.2GB 7200 RPM 36 

9.1GB 7200 RPM 38 

9.1GB 10000 RPM 38 

18.2GB 7200 RPM 40 

18.2GB 10000 RPM 40 

36.4GB 10000 RPM 40 



DISK-2 



Field Engineer Handbook 



9/18/00 PARTS BREAKDOWN 
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Volume II 



DISK-3 



PARTS BREAKDOWN 



9/18/00 



disktower 1000 



587 

disktower 1000 
8 535MB Disks 
2 Disk Cards 



597 

2.1GB Disk Card 
4 535MB Disks 
w/o disktower 1 000 



772 
disktower 1000 
8 1.05GB Disks 
2 Disk Cards 



773 
4.2GB Disk Card 
4 1 .05GB Disks 
w/o disktower 1 000 




DISK-4 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



disktower 1 000 

587 597 772 773 



CODE 


PART# 


DESCRIPTION 


- 


540-2273 


Chassis Assembly 


_ 


340-2684 


• 


Chassis 


1 


540-2477 


• 


Front Bezel Assembly 


2 


340-2943 


• 


Front EMI Cover 


3 


300-1103 


• 


650 Watt Power Supply 


4 


330-1469 


• 


Top and Bottom Cover 


5 


OOA A A ~7 C\ 

330-1470 


• 


Side Cover 


6 


330-1589 


• 


Cover Plug 


7 


370-1547 


• 


Fan Tray Assembly, +12VDC, 4 Amps 


_ 


None 




• 6" Fans, 60 CFM @ 1850 RPM each 


_ 


None 




• 6" Fans, 80 CFM @ 2950 RPM each 


_ 


None 




• 4.7" Fan, 45 CFM @ 2300 RPM 


NS 


240-2083 


• 


M6 x 14 mm Screw, Foot 


NS 


340-1590 


• 


Foot 


8 


240-1530 


M3 x 6 mm Screw 


9 


540-2388 


Empty Slot Filler Panel 


9 


501-2242 


2.1GB SCSI Disk Card with 4x 535MB Disks 




501-2066 


• 


SCSI Disk Card FRU without Disks ; 


- 


540-2403 


• 


535MB Disk Drive FRU 


9 


501-2589 


Wide SCSI Disk Card FRU with 4x 1 .05GB Disks 




501-2588 


• 


Wide SCSI Card FRU without Disks 




540-2568 


• 


1 .05GB Disk Drive FRU 


NS 


150-1785 


Single-Ended Active Terminator, HD50 


NS 


150-2267 


Single-Ended Forced Perfect Terminator, HD68 


NS 


260-6233 


Sun Logo 


NS 


260-7326 


disktower 1 000 Nameplate 




801-5116 


disktower 1000 System Service Manual . 



Volume II 



DISK-5 



PARTS BREAKDOWN 



9/18/00 



Differential SCSI Disk Subsystem 

573 574 575 576 

6-Drive Tray 6-Drive Tray w/o Tray 6-Drive Tray 

2 2.1GB Disks 4 2.1GB Disks 2.1GB Disk 6 2.1GB Disks 




DISK-6 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Differential SCSI Disk Subsystem 

573 574 575 576 



CODE 


PART # 


DESCRIPTION 


1 


340-2613 


Chassis Enclosure 


2 


240-1372 


M4 0.7 x 10 mm Screw 


3 


540-2213 


3-Fan DC Fan Tray Assembly, 45 CFM each 


4 


150-2049 


Address Select Switch 


5 


501-1957 


Remote LED Display Panel 


6 


530-1881 


DC Wire Harness 


7 


540-2212 


2.1GB Disk Drive Assembly 


NS 


370-1412 


• 2.1GB Disk Drive, Seagate 990002-002 


NS 


340-2612 


• Disk Drive Mounting Bracket 


NS 


330-1400 


• Disk Drive Handle 


NS 


240-1185 


• #6-32 x 1/4" Screw, Disk Drive to Bracket 


8 


300-1096 


269 Watt Power Supply 


8 


300-1312 


269 Watt Nordic Power Supply (Dec 1995) 


9 


370-1385 


-01 Slide Rail Set, Inner 651 .2 mm, Outer 742.7 mm 


9 


370-1385 


-03 Slide Rail Set, Inner 71 7.3 mm, Outer 742.7 mm 


10 


340-2614 


Chassis Cover 


11 


530-1882 


Address Select Switch Cable 


NS 


150-1890 


Differential Terminator, HD68 


NS 


230-1170 


1 0" Tiestrap 


NS 


230-1256 


Nylon Standoff, M4 x 25 mm 


NS 


240-1872 


#4-40 Jackscrew 


NS 


240-1926 


#4-40 and #2-56 Jackscrew 


NS 


240-1953 


#10-32 x 1/2" Screw 


NS 


530-1343 


AC Power Cord, 240V 


NS 


530-1351 


AC Power Cord, 230V 


NS 


530-1883 


External SCSI Cable, HD68 to HD68, 20 cm 


NS 


530-1884 


External SCSI Cable, HD68 to HD68, 80 cm 


NS 


530-1885 


External SCSI Cable, HD68 to HD68, 2.0 M 


NS 


530-1886 


External SCSI Cable, HD68 to HD68, 12.0 M 


NS 


530-1904 


Internal SCSI Cable, 3.0 M 


NS 


530-2022 


External SCSI Cable, HD68 to HD68, 1 .0 M 




800-7341 


Differential SCSI Disk Tray Service Manual 



Volume II 



DISK-7 



PARTS BREAKDOWN 



9/18/00 



Differential SCSI Disk Subsystem 

583 584 585 586 

6-DriveTray 6-DriveTray w/oTray 6-DriveTray 

2 2.9GB Disks 4 2.9GB Disks 2.9GB Disk 6 2.9GB Disks 

783 784 785 786 

6-DriveTray 6-DriveTray w/o Tray 6-DriveTray 

2 9.0GB Disks 4 9.0GB Disks 9.0GB Disk 6 9.0GB Disks 




DISK-8 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Differential SCSI Disk Subsystem 

583 584 585 586 

783 784 785 786 



CODE 


PART* 


DESCRIPTION 


1 


O A A OP A O 

340 -2o1o 


Chassis Enclosure 


2 


O Af\ A 070 

240-1372 


M4 0.7 x 10 mm Screw 


3 


540-2213 


3-Pan uLf ran iray Assemoiy, 4o UrM eacn 


4 


150-2190 


15-begment Address beiect bwitcn (ousoiete) 


4 


150-2431 


1 5-begment Address beiect bwitcn 


5 


501-2426 


Kemote Lbu Display ranei 


6 


530-2097 


DC Wire Harness and Address Select Cable 


7 


540-2521 


2.9GB Disk Drive Assembly 


NS 


370-1695 


• 2.9GB Disk Drive, Seagate 


NS 


340-261 2 


• Disk Drive Mounting Bracket 


NS 


330-1400 


• Disk Drive Handle 


7 


540-2646 


9.0GB Disk Drive Assembly 


NS 


370-1868 


• 9.0GB Disk Drive, Seagate 


NS 


340-2612 


• Disk Drive Mounting Bracket 


NS 


330-1400 


• Disk Drive Handle 


8 


300-1096 


269 Watt Power Supply 


8 


300-1312 


269 Watt Nordic Power Supply (Dec 1995) 


9 


370-1385 


-01 Slide Rail Set, Inner 651 .2 mm, Outer 742.7 mm 


9 


370-1385 


-03 Slide Rail Set, Inner 717.3 mm, Outer 742.7 mm 


10 


340-2614 


Chassis Cover 


11 


530-2097 


Address Select Switch Cable 


NS 


150-1890 


Differential Terminator, HD68 


MC 
INO 


con 1 Q/lQ 


AP Powpr PnrH P40V 


NS 


530-1351 


AC Power Cord, 230V 


NS 


530-1883 


External SCSI Cable, HD68 to HD68, 20 cm 


NS 


530-1884 


External SCSI Cable, HD68 to HD68, 80 cm 


NS 


530-1885 


External SCSI Cable, HD68 to HD68, 2.0 M 


NS 


530-1886 


External SCSI Cable, HD68 to HD68, 12.0 M 


NS 


530-2096 


Internal SCSI Cable, 68-Pin, 3.0 M 


NS 


530-2022 


External SCSI Cable, HD68 to HD68, 1.0 M 




800-7341 


Differential SCSI Disk Tray Service Manual 



Volume 



II 



DISK-9 



PARTS 



BREAKDOWN 



9/18/00 




DISK-10 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Desktop Disk Pack 

550 552 540 



CODE 


PART# 


DESCRIPTION 


1 


C A f\ A ~7"7~7 

540-1777 


Disk Drive Cover Assembly 


2. 


540-1 77b 


Fan/SCSI Gable/ Address Select Assembly (obs) 


o 
o 


i OU-1 ooo 


• unit oeieci owucn (oosoiete) 


4 


540-1802 


• Fan Assembly 




a rn A H "7/1 

1 50-1 1/4 


• 2A Subminiature Fuse 




Cyin 1Q7Q 


ran/buoi oaDie/Aaoress oeiect Assemoiy 


3 


150-1557 


Address Select Switch (obsolete) 


3 


1 50-2049 


Address Select Switch 


4 


150-1 174 


• 2A Subminiature Fuse 


5 


540-1773 


Base Assembly 


6 


nriA a r\A a 

330-1214 


• Rubber Foot 


7 


r\r\r\ a r\o~7 

300-1037 


35 Watt Power Supply (obsolete) 1 


7 


300-1090 


35 Watt Power Supply (obsolete) 


7 


300-1105 


44 Watt Power Supply 


8 


370-1200 


104MB Disk Drive, Quantum 105S 


8 


370-1376 


207MB Disk Drive, Quantum 21 OS 2 


8 


370-1392 


424MB Disk Drive, Seagate ST1480N 


9 


530-1522 


Power Indicator LED Cable 


10 


340-1966 


Disk Drive Mounting Bracket 


11 


530-1454 


Address Select Switch Cable, 5.25" (obsolete) 


11 


530-1825 


Address Select Switch Cable, 8.5" 


No 


1 OU- 1 O^fO 


oingic ciiucu loi i iiiiiciiur, nL/ou 


NS 


150-1785 


Single-Ended Active Terminator, HD50 


NS 


530-1434 


External SCSI Cable, HD50 to HD50, 45 cm 


NS 


530-1508 


External SCSI Cable, HD50 to HD50, 80 cm 


NS 


530-1793 


External SCSI Cable, HD50 to HD50, 80 cm 


NS 


530-1836 


External SCSI Cable, HD50 to HD50, 2.0M 


NS 


530-1852 


External SCSI Cable, HD50 to HD50, 4.0M 


NS 


800-4895 


Desktop Storage Pack Field Service Manual 



1 Power Supply 300-1037 does not have IEC950 or UL1950 approval. 
Do NOT install 300-1037 into options manufactured after March 1991 . 

2 Maxtor Disk 370-1327 is not qualified in the Desktop Disk Pack. 



Volume II 



DISK-11 



PARTS BREAKDOWN 



9/18/00 



Desktop Disk Pack 

552 

207MB Disk 




DISK-12 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Desktop Disk Pack 

552 



CODE 


PART # 


DESCRIPTION 


1 


540-1777 


Disk Drive Cover Assembly 


2 


540-1978 


• Fan/SCSI Connector/Address Select Assembly 


3 


150-1557 


• Address Select Switch (obsolete) 


3 


150-2049 


• Address Select Switch 


4 


540-1802 


• Fan Assembly 


NS 


150-1174 


• 2A Subminiature Fuse 


NS 


340-2839 


• Fan EMI Gasket 


5 


540-1773 


Base Assembly 


6 


330-1214 


• Rubber Foot 


7 


300-1090 


35 Watt Power Supply (obsolete) 1 


7 


300-1105 


44 Watt Power Supply 1 


8 


370-1417 


207MB Disk Drive, Conner CP30200 


9 


530-1522 


Power Indicator LED Cable 


10 


340-1966 


Disk Drive Mounting Bracket 2 


11 


530-1894 


Address Select Switch Cable, 2 mm Pin Spacing 3 


NS 


240-1141 


#6-32 x 1/4" Disk Drive Mounting Screw 


NS 


150-1785 


Single-Ended Active Terminator, HD50 


NS 


530-1792 


External SCSI Cable, HD50 to DD-50SA, 2.0M 


NS 


530-1793 


External SCSI Cable, HD50 to HD50, 80 cm 


NS 


530-1829 


External SCSI Cable, HD50 to DD-50SA, 1.0M 


NS 


530-1836 


External SCSI Cable, HD50 to HD50, 2.0M 


! NS 


530-1852 


External SCSI Cable, HD50 to HD50, 4.0M 


NS 


800-4895 


Desktop Storage Pack Field Service Manual 



1 The 370-1417 Disk Drive is not compatible with Power Supplies 
300-1090-01 or 300-1 037-xx. Use 300-1090-02 or 300-1 105. 

2 Disk Drive 370-1417 requires Mounting Bracket 340-1966-04. 

3 Disk Drive 370-1417 is not compatible with Address Select Switch 
Cables 530-1454 and 530-1825. 



Volume II 



DISK-13 



PARTS BREAKDOWN 



9/18/00 



Desktop Disk Pack 



580 545 567 737 

535MB Disk 1.05GB Disk 2.1GB Disk 2.1GB Disk 

5400 RPM 5400 RPM 5400 RPM 7200 RPM 




DISK-14 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Desktop Disk Pack 

580 545 567 737 



CODE 


PART# 


DESCRIPTION 


1 


540-1777 


Disk Drive Cover Assembly 


2 


540-1978 


Fan/SCSI Connector/ Address Select Assy (obs) 1 


NS 


150-1174 


• 2A Subminiature Fuse 


2 


540-2470 


• Fan/SCSI Cable/Address Select Assembly 


3 


150-2049 


• Address Select Switch 


4 


540-2185 


• Fan Assembly 


NS 


340-2839 


• Fan EMI Gasket 


NS 


530-1844 


• Internal SCSI Cable, 300 mm 


5 


540-1773 


Base Assembly 


6 


330-1214 


• Rubber Foot 


7 


300-1105 


44 Watt Power Supply 


8 


370-1424 


535MB Disk Drive, Seagate ST3610N 


8 


370-1424 


535MB Disk Drive, Connor CP30540 


8 


370-1668 


535MB Disk Drive, Connor CP30540 


8 


370-1843 


535MB Disk Drive, Seagate ST5660N 


8 


370-1546 


1 .05GB Disk Drive, 1 .5", Seagate ST1 1 200N 


8 


370-1710 


1.05GB Disk Drive, 1.0", Seagate ST31200N 


8 


370-1963 


1.05GB Disk Drive, 1.0", Conner CFP1080S 


8 


370-1709 


2.1GB 5400 RPM Disk Drive, Seagate ST12400N 


8 


370-1929 


2.1GB 5400 RPM Disk Drive, Conner CFP2105S 


8 


370-2070 


2.1GB 5400 RPM Disk Drive, Seagate ST32430N 


8 


370-1957 


2.1 GB 7200 RPM Disk Drive, IBM DFHS-321 60-S2F 


8 


370-2067 


2.1GB 7200 RPM Disk Drive, Seagate ST32550N 


9 


530-1522 


Power Indicator LED Cable 


10 


340-1966 


Disk Drive Mounting Bracket 


11 


530-1894 


Address Select Switch Cable, 2 mm Pin Spacing 


NS 


150-1785 


Single-Ended Active Terminator, HD50 


NS 


530-1793 


External SCSI Cable, HD50 to HD50, 80 cm 


NS 


530-1836 


External SCSI Cable, HD50 to HD50, 2.0M 


NS 


530-1852 


External SCSI Cable, HD50 to HD50, 4.0M 


NS 


800-4895 


Desktop Storage Pack Field Service Manual 



1 Assembly 540-2470 replaced 540-1978 in May 1993. Assembly 540-1978 
was not used in Options 580, 567, or 737. 



Volume II DISK-15 



PARTS BREAKDOWN 



9/18/00 



Desktop Storage Module 

571 

1.3GB Disk 




DISK-16 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Desktop Storage Module 

571 



CODE 


PART # 


DESCRIPTION 


1 


540-2139 


Base Assembly, Disk Drive Option 


2 


530-1522 


Power Indicator LED Cable 


3 


300-1080 


60 Watt Power Supply 


4 


540-2145 


I/O Bracket Assembly 


- 


150-1557 


• Address Select Switch (obsolete) 


- 


150-2049 


• Address Select Switch 


- 


340-2506 


• I/O Bracket 


- 


501-1468 


• I/O PCB and Cable Assembly (obsolete) 


- 


530-1790 


• Address Select Switch Cable (obsolete) 


- 


530-2117 


• Address Select Switch Cable 


- 


530-1844 


• Internal SCSI Cable, -01 Rev 50 = 300 mm 


- 


530-1844 


• Internal SCSI Cable, -01 Rev 51 = 250 mm 


- 


530-1844 


• Internal SCSI Cable, -02 Rev 50 = 240 mm 


- 


530-1844 


• Internal SCSI Cable, -03 Rev 50 = 240 mm 


- 


530-1844 


• Internal SCSI Cable, -03 Rev A = 260 mm 


- 


530-2125 


• Internal SCSI Cable, 308 mm 


- 


540-2142 


• DC Fan Assembly, 17 CFM (obsolete) 


- 


540-2142 


• DC Fan Assembly, 14 CFM 


I 5 


540-1982 


Top Cover Lockbox Assembly 


6 


540-2141 


Top Cover Assembly, Disk Drive Option 


7 


370-1377 


1.3GB Disk Drive, Seagate 976002-012, PA4E1 


8 


340-2571 


Peripheral Removal Handle (obsolete) 


8 


540-2263 


Peripheral Removal Handle 


9 


340-2507 


Disk Drive Mounting Bracket 


NS 


150-1785 


Single-Ended Active Terminator, HD50 


NS 


240-1141 


#6-32 x 1/4" Disk Drive Mounting Screw 


NS 


240-1912 


#6-32 x 1/4" Disk Drive Mounting Screw (obs) 


NS 


530-1792 


External SCSI Cable, HD50 to DD-50SA, 2.0M 


NS 


530-1793 


External SCSI Cable, HD50 to HD50, 80 cm 


NS 


530-1829 


External SCSI Cable, HD50 to DD-50SA, 1 .0M 


NS 


530-1836 


External SCSI Cable, HD50 to HD50, 2.0M 


NS 


530-1852 


External SCSI Cable, HD50 to HD50, 4.0M 




800-6219 


Desktop Storage Module Service Manual 




800-7236 


Desktop Storage Module Service Manual 



Volume 



DISK-17 



PARTS BREAKDOWN 



19/18/00 



Multi-Disk Pack 



547 569 570 

4 1 .05GB Disks 2 2.1GB Disks 4 2.1GB Disks 

5400 RPM 5400 RPM 5400 RPM 

738 739 5211 5212 

2 2.1GB Disks 4 2.1GB Disk 2 4.2GB Disks 4 4.2GB Disks 

7200 RPM 7200 RPM 5400 RPM 5400 RPM 




DISK-18 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



738 



Multi-Disk Pack 

547 569 

739 521 1 



570 



5212 



CODE 


PART # 


DESCRIPTION 


1 


540-2422 


Base Assembly 


2 


330-1214 


• Rubber Foot 


- 


260-3059 


• Sun Logo 


3 


530-1522 


Power Indicator LED Cable 


4 


300-1080 


60 Watt Power Supply 


5 


540-2424 


Fan Assembly 


- 


540-2466 


• Variable Speed Fan Assembly 


6 


540-1982 


Lockbox Assembly 


7 


540-2425 


Cover Assembly 


8 


540-xxxx 


Disk Drive Superstructure Assembly 


- 


340-2848 


• Disk Drive Bracket 


- 


340-2850 


• Superstructure 


9 


370-1546 


• 1 .05GB Disk Drive, Seagate ST11200N 


9 


370-1710 


• 1 .05GB Disk Drive, Seagate ST31 200N 


9 


370-1963 


• 1 .05GB Disk Drive, Conner CFP1080S 


9 


370-1709 


• 2.1GB 5400 RPM Disk, Seagate ST12400N 


9 


370-1929 


• 2.1GB 5400 RPM Disk, Conner CFP2105S 


9 


370-2070 


• 2.1GB 5400 RPM Disk, Seagate ST32430N 


9 


370-1957 


• 2.1GB 7200 RPM Disk, IBM DFHS-32160-S2F 


9 


370-2067 


• 2.1GB 7200 RPM Disk, Seagate ST32550N 


9 


370-2153 


• 4.2GB 5400 RPM Disk, Seagate ST15230N 


10 


530-2024 


DC Wire Harness 


11 


530-2025 


Internal SCSI Cable, 880 mm 


12 


340-2849 


Superstructure Mounting Plate 


NS 


150-1785 


Single-Ended Active Terminator, HD50 


NS 


530-1836 


External SCSI Cable, HD50 to HD50, 2.0M 


NS 


530-1852 


External SCSI Cable, HD50 to HD50, 4.0M 




801-3422 


Multi-Disk Pack Field Service Manual 




801-6119 


Multi-Disk Pack Installation and Service Guide 



Volume II 



DISK-19 



PARTS BREAKDOWN 



9/18/00 



SPARCstorage UniPack 

5101 5102 5151 5152 

1.05GB Disk 1.05GB Disk 2.1GB Disk 2.1GB Disk 

5400 RPM 5400 RPM 7200 RPM 7200 RPM 

68-68 Pin Cable 50-68 Pin Cable 68-68 Pin Cable 50-68 Pin Cable 




DISK-20 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstorage UniPack 

5101 5102 5151 5152 



CODE 


PART # 


DESCRIPTION 




cqc Q70Q 


Disk Drive Enclosure without Disk Drive FRU 






• 


disk urive tnciosure witnoui uisk unve 


1 


RAH 1QP.9 


• 


Lockbox 


o 
d. 


RAH 9£7°. 


• 


uisk urive uover AssemDiy 


Q 

o 


£4U- I OOU 


• 


Mo x o mm ocrew 


A 

4 


04U-£Oy4 


• 


Disk Drive rower buppiy Assemuiy 


0 


9AH 99Afi 




• M3 x 25 mm Screw (obsolete) 


c 
0 


9/1 H 99Q/1 
£4U-££y4 




• Mo x 2o mm ran-rieao ocrew 


b 


QTA i QQC 

of u- 1 yob 




• Fan 1 


-7 

/ 


con oi on 
oil 




• Disk Drive DO rower uaDie 


o 
O 


rriH 0700 




• Disk Drive bObi interlace uara 


Q 


^4U-1 4o4 




• M4 x 1 0 mm Screw 


1U 


d*\\J- 1 o/o 




• M4 Nut 


1 1 


300-1282 




• 30 Watt Power Supply 


12 


con OH oo 

530-21 oo 


• 


LED Cable 


13 


240-1 y2b 


• 


#4-40M/2-56F Jackscrew 


14 


540-2b/2 


• 


Base Assembly 


15 


540-2b/o 


1. 


05GB 5400 RPM Disk Drive Assembly 


15 


r/iA OCQ7 

540-2by / 


2. 


1GB 7200 RPM Disk Drive Assembly 


lb 


o40-o*l£*i 


• 


Mounting Bracket 




370-1 yb4 


• 


1 .05GB 5400 RPM Disk Drive, Conner 1 




3/0-1 yob 


• 


2.1GB 7200 RPM Disk, IBM (disqualified) 




370-2040 


• 


2.1GB 7200 RPM Disk, Seagate ST32550WC 




370-2365 


• 


2.1GB 7200 RPM Disk, Seagate ST32171WC j 




370-2366 


• 


2.1GB 7200 RPM Disk, Fujitsu M2952 




370-2808 


• 


2.1GB 7200 RPM Disk, Quantum VK22J05 


NS 


261-5678 


Sun Logo 


NS 


530-1884 


External SCSI Cable, HD68 to HD68, 80 cm 


NS 


530-2115 


External SCSI Cable, HD68 to HD50, 1 .2M 


NS 


530-2383 


External SCSI Cable, HD68 to HD68, 80 cm 




802-3229 


SPARCstorage UniPack Hard Drive Replacement 



1 Seagate 370-1753, Conner 370-1822, IBM 370-2072, and Quantum 
370-2168 Disk Drives were not qualified in the UniPack. 



Volume II 



DISK-21 



PARTS BREAKDOWN 



9/18/00 



SPARCstorage UniPack 

5203 5204 5209 5213 



4.2GB Disk 
5400 RPM 
68-68 Pin Cable 



4.2GB Disk 
5400 RPM 
50-68 Pin Cable 

5253 

9.1GB Disk 
7200 RPM 
68-68 Pin Cable 



4.2GB Disk 
7200 RPM 
68-68 Pin Cable 

5254 

9.1GB Disk 
7200 RPM 
50-68 Pin Cable 



4.2GB Disk 
7200 RPM 
50-68 Pin Cable 





DISK-22 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstorage UniPack 

5203 5204 5209 5213 

5253 5254 



CODE 


PART# 


DESCRIPTION 




595-3709 


Disk Drive Enclosure FRU without Disk Drive 




599-2045 


% 


Disk Drive Enclosure without Disk Drive 


1 


540-1982 




Lockbox 


2 


540-2673 




Disk Drive Cover Assembly 


3 


240-1530 




M3 x 6 mm Screw 

1 Vlw /\ w 1 1 1 1 1 1 Uvl vs V v 


4 


540-2694 




Di«?k Drive Power SuddIv Assemblv 


5 


240-2246 




• M3 x 25 mm Screw (obsolete) 


5 


240-2294 




« M*3 x PS mm Pan-Head Screw 

W 1 V 1 0 A C—\J 1 1 II 1 1 1 Oil 1 I IwHU \J\j\ vw 


6 


370-1986 




* Fan 

• rai i 


7 


530-2180 




• Dtek Drive DC Power Cable 


8 


501-2790 

VV 1 *— * V/ V/ 




* Diqk Drivp SCSI Interface Card 


9 


240-1434 




a M4. y 10 mm Qprpw 

V IVIH* A I U I I III I OOI CVV 


10 


240-1373 




a M4 Nut 

V IVI*T INUl 




300-1282 




a Watt Pnwpr ^unnlv 
v ou went i uvvoi ou|j|jiy 


12 


530-2183 


• 


1 FD Oahlp 


i \j 


240-1926 


# 


#4-40M/P-^fiF .lark^rrpw 


14 


540-2672 


# 




1 5 


540-2754 


A 


PGR *S400 RPM Disk Drive Assemblv 


15 


540-3033 


4. 


2GB 7200 RPM Disk Drive Assembly 


15 


540-3034 


9. 


1 GB 7200 RPM Disk Drive Assembly 


16 


340-3222 


• 


Mounting Bracket | 




370-2152 


• 


4.2GB 5400 RPM Disk, Seagate ST15230WC 




370-2286 


• 


4.2GB 5400 RPM Disk, Seagate ST15230WC 




370-2367 


• 


4.2GB 7200 RPM Disk, Seagate ST34371 WC 


_ 


370-2368 


• 


4.2GB 7200 RPM Disk, Fujitsu M2954 




370-2809 


• 


4.2GB 7200 RPM Disk, Quantum VK45J05 




370-2369 


• 


9.1GB 7200 RPM Disk, Seagate ST19171WC 




370-2370 


• 


9.1GB 7200 RPM Disk, Fujitsu M2949 


NS 


261-5678 


Sun Logo 


NS 


530-1884 


External SCSI Cable, HD68 to HD68, 80 cm 


NS 


530-2383 


External SCSI Cable, HD68 to HD68, 80 cm 


NS 


530-2115 


External SCSI Cable, HD68 to HD50, 1 .2M 




802-3229 


SPARCstorage UniPack Hard Drive Replacement 



Volume II 



DISK-23 



PARTS BREAKDOWN 



9/18/00 



SPARCstorage MultiPack 



5501 

2 4.2GB Disks 
5400 RPM 

5504 

2 9.1GB Disks 
7200 RPM 



5502 

4 4.2GB Disks 
5400 RPM 

5505 

4 9.1GB Disks 
7200 RPM 



5503 

6 4.2GB Disks 
5400 RPM 

5506 

6 9.1GB Disks 
7200 RPM 




DISK-24 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstorage MultiPack 





5501 


5502 5503 




5504 


5505 5506 


UUUb 


r An 1 # 


nCQPDIPTIOM 
UtoUnlr I IvJIN 


1 


oou- 1 yo/ 


OlUc VjUVci 


Q 


oou- 1 you 


lop oover 


q 
o 


^40-97Qft 


Frnnt Pn\/or AccomhK/ 
i lUlll VyUvcfi nooci MUiy 


4 


^10-9771 


olldoolo MooclilUly 


0 


04 yj-c. 1 40 


opacer Rbsemuiy 


D 


04U-*iO 1 0 


A 9<^R RAOC\ PPM Hick nriwo Accomhlw 
4.^vjlD Q4UU rlrlVI L/lbl\ UIIVc? MboclllUly 




oaci 9000 

£4U-^UoU 


_ .uft qo v q/-lft" Trirv Qr>ro\A/ 

• ifK>-oc. x o/ id lorx ocrew 




qqn iqri 
oou-i yoi 


a Di/^il^i+ ^ /I ■ m+inn Doll 

• rugni oioe iviouniing nan 




qqn 1QR9 


a 1 oft QiHo 1— linnoH Mm intin/'i Rail 

• mil oiufc? mnyeu iviuuiiLiiiy ndii 




/ 370-99£fi 


* A 9d& Hick Rrix/P ^ponatp ^P^DWP 

• L/lbft. LMIVt?, OtZdydlU OI 1 JtOuVVVu» 


ft 
D 


c/in-QQm 
O'fU tvJO 1 


Q 1 f^R 7900 RPM Dick Hriv/p AccomhK/ 
C7. I VJID / c.\J\J rii IVI L/lorV Ul I Vfc; nbbcl I lUly 




*i4U-^:0U4 


_ #ft QO v q/"i ft" Tnrv QrroiAi 

• #o-o*i x o/iD lorx ocrew 




Q7n oqftQ 
o/ u-^ooy 


• c7. i Latj uisk unve, oeagaie oi i y i / 1 vv o 




RAC\ q09^ 
04U _ 0U^0 


a 1 ft" Qm irl lUlnuntinn Rrar»kot 

• i .o opuu iviuuiuiny Pidui\ei 


7 
f 


R/in Q7Q7 


DdSe MssemDiy 


Q 




uoor MssemDiy 


Q 


Qnn 1 oqq 
OUU-1 <ioo 


i oo vvdii rower oiippiy 


Q 


qnn 1 qqn 

OUU I oou 


1 ftR Watt Pnw/or mnl\/ 
I OO VVdll rUWcl OUppiy 


10 


540-2792 


Rear Cover Assembly 


11 


540-2789 


Lockbox 


1 £ 


OAC\ OOQQ 


Mo x o in m ocrew 


1 o 


oac\ oi on 

dH\J~dl OU 


#4-4u jacK ocrew 


i A 
14 


cni OQ71 
OUT -^:o/ 1 


o-oioi DacKpiane 


I O 


d^Kj-ddod 


Mo X 14 Mini OCreW 


I NO 




ForppH Pprfppt Tprminatnr HDRft 


NS 


330-1966 


Key 


NS 


530-1884 


External SCSI Cable, HD68 to HD68, 80 cm 


NS 


540-2750 


Cover Kit/FRU with Front, Top, Side, and Door 




802-4430 


SPARCstorage MultiPack Service Manual 




805-1667 


SPARCstorage MultiPack Service Manual 



Volume II 



DISK-25 



PARTS BREAKDOWN 



9/18/00 



SPARCstorage MultiPack 

5511 5512 5513 

2 2.1GB Disks 4 2.1GB Disks 6 2.1GB Disks 

7200 RPM 7200 RPM 7200 RPM 

5514 5515 5516 

2 4.2GB Disks 4 4.2GB Disks 6 4.2GB Disks 

7200 RPM 7200 RPM 7200 RPM 




DISK-26 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstorage MultiPack 







5512 5513 




5514 


5515 5516 


CODE 


PART # 


DESCRIPTION 


1 


330-1957 


Side Cover 


2 


330-1956 


Top Cover 


3 


540-2772 


Front Cover Assembly 


4 


540-3397 


Chassis Assembly (replaced 540-2771 ) I 


5 


540-3400 


Spacer Assembly (replaced 540-2748) 


6 


540-2730 


2.1GB 7200 RPM Disk Drive Assembly/FRU 




370-2040 


• 2.1GB Disk Drive, Seagate ST32550WC 




370-1956 


• 2.1GB Disk Drive, IBM DFHS-32160 (disqualified) 


6 


540-2936 


2.1GB 7200 RPM Disk Drive Assembly/FRU 




370-2808 


• 2.1GB Disk Drive, Quantum VK22J05 




370-2365 


• 2.1GB Disk Drive, Seagate ST32171WC 


6 


540-2938 


4.2GB 7200 RPM Disk Drive Assembly/FRU 




370-2367 


• 4.2GB Disk Drive, Seagate ST34371 WC 




370-2809 


• 4.2GB Disk Drive, Quantum VK45J05 




370-3403 


• 4.2GB Disk Drive, IBM DDRS-34560 




370-341 2 


• 4.2GB Disk Drive, Fujitsu MAB3045SC 


7 


540-2787 


Base Assembly 


8 


540-2751 


Door Assembly 


9 


300-1283 


185 Watt Power Supply 


9 


300-1330 


185 Watt Power Supply 


10 


540-2792 


Rear Cover Assembly 


11 


540-2789 


Lockbox 


12 


240-2283 


M3 x 8 mm Screw 


13 


240-2180 


#4-40 Jack Screw 


14 


501-2899 


1 2-Slot Backplane 


15 


240-2282 


M3 x 14 mm Screw 


NS 


150-2267 


Forced Perfect Terminator, HD68 


NS 


330-1966 


Key 


NS 


530-1884 


External SCSI Cable, HD68 to HD68, 80 cm 


NS 


540-2749 


Cover Kit/FRU with Front, Top, Side, and Door 




802-4430 


SPARCstorage MultiPack Service Manual 




805-1667 


SPARCstorage MultiPack Service Manual 



Volume 



II 



DISK-27 



PARTS BREAKDOWN 



9/18/00 



SPARCstorage MultiPack 2 



6527 

2 9.1GB Disks 
7200 RPM 



6528 

4 9.1GB Disks 
7200 RPM 



6529 

6 9.1GB Disks 
7200 RPM 




DISK-28 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstorage MultiPack 2 

6527 6528 6529 



CODE 


PART # 


DESCRIPTION 


1 


330-1957 


Side Cover 


2 


330-1956 


Top Cover 


3 


540-2798 


Front Cover Assembly 


4 


540-3397 


Chassis Assembly 


5 


540-3399 


Spacer Assembly 


6 


540-2951 


9.1GB 7200 RPM Disk Drive Assembly 


_ 


240-2304 


• #6-32 x 3/1 6" Torx Screw 


_ 


370-2369 


• 9.1GB Disk Drive, Seagate ST19171WC 


_ 


540-3025 


• 1 .6" Spud Mounting Bracket 


7 


540-3398 


Base Assembly with UltraSCSI Silkscreen 


8 


540-3401 


Door Assembly with UltraSCSI Silkscreen 


9 


300-1283 


185 Watt Power Supply 


9 


300-1330 


185 Watt Power Supply 


10 


540-2788 


Rear Cover Assembly 


11 


540-2789 


Lockbox 


12 


240-2283 


M3 x 8 mm Screw 


13 


240-2180 


#4-40 Jack Screw 


14 


501-4747 


6-Slot Ultra SCSI Backplane 


15 


240-2282 


M3 x 14 mm Screw 


NS 


150-2267 


Forced Perfect Terminator, HD68 


NS 


330-1966 


Key 


NS 


530-2383 


External SCSI Cable, HD68 to HD68, 80 cm 


NS 


540-3423 


Cover Kit/FRU with Front, Top, Side, and Door 




805-1667 


SPARCstorage MultiPack Service Manual 



Volume II 



DISK-29 



PARTS BREAKDOWN 



9/18/00 



StorEdge UniPack 

DSK010A-4G 

4.2GB Disk 
7200 RPM 




DISK-30 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



StorEdge UniPack 

DSK010A-4G 



CODE 


PART# 


DESCRIPTION 


_ 


599-2225 


4.2GB 7200 RPM Disk StorEdge UniPack 


_ 


595-4726 


Disk Drive Enclosure FRU without Disk Drive 


_ 


599-2237 


• 


Disk Drive Enclosure without Disk Drive 


1 


540-1982 


• 


Lockbox 


2 


540-3731 


• 


Disk Drive Cover Assembly 


3 


240-1530 


• 


M3 x 6 mm Screw 


4 


540-3732 


• 


Disk Drive Power Supply Assembly 


5 


240-2246 




• M3 x 25 mm Screw (obsolete) 


5 


240-2294 




• M3 x 25 mm Pan-Head Screw 


6 


370-1986 




• Fan 


7 


530-2180 




• Disk Drive DC Power Cable 


8 


501-4823 




• Disk Drive Ultra SCSI Interface Card 


9 


240-1434 




• M4 x 1 0 mm Screw 


10 


240-1373 




• M4 Nut 


11 


300-1282 




• 30 Watt Power Supply 


12 


530-2183 


• 


LED Cable 


13 


240-1926 


• 


#4-40M/2-56F Jackscrew 


14 


540-3730 


• 


Base Assembly 


15 


540-3729 


4.2GB 7200 RPM Disk Drive Assembly 


16 


340-3222 


• 


Mounting Bracket 


NS 


240-1141 


• 


#6-32 x 1/4" Screw 




370-3403 


• 


4.2GB Disk, IBM DDRS-34560 (removed by wo_i 2576) 




370-3412 


• 


4.2GB Disk Drive, Fujitsu MAB3045SC 


NS 


261-5678 


Sun Logo 


NS 


530-2383 


External SCSI Cable, HD68 to HD68, 80 cm 




802-3229 


SPARCstorage UniPack Hard Drive Replacement 



Volume II 



DISK-31 



PARTS BREAKDOWN 



9/18/00 



StorEdge UniPack 

DSK010A-9G DSK010C-9G 

9.1GB Disk 9.1GB Disk 

7200 RPM 10000 RPM 




DISK-32 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



StorEdge UniPack 

DSK010A-9G DSK010C-9G 



CODE 


PART* 


DESCRIPTION 




599-2229 


9.1 bo 7^UU KrM DISK otorbuge uniracK 




599-2325 


9.1GB 1U00U KrM Disk btorbage uniracK 




r- r\r- a —jrsf^ 

595-4726 


Disk Drive Enclosure FRU without Disk Drive 


- 


599-2237 


• Disk Drive Enclosure without Disk Drive 


1 


540-1982 


• Lockbox 


2 


540-3731 


• Disk Drive Cover Assembly 


3 


240-1530 


• M3 x 6 mm Screw 


4 


540-3732 


• Disk Drive Power Supply Assembly 


5 


240-2246 


• M3 x 25 mm Screw (obsolete) 


5 


240-2294 


• M3 x 25 mm Pan-Head Screw 


6 


370-1986 


• Fan 


7 


530-2180 


• Disk Drive DC Power Cable 


8 


501-4823 


• Disk Drive Ultra SCSI Interface Card 


9 


240-1434 


• M4 x 1 0 mm Screw 


10 


240-1373 


• M4 Nut 


11 


300-1282 


• 30 Watt Power Supply 


12 


530-2183 


• LED Cable 


13 


240-1926 


# #4-40M/2-56F Jackscrew 


14 


540-3730 


• Base Assembly 


15 


540-3734 


9.1GB 7200 RPM Disk Drive Assembly 


16 


340-3222 


• Mounting Bracket 


■ 


370-3404 


• 9.1GB DlSk, IBM DDRS-391 JO (removed by WO_1 2576) 




370-3413 


• 9.1GB Disk Drive, Fujitsu MAbJUyibu 




370-3595 


• 9.1GB Disk Drive, Seagate bioyi mWU 




390-0004 


• 9.1GB Disk Drive, Fujitsu MAE3091LC 




390-0005 


• 9.1GB Disk Drive, hujitsu MAuouy ilu 




390-0007 


• 9.1GB Disk Drive, IBM DNES-309170 


15 


540-4304 


9.1GB 10000 RPM Disk Drive Assembly 


16 


340-3222 


• Mounting Bracket 




390-0009 


• 9.1GB Disk, Seagate ST39103LC 


NS 


261-5678 


Sun Logo 


NS 


530-2383 


External SCSI Cable, HD68 to HD68, 80 cm 




802-3229 


SPARCstorage UniPack Hard Drive Replacement 


Volume II 


DISK-33 



PARTS BREAKDOWN 



9/18/00 




DISK-34 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



StorEdge UniPack 

DSK010A-18G DSK010C-18G DSK010C-36G 



CODE 


PART* 


DESCRIPTION 




599-2230 


18.2GB 7200 RPM Disk UniPack 




599-2326 


18.2GB 10000 RPM Disk UniPack 




599-2433 


36.4GB 10000 RPM Disk UniPack 




595-4726 


Disk Drive Enclosure FRU without Disk Drive 


~ 


599-2237 


• Disk Drive Enclosure without Disk Drive 


1 


540-1982 


• Lockbox 


2 


540-3731 


• Disk Drive Cover Assembly 


3 


240-1530 


• M3 x 6 mm Screw 


4 


540-3732 


• Disk Drive Power Supply Assembly 


5 


240-2246 


• M3 x 25 mm Screw (obsolete) 


5 


240-2294 


• M3 x 25 mm Pan-Head Screw ; 


6 


370-1986 


• Fan 


7 


530-2180 


• Disk Drive DC Power Cable 


8 


501-4823 


• Disk Drive Ultra SCSI Interface Card j 


9 


240-1434 


• M4 x 1 0 mm Screw 


10 


240-1373 


• M4 Nut 


11 


300-1282 


• 30 Watt Power Supply 


12 


530-2183 


• LED Cable 


13 


240-1926 


• #4-40M/2-56F Jackscrew 


14 


540-3730 


• Base Assembly 


15 


/*-\ — y r\ r\ A A A 

370-3414 


18.2GB 7200 RPM Disk, rUJltSU MAAJ lo^bU 


15 


370-3596 


18.2GB 7200 RPM Disk, Seagate ST118273LC 


15 


390-0002 


18.2GB 10000 RPM Disk, Seagate ST318203LC 


I 0 


can nn*3ft 
oyu-uuoo 




15 


390-0060 


18.2GB 10000 RPM Disk, Fujitsu MAJ3182M 


15 


390-0050 


36.4GB 10000 RPM Disk, Seagate ST336704LC 


15 


390-0059 


36.4GB 10000 RPM Disk, Fujitsu MAJ3364M 


16 


340-3222 


Mounting Bracket 


NS 


261-5678 


Sun Logo 


NS 


530-2383 


External SCSI Cable, HD68 to HD68, 80 cm 




802-3229 


SPARCstorage UniPack Hard Drive Replacement 



Volume 



II 



DISK-35 



PARTS BREAKDOWN 



9/18/00 



StorEdge MultiPack 

DSK020A-8G DSK040A-16G DSK060A-25G 

2 4.2GB Disks 4 4.2GB Disks 6 4.2GB Disks 

7200 RPM 7200 RPM 7200 RPM 




DISK-36 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



StorEdge MultiPack 

DSK020A-8G DSK040A-16G DSK060A-25G 



CODE 


PART* 


DESCRIPTION 


1 


330-1957 


Side Cover 


2 


330-1956 


Top Cover 


3 


540-2798 


Front Cover Assembly 


4 


540-3397 


Chassis Assembly 




540-3399 


Spacer Assembly 


6 


540-2938 


4.2GB 7200 RPM Disk Drive Assembly 


- 


240-2304 


• #6-32 x 3/1 6" Torx Screw 


- 


370-2367 


• 4.2GB Disk Drive, Seagate ST34371WC 


- 


370-2809 


• 4.2GB Disk Drive, Quantum VK45J05 


- 


370-3403 


• 4.2GB Disk Drive, IBM DDRS-34560 


- 


370-3412 


• 4.2GB Disk Drive, Fujitsu MAB3045SC 


- 


540-3024 


• 1" Spud Mounting Bracket 


7 


540-3398 


Base Assembly with UltraSCSI Silkscreen 


p 
o 


RAO r \AC\'\ 
D £ t\J-0 £ ¥\J I 


L/UUl MbofcyflllJiy Willi UlllaoOOl OlllXbUlocil 


9 


300-1330 


185 Watt Power Supply 


10 


540-2788 


Rear Cover Assembly 


11 


540-2789 


Lockbox 


12 


240-2283 


M3 x 8 mm Screw 


13 


240-2180 


#4-40 Jack Screw 


14 


501-4747 


6-Slot Ultra SCSI Backplane 


15 


240-2282 


M3 x 14 mm Screw 


NS 


150-2267 


Forced Perfect Terminator, HD68 


NS 


330-1966 


Key 


NS 


530-2383 


External SCSI Cable, HD68 to HD68, 80 cm 


NS 


540-3423 


Cover Kit/FRU with Front, Top, Side, and Door 




805-1667 


SPARCstorage MultiPack Service Manual 



Volume II 



DISK-37 



PARTS BREAKDOWN 



9/18/00 



StorEdge MultiPack 



DSK020A-18G DSK040A-36G DSK060A-54G 

2 9.1GB Disks 4 9.1GB Disks 6 9.1GB Disks 

7200 RPM 7200 RPM 7200 RP 

DSK020C-18G DSK040C-36G DSK060C-54G 

2 9.1GB Disks 4 9.1GB Disks 6 9.1GB Disks 

10000 RPM 10000 RPM 10000 RPM 




DISK-38 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



StorEdge MultiPack 

DSK020A-18G DSK040A-36G DSK060A-54G 
DSK020C-18G DSK040C-36G DSK060C-54G 



CODE 


PART # 


DESCRIPTION 


1 


330-1957 


Side Cover 


2 


330-1956 


Top Cover 


3 


540-2798 


Front Cover Assembly 


4 


540-3397 


Chassis Assembly 


5 


540-3399 


Spacer Assembly ! 


6 


540-2951 


9.1GB 7200 RPM Disk Drive Assembly/FRU | 


- 


370-2369 


• 9.1GB Disk Drive, Seagate ST19171WC 


6 


540-3704 


9.1GB 7200 RPM Disk Drive Assembly/FRU 


- 


370-3404 


• 9.1GB Disk Drive, IBM DDRS-39130 


- 


370-3413 


• 9.1GB Disk Drive, Fujitsu MAB3091SC 


- 


370-3595 


• 9.1GB Disk Drive, Seagate ST39173WC 


- 


390-0004 


• 9.1GB Disk Drive, Fujitsu MAE3091LC 


6 


540-3881 


9.1GB 10000 RPM Disk Drive Assembly/FRU 


- 


370-3649 


• 9.1GB Disk Drive, Seagate ST39102LC 




390-0005 


• 9.1GB Disk Drive, Fujitsu MAG3091LC 


7 


540-3398 


Base Assembly with UltraSCSI Silkscreen 


8 


540-3401 


Door Assembly with UltraSCSI Silkscreen 


9 


300-1330 


185 Watt Power Supply 


10 


540-2788 


Rear Cover Assembly 


11 


540-2789 


Lockbox 


12 


240-2283 


M3 x 8 mm Screw 


13 


240-2180 


#4-40 Jack Screw 


14 


501-4747 


6-Slot Ultra SCSI Backplane 


15 


240-2282 


M3 x 14 mm Screw 


NS 


150-2267 


Forced Perfect Terminator, HD68 


NS 


330-1966 


Key 


NS 


530-2383 


External SCSI Cable, HD68 to HD68, 80 cm 


NS 


540-3423 


Cover Kit/FRU with Front, Top, Side, and Door 




805-1667 


SPARCstorage MultiPack Service Manual 



Volume II 



DISK-39 



PARTS BREAKDOWN 



9/18/00 



StorEdge MultiPack 



DSK020A-36G DSK040A-72G DSK060A-109G 

2 1 8.2GB Disks 4 1 8.2GB Disks 6 1 8.2GB Disks 

7200 RPM 7200 RPM 7200 RPM 

DSK020C-36G DSK040C-72G DSK060C-109G 

2 1 8.2GB Disks 4 1 8.2GB Disks 6 1 8.2GB Disks 

10000 RPM 10000 RPM 10000 RPM 

DSK020C-72G DSK040C-144G DSK060C-218G 

2 36.4GB Disks 4 36.4GB Disks 6 36.4GB Disks 

1 0000 RPM 1 0000 RPM 1 0000 RPM 




DISK-40 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



StorEdge MultiPack 

DSK020A-36G DSK040A-72G DSK060A-109G 
DSK020C-36G DSK040C-72G DSK060C-109G 
DSK020C-72G DSK040C-144G DSK060C-218G 



CODE 


PART # 


DESCRIPTION 


1 


330-1957 


Side Cover 


2 


330-1956 


Top Cover 


3 


540-2798 


Front Cover Assembly 


4 


540-3397 


Chassis Assembly 


5 


540-3399 


Spacer Assembly 


6 


540-3719 


18.2GB 7200 RPM Disk Drive Assembly/FRU 




540-3025 


• 1.6" Spud Mounting Bracket 


6 


540-41 77 


1 8.2GB 1 0000 RPM Disk Drive Assembly/FRU 




540-3024 


• 1" Spud Mounting Bracket 


6 


540-4521 


36.4GB 10000 RPM Disk Drive Assembly/FRU 




540-3024 


• 1" Spud Mounting Bracket 


7 


540-3398 


Base Assembly with UltraSCSI Silkscreen 


8 


540-3401 


Door Assembly with UltraSCSI Silkscreen 


9 


300-1330 


185 Watt Power Supply 


10 


540-2788 


Rear Cover Assembly 


11 


540-2789 


Lockbox 


12 


240-2283 


M3 x 8 mm Screw 


13 


240-2180 


#4-40 Jack Screw 


14 


501-4747 


6-Slot Ultra SCSI Backplane 


15 


240-2282 


M3 x 14 mm Screw 


NS 


150-2267 


Forced Perfect Terminator, HD68 


NS 


330-1966 


Key 


NS 


530-2383 


External SCSI Cable, HD68 to HD68, 80 cm 


NS 


540-3423 


Cover Kit/FRU with Front, Top, Side, and Door 




805-1667 


SPARCstorage MultiPack Service Manual 



Volume II 



DISK-41 



This page intentionally left blank. 



PARTS BREAKDOWN 
DISK ARRAY 



9/18/00 



PARTS BREAKDOWN 



Disk Array 



SPARCstorage Array Model 101 4 

SPARCstorage Array Model 1 02 6 

SPARCstorage Array Model 112 8 

SPARCstorage Array Model 114 12 

SPARCstorage Array Model 200 14 

SPARCstorage Array Model 210 16 

SPARCstorage Array Model 214 RSM 

7-Slot Disk Array 18 

Rack Mounted Disk Array with SSA Model 210 20 

SPARCstorage Array Model 219 RSM 

7- Slot Disk Array 22 

Rack Mounted Disk Array with SSA Model 21 0 24 

RSM Array 2000 StorEdge A3000 

Array Controller 26 

Rack Mounted Array Controller with RSM 214/219 28 

StorEdge A1000 

8- Slot Disk Array 30 

12-Slot Disk Array 32 

StorEdge D1000 

8-Slot Disk Array 38 

12-Slot Disk Array 40 

StorEdge A3500 

Array Controller 46 

StorEdge A3500-Light 

Array Controller with D1 000 Disk Array 48 

StorEdge A3500 



Rack Mounted Array Controller with D1 000 Disk Array .... 50 



Field Engineer Handbook - Volume II 



PARTS BREAKDOWN 9/18/00 



Disk Array - Continued 



StorEdge A3500FC 

Array Controller 56 

Rack Mounted Array Controller with D1 000 Disk Array .... 58 

Enterprise Network Array A5000 StorEdge A5000 

14-Slot Disk Array 62 

56-inch Rack Mounted Disk Array 64 

72-inch Rack Mounted Disk Array 66 

StorEdge A5100 

14-Slot Disk Array 68 

72-inch Rack Mounted Disk Array 70 

StorEdge A5200 

22-Slot Disk Array 72 

72-inch Rack Mounted Disk Array 74 

Gateway SP30 SP40 76 

StorEdge A7000 78 

StorEdge T3 

9-Slot Disk Array 82 

72-inch Rack Mounted Disk Array 84 



ARRAY-2 



Field Engineer Handbook 



9/18/00 PARTS BREAKDOWN 
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Volume II 



ARRAY-3 



PARTS BREAKDOWN 9/1 8/00 

SPARCstorage Array Model 101 

651 652 

1.05GB Disk 6 1.05GB Disks 

5400 RPM 5400 RPM 

w/o SSA Tray w/o SSA Tray 

653 654 655 

SSA 101 Array SSA 101 Array SSA 101 Array 

6 1 .05GB Disks 1 8 1 .05GB Disks 30 1 .05GB Disks 

5400 RPM 5400 RPM 5400 RPM 




ARRAY-4 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstorage Array Model 101 

651 652 653 654 655 



CODE 


PART # 


DESCRIPTION 


NS 


540-2406 


Chassis Assembly 


1 


330-1469 


• Top and Bottom Cover 


2 


330-1470 


• Side Cover (obsolete) 


2 


330-1869 


• Side Cover 


3 


330-1589 


• Cover Plug 


NS 


330-1590 


• Foot 


4 


501-2029 


• Backplane 


5 


540-2245 


• Drive Tray Assembly/FRU 


6 


501-2010 


• Drive Tray Backplane 


NS 


540-2248 


• Chassis Subassembly 


NS 


340-2670 


• Chassis 


7 


540-2465 


• Power Supply Assembly/FRU 


- 


300-1098 


• 440 Watt Power Supply 


8 


540-2573 


• Fan Tray Assembly/FRU 


- 


370-1801 


• 120 x 38 mm Fan, 100CFM (obsolete) 


- 


370-1885 


• 120 x 38 mm Fan, 100CFM 


- 


260-6233 


Sun Logo 


- 


260-6604 


SPARCstorage Array Nameplate 


9 


501-2552 


Configured Array Controller 


- 


501-2080 


• Array Controller (40MHz microSPARC II) 


- 


501-2028 


• Battery Module (obsolete) 


- 


501-2857 


• Battery Module 


- 


370-1426 


• Fibre Channel Optical Module 


10 


540-2382 


Front Bezel Assembly 


11 


540-2568 


1 .05GB Disk Drive FRU 




240-2080 


• #6-32 x 3/16 Button Screw, Torx 




370-1822 


• 1 .05GB Disk Drive, Conner CFP1 060E 




370-1964 


• 1 .05GB Disk Drive, Conner CFP1 080E 




540-2412 


• Conner Disk Drive Mounting Bracket 




370-1753 


• 1 .05GB Disk Drive, Seagate ST31 200WC 




540-2413 


• Seagate Disk Drive Mounting Bracket 


NS 


537-1004 


Fibre Optical Cable, 2M 


NS 


537-1006 


Fibre Optical Cable, 15M 



Volume II 



ARRAY-5 



PARTS BREAKDOWN 9/1 8/00 

SPARCstorage Array Model 1 02 

765 766 

2.1GB Disk 6 2.1GB Disks 

7200 RPM 7200 RPM 

w/o SSA Tray w/o SSA Tray 

768 769 770 

SSA 1 02 Array SSA 1 02 Array SSA 1 02 Array 

6 2.1GB Disks 18 2.1GB Disks 30 2.1GB Disks 

7200 RPM 7200 RPM 7200 RPM 




ARRAY-6 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstorage Array Model 102 

765 766 768 769 770 



CODE 


PART # 


DESCRIPTION 


NS 


540-2406 


Chassis Assembly 


1 


330-1469 


• Top and Bottom Cover, Light Grey 


2 


330-1869 


• Side Cover, Light Grey ! 


3 


330-1589 


• Cover Plug, Light Grey 


NS 


330-1590 


• Foot \ 


4 


501-2029 


• Backplane 


5 


540-2245 


• Drive Tray Assembly/FRU, Light Grey 


6 


501-2010 


• Drive Tray Backplane 


NS 


540-2248 


• Chassis Subassembly 


NS 


340-2670 


• Chassis 


7 


540-2465 


• Power Supply Assembly/FRU, Light Grey 


- 


300-1098 


• 440 Watt Power Supply 


8 


540-2573 


• Fan Tray Assembly/FRU, Light Grey 


- 


370-1885 


• 1 20 x 38 mm Fan, 1 00CFM 


- 


260-6233 


Sun Logo 


- 


260-6604 


SPARCstorage Array Nameplate 


9 


501-2552 


Configured Array Controller, Light Grey 


- 


501-2080 


• Array Ctlr, Light Grey (40MHz microSPARC II) 


- 


501-2857 


• Battery Module 


- 


370-1426 


• Fibre Channel Optical Module 


10 


540-2382 


Front Bezel Assembly, Light Grey 


11 


540-2706 


2.1GB Disk Drive FRU 




240-2080 


• #6-32 x 3/1 6 Button Screw, Torx 




370-1956 


• 2.1 GB Disk Drive, IBM DFHS-321 60 (disqualified) 




370-2040 


• 2.1GB Disk Drive, Seagate ST32550WC 




370-2365 


• 2.1GB Disk Drive, Seagate ST321 71 WC 




370-2808 


• 2.1GB Disk Drive, Quantum VK22J05 




540-2413 


• Disk Drive Mounting Bracket 


NS 


537-1004 


Fibre Optical Cable, 2M 


NS 


537-1006 


Fibre Optical Cable, 15M 



Volume 



ARRAY-7 



PARTS BREAKDOWN 9/1 8/00 

SPARCstorage Array Model 112 

765 766 

2.1GB Disk 6 2.1GB Disks 

7200 RPM 7200 RPM 

w/o SSA Tray w/o SSA Tray 

790 791 792 

SSA 1 1 2 Array SSA 1 1 2 Array SSA 1 1 2 Array 

6 2.1GB Disks 18 2.1GB Disks 30 2.1GB Disks 

7200 RPM 7200 RPM 7200 RPM 




ARRAY-8 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstorage Array Model 112 

765 766 790 791 792 



CODE 


PART# 


DESCRIPTION 


NS 


540-2406 


Chassis Assembly 


1 


330-1469 


• Top and Bottom Cover, Light Grey 


2 


330-1869 


• Side Cover, Light Grey 


3 


330-1589 


• Cover Plug, Light Grey 


NS 


330-1590 


• Foot 


4 


501-2029 


• Backplane 


5 


540-2245 


• Drive Tray Assembly/FRU, Light Grey 


6 


501-2010 


• Drive Tray Backplane 


NS 


540-2248 


• Chassis Subassembly 


NS 


340-2670 


• Chassis 


7 


540-2465 


• Power Supply Assembly/FRU, Light Grey 


- 


300-1098 


• 440 Watt Power Supply 


8 


540-2573 


• Fan Tray Assembly/FRU, Light Grey 


- 


370-1885 


• 1 20 x 38 mm Fan, 1 00CFM 


- 


260-6233 


Sun Logo 


- 


260-6604 


SPARCstorage Array Nameplate 


9 


501-2982 


Configured Array Controller, Light Grey 


- 


501-2872 


• Array Ctlr, Light Grey (1 10MHz microSPARC II) 


- 


501-2857 


• Battery Module 


- 


370-1426 


• Fibre Channel Optical Module 


10 


540-2382 


Front Bezel Assembly, Light Grey 


11 


540-2706 


2.1GB Disk Drive FRU 




240-2080 


• #6-32 x 3/16 Button Screw, Torx 




370-1956 


• 2.1GB Disk Drive, IBM DFHS-321 60 (disqualified) 




370-2040 


• 2.1GB Disk Drive, Seagate ST32550WC 




370-2365 


• 2.1GB Disk Drive, Seagate ST32171WC 




370-2808 


• 2.1GB Disk Drive, Quantum VK22J05 




540-2413 


• Disk Drive Mounting Bracket 


NS 


537-1004 


Fibre Optical Cable, 2M 


NS 


537-1006 


Fibre Optical Cable, 15M 



Volume II 



ARRAY-9 



PARTS BREAKDOWN 9 /-| 8/0 o 

SPARCstorage Array Model 112 

765 766 

2.1GB Disk 6 2.1GB Disks 

7200 RPM 7200 RPM 

w/o SSA Tray w/o SSA Tray 

6590 6591 6592 

SSA 1 1 2 Array SSA 1 1 2 Array SSA 1 1 2 Array 

6 2.1GB Disks 18 2.1GB Disks 30 2.1GB Disks 

7200 RPM 7200 RPM 7200 RPM 




ARRAY- 10 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstorage Array Model 112 

765 766 6590 6591 6592 



CODE 


PART# 


DESCRIPTION 


NS 


540-2985 


Chassis Assembly without Covers, Medium Grey 


NS 


540-2977 


Chassis Assembly with Covers, Medium Grey 


1 


330-2078 


• Top and Bottom Cover, Medium Grey 


2 


330-2079 


• Side Cover, Medium Grey 


3 


330-1999 


• Cover Plug, Medium Grey 


NS 


330-2000 


• Foot 


4 


501-2029 


• Backplane 


5 


540-2982 


• Drive Tray Assembly/FRU, Medium Grey 


6 


501-2010 


• Drive Tray Backplane 


NS 


540-2979 


• Chassis Subassembly 


NS 


340-2670 


• Chassis 


7 


540-2981 


• Power Supply Assembly/FRU, Medium Grey 


- 


300-1098 


• 440 Watt Power Supply 


8 


540-2980 


• Fan Tray Assembly/FRU, Medium Grey 


- 


370-1885 


• 120x38 mm Fan, 100CFM 


- 


260-6233 


Sun Logo 


- 


260-6604 


SPARCstorage Array Nameplate 


9 


501-4272 


Configured Array Controller, Medium Grey 


- 


501-4271 


• Array Ctlr, Medium Grey (1 1 0MHz microSPARC II) 


- 


501-2857 


• Battery Module 


- 


370-1426 


• Fibre Channel Optical Module 


10 


540-2978 


Front Bezel Assembly, Medium Grey 


11 


540-2706 


2.1GB Disk Drive FRU 




240-2080 


• #6-32 x 3/16 Button Screw, Torx ! 




370-1956 


• 2.1GB Disk Drive, IBM DFHS-321 60 (disqualified) 




370-2040 


• 2.1GB Disk Drive, Seagate ST32550WC 




370-2365 


• 2.1GB Disk Drive, Seagate ST32171WC 




370-2808 


• 2.1GB Disk Drive, Quantum VK22J05 




540-2413 


• Disk Drive Mounting Bracket 


NS 


537-1004 


Fibre Optical Cable, 2M 


NS 


537-1006 


Fibre Optical Cable, 15M 



Volume II 



ARRAY-1 1 



PARTS BREAKDOWN 9/1 8/00 

SPARCstorage Array Model 114 

5206 5207 

4.2GB Disk 6 4.2GB Disks 

7200 RPM 7200 RPM 

w/o SSA Tray w/o SSA Tray 

6517 6518 6519 

SSA 1 1 4 Array SSA 1 1 4 Array SSA 1 1 4 Array 

6 4.2G Disks 1 8 4.2GB Disks 30 4.2GB Disks 

7200 RPM 7200 RPM 7200 RPM 




ARRAY-12 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstorage Array Model 114 

5206 5207 6517 6518 6519 



CODE 


PART# 


DESCRIPTION 


NS 


540-2985 


Chassis Assembly without Covers, Medium Grey 


NS 


540-2977 


Chassis Assembly with Covers, Medium Grey 


1 


330-2078 


• 


Top and Bottom Cover, Medium Grey 


2 


330-2079 


• 


Side Cover, Medium Grey 


3 


330-1999 


• 


Cover Plug, Medium Grey 


NS 


330-2000 


• 


Foot 


4 


501-2029 


• 


Backplane 


5 


540-2982 


• 


Drive Tray Assembly/FRU, Medium Grey 


6 


501-2010 




• Drive Tray Backplane 


NS 


540-2979 


• 


Chassis Subassembly 


NS 


340-2670 




• Chassis 


7 


540-2981 


• 


Power Supply Assembly/FRU, Medium Grey 


- 


300-1098 




• 440 Watt Power Supply 


8 


540-2980 


• 


Fan Tray Assembly/FRU, Medium Grey 


- 


370-1885 




• 120x38 mm Fan, 100CFM 


- 


260-6233 


Sun Logo 


- 


260-6604 


SPARCstorage Array Nameplate 


9 


501-4272 


Configured Array Controller, Medium Grey 


- 


501-4271 


• 


Array Ctlr, Medium Grey (1 10MHz microSPARC II) 


- 


501-2857 


• 


Battery Module 


- 


370-1426 


• 


Fibre Channel Optical Module 


10 


540-2978 


Front Bezel Assembly, Medium Grey 


11 


540-2937 


4.2GB Disk Drive FRU 




240-2304 


• 


#6-32 x 3/16 Button Screw, Torx 




370-2367 


• 


4.2GB Disk Drive, Seagate ST34371WC 




370-2809 


• 


4.2GB Disk Drive, Quantum VK45J05 




370-3403 


• 


4.2GB Disk Drive, IBM DDRS-34560 




540-2764 


• 


Disk Drive Mounting Bracket 


NS 


537-1004 


Fibre Optical Cable, 2M 


NS 


537-1006 


Fibre Optical Cable, 15M 



Volume II 



ARRAY-1 3 



PARTS BREAKDOWN 9/18/00 

SPARCstorage Array Model 200 

781 




ARRAY-14 



Field Engineer Handbook 



9/18/00 PARTS BREAKDOWN 

SPARCstorage Array Model 200 

781 



CODE 


PART# 


DESCRIPTION 


1 


540-2653 


Chassis Assembly 


1 


340-3125 


Chassis Enclosure 


2 


340-3103 


Chassis Mounting Bracket 


3 


540-2610 


2-Fan Tray Assembly/FRU 


- 


370-1845 


• DC Fan 


4 


240-1530 


M3 x 6 mm Screw 


5 


501-2781 


LCD Display 


6 


501-2786 


Configured Differential Array Controller 


- 


501-2651 


• Differential SCSI Array Controller (40MHz) 


- 


370-1426 


• Fibre Channel Optical Module 






• DcUloiy IVIUUUIt; 


7 


501-2670 


Differential SCSI to Fibre Channel Adapter 


8 


540-2465 


Power Supply Assembly/FRU 


- 


300-1098 


• 440 Watt Power Supply 


9 


501-2664 


Backplane 


10 


240-1559 


M4 0.7 x 6 mm Screw 


i i 


940-1 

cLHVJ I C700 


TT IU Ot A Mc. OUIcW 


12 


240-2186 


M6 0.7 x 8 mm Screw 


NS 


261-4696 


SPARCstorage Array 200 Logo 


NS 


530-1343 


AC Power Cord, 240V 


NS 


530-1351 


AC Power Cord, 230V 


NS 


537-1004 


Fibre Optical Cable, 2M 


NS 


537-1006 


Fibre Optical Cable, 15M 




802-2028 


SPARCstorage Array 200 Service Manual 



Volume II 



ARRAY-15 



PARTS BREAKDOWN 9/18/00 

SPARCstorage Array Model 210 

795 




ARRAY-16 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstorage Array Model 210 

795 



CODE 


PART# 


DESCRIPTION 


1 


540-2653 


Chassis Assembly 


1 


340-3125 


Chassis Enclosure 


2 


340-3103 


Chassis Mounting Bracket 


3 


540-2610 


2-Fan Tray Assembly/FRU 


- 


370-1845 


• DC Fan 


4 


240-1530 


M3 x 6 mm Screw 


5 


501-2781 


LCD Display 


6 


501-3024 


Configured Differential Array Controller 


- 


501-3021 


• Differential SCSI Array Controller (1 10MHz) 


■ 


370-1426 


• Fibre Channel Optical Module 




501-2857 


• Battery Module 


7 


501-2670 


Differential SCSI to Fibre Channel Adapter ( 


8 


540-2465 


Power Supply Assembly/FRU 


- 


300-1098 


• 440 Watt Power Supply 


9 


501-2664 


Backplane 


10 


240-1559 


M4 0.7 x 6 mm Screw 


11 


240-1953 


#10-32 x 1/2" Screw 


12 


240-2186 


M6 0.7 x 8 mm Screw 


NS 


261-4696 


SPARCstorage Array 200 Logo 


NS 


530-1343 


AC Power Cord, 240V 


NS 


530-1351 


AC Power Cord, 230V 


NS 


537-1004 


Fibre Optical Cable, 2M 


NS 


537-1006 


Fibre Optical Cable, 15M 




802-2028 


SPARCstorage Array 200 Service Manual 



Volume II 



ARRAY-17 



PARTS BREAKDOWN 



9/18/00 



SPARCstorage Array Model 214 RSM 

6503 6504 6506 

RSM 214 Tray RSM 214 Tray 4.2GB Disk 

3 4.2GB Disks 7 4.2GB Disks 5400 RPM 

5400 RPM 5400 RPM w/o RSM 214 Tray 

6507 6508 6509 

RSM 214 Tray RSM 214 Tray 4.2GB Disk 

3 4.2GB Disks 7 4.2GB Disks 7200 RPM 

7200 RPM 7200 RPM w/o RSM 214 Tray 




Single Ended I/O 



ARRAY- 18 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstorage Array Model 214 RSM 







\J%J\J c t UvJUU 




6507 


6508 6509 


CODE 


PART# 


DESCRIPTION 




370-2194 


Chassis, Power Modules, and WD2S Card 




370-2955 


Chassis, Power Modules, and WD2S Card 




540-3085 


Chassis, Power Modules, Dampers, and WD2S Card 


- 


230-1545 


• Vibration Dampers (x28) 




370-2198 


Chassis FRU 


1 


None 


• Operator Panel 


2 


None 


• Operator Panel Cable 


3 


None 


• Chassis 


4 


None 


• Centerplane 


5 


370-2195 


Environmental Sensor Card 


6 


300-1311 


200 Watt Power Supply Modules A and B 


6 


300-1328 


200 Watt Power Supply Modules A and B 


7 


370-2197 


Fan Assembly 


8 


370-2196 


WD2S Single-Ended to Differential Interface Card 


8 


370-3375 


WD2S Single-Ended to Differential Interface Card 


9 


540-2784 


4.2GB 5400 RPM Disk Drive Assembly/FRU 


9 


540-2939 


4.2GB 7200 RPM Disk Drive Assembly/FRU 


NS 


180-1189 


230V AC Power Cord, IEC-320 to NEMA 6-15 


NS 


180-1190 


240V AC Power Cord, IEC-320 to Reverse IEC-320 


NS 


340-3627 


Shipping Bracket ! 


NS 


530-1351 


230V AC Power Cord, IEC-320 to NEMA 6-1 5 ; 


NS 


530-1343 


240V AC Power Cord, IEC-320 to Reverse IEC-320 


NS 


530-2197 


AC Power Cord, AMP Mate-N-Lok to IEC 320 


NS 


530-2264 


AC Power Cord, AMP Mate-N-Lok to Y IEC-320 


NS 


370-2343 


Rack Mount Tray (replaced 370-2306) 


- 


None 


• Tray 4486-3447 (obs) or Tray 4486-9550 




None 


• Top Bracket 4486-2993 




None 


• Front Shipping Bracket 4486-3454 




None 


• Rear Shipping Bracket 4486-9535 




565-1478 


• Front Bkt 250-1237 and Rear Bkt 250-1238 




802-5062 


SPARCstorage RSM Installation and Service 



Volume II 



ARRAY-19 



PARTS BREAKDOWN 9/1 8/00 

SPARCstorage Array Model 214 RSM 

796 797 6593 6594 

56" Rack Option 56" Rack Option 56" Rack Option 56" Rack Option 

6 RSM 214 Trays 6 RSM 214 Trays 6 RSM 214 Trays 6 RSM 214 Trays 

18 4.2GB Disks 42 4.2GB Disks 42 4.2GB Disks 18 4.2GB Disks 

5400 RPM 5400 RPM 7200 RPM 7200 RPM 




ARRAY-20 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstorage Array Model 214 RSM 

796 797 6593 6594 



CODE 


PART# 


DESCRIPTION 


1 


540-2653 


SPARCstorage Array Chassis 


NS 


501-3021 


• Differential SCSI Array Controller (1 10MHz) 


NS 


370-1426 


• Fibre Channel Optical Module 


NS 


501-2857 


• Battery Module 


NS 


501-2670 


• Differential SCSI to Fibre Channel Adapter 


NS 


540-2465 


• Power Supply Assembly/FRU 


2 


540-2809 


56-inch Enterprise Expansion Cabinet Assembly 


3 


300-1290 


• Universal Power Sequencer 


A 

4 




• Fan Tray Assembly 


5 


340-3267 


• Fan Tray Rear Cover 


6 


340-3352 


• Top Panel, Medium Grey 


7 


340-3354 


• Side Panel, Medium Grey 


8 


540-2393 


• Keyswitch Assembly 


9 


540-2810 


• Door Assembly 


NS 


530-2265 


AC Power Cord, Harting Han 6HsB to NEMA L6-30P 


NS 


530-2266 


AC Power Cord, Harting Han 6HsB to IEC 309 


10 


- 


RSM with 3x 4.2GB Disk Drives per Tray 


10 


- 


RSM with 7x 4.2GB Disk Drives per Tray 


NS 


370-2198 


• SPARCstorage RSM Chassis FRU 


NS 


540-2784 


• 4.2GB 5400 RPM Disk Drive Assembly/FRU 


NS 


540-2939 


• 4.2GB 7200 RPM Disk Drive Assembly/FRU 


11 


370-2343 


SPARCstorage RSM Rack Mount Tray 


NS 


340-3627 


SPARCstorage RSM Shipping Bracket 


NS 


530-1885 


External SCSI Cable, HD68 to HD68, 2.0M 


NS 


530-2197 


AC Power Cord, AMP Mate-N-Lok to IEC-320 


NS 


530-2236 


Remote Keyswitch Control Cable, 3.2M 


NS 


530-2264 


AC Power Cord, AMP Mate-N-Lok to Y IEC-320 


NS 


537-1004 


Fibre Optical Cable, 2M 


NS 


537-1006 


Fibre Optical Cable, 15M 



Volume II 



ARRAY-21 



PARTS BREAKDOWN 9/1 8/00 



SPARCstorage Array Model 219 RSM 

6514 6515 6516 

RSM 219 Tray RSM 219 Tray 9.1GB Disk 

3 9.1GB Disks 7 9.1GB Disks 7200 RPM 

7200 RPM 7200 RPM w/o RSM 21 9 Tray 




Single Ended I/O 



ARRAY-22 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstorage Array Model 219 RSM 

6514 6515 6516 



CODE 


PART# 


DESCRIPTION 




370-2194 


Chassis with Power Modules and WD2S Card 




370-2955 


Chassis with Power Modules and WD2S Card 




540-3085 


Chassis, Power Modules, Dampers, and WD2S Card 


- 


230-1545 


• Vibration Damper for the ST19171 WC (x28) 




370-2198 


Chassis FRU 


1 


None 


• Operator Panel 


2 


None 


• Operator Panel Cable 


3 


None 


• Chassis 


4 


None 


• Centerplane 


5 


370-2195 


Environmental Sensor Card 


6 


300-1311 


200 Watt Power Supply Modules A and B 


6 


300-1328 


200 Watt Power Supply Modules A and B 


7 


370-2197 


Fan Assembly 


8 


370-2196 


WD2S Single-Ended to Differential Interface Card 


8 


370-3375 


WD2S Single-Ended to Differential Interface Card 


9 


540-2942 


9.1GB 7200 RPM Disk Drive Assembly/FRU 


- 


370-2304 


• Disk Drive Enclosure 


- 


370-2369 


• 9.1GB Disk Drive, Seagate ST19171WC 


- 


370-2370 


• 9.1GB Disk Drive, Fujitsu M2949 


NS 


180-1189 


230V AC Power Cord, IEC-320 to NEMA 6-15 


NS 


180-1190 


240V AC Power Cord, IEC-320 to Reverse IEC-320 


NS 


250-1305 


RSM Tray EMI Shield (required for EMI reduction) 


NS 


340-3627 


Shipping Bracket 


NS 


530-1351 


230V AC Power Cord, IEC-320 to NEMA 6-15 


NS 


530-1343 


240V AC Power Cord, IEC-320 to Reverse IEC-320 


NS 


530-2197 


AC Power Cord, AMP Mate-N-Lok to IEC-320 


NS 


530-2264 


AC Power Cord, AMP Mate-N-Lok to Y IEC-320 


NS 


565-1421 


Damper Kit with 35x 230-1545 Dampers 


NS 


370-2343 


Rack Mount Tray 




565-1478 


• Front Bkt 250-1237 and Rear Bkt 250-1238 




802-5062 


SPARCstorage RSM Installation and Service 



Volume II 



ARRAY-23 



PARTS BREAKDOWN 1 1/26/99 

SPARCstorage Array Model 219 RSM 

6595 6596 

56" Rack Option 56" Rack Option 

6 RSM 21 9 Trays 6 RSM 21 9 Trays 

18 9.1GB Disks 42 9.1GB Disks 

7200 RPM 7200 RPM 




ARRAY-24 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstorage Array Model 219 RSM 

6595 6596 



CODE 


PART# 


DESCRIPTION 


1 


540-2653 


SPARCstorage Array Model 210 Chassis 


NS 


501-3021 


• Differential SCSI Array Controller (1 10MHz) 


NS 


370-1426 


• Fibre Channel Optical Module 


NS 


501-2857 


• Battery Module 


NS 


501-2670 


• Differential SCSI to Fibre Channel Adapter 


NS 


540-2465 


• Power Supply Assembly/FRU 


2 


540-2809 


56-inch Enterprise Expansion Cabinet Assembly 


3 


300-1290 


• Universal Power Sequencer 


4 


540-2709 


* Fan Trav A^pmhlv 

w i cii i 1 1 civ #»oowi 1 1 k-/i y 


5 


340-3267 


• Fan Tray Rear Cover 


6 


340-3352 


• Top Panel, Medium Grey 


7 


340-3354 


• Side Panel, Medium Grey 


8 


540-2393 


• Keyswitch Assembly 


9 


540-2810 


• Door Assembly 


NS 


530-2265 


AC Power Cord, Harting Han 6HsB to NEMA L6-30P 


NS 


530-2266 


AC Power Cord, Harting Han 6HsB to IEC 309 


10 


- 


RSM with 3x 9.1GB Disk Drives per Tray 


10 


- 


RSM with 7x 9.1GB Disk Drives per Tray 


NS 


370-2198 


• SPARCstorage RSM Chassis FRU 


NS 


540-2942 


• 9.1GB 7200 RPM Disk Drive Assembly/FRU 


11 


370-2343 


SPARCstorage RSM Rack Mount Tray 


NS 


340-3627 


SPARCstorage RSM Shipping Bracket 


NS 


530-1885 


External SCSI Cable, HD68 to HD68, 2.0M 


NS 


530-2197 


AC Power Cord, AMP Mate-N-Lok to IEC-320 


NS 


530-2236 


Remote Keyswitch Control Cable, 3.2M 


NS 


530-2264 


AC Power Cord, AMP Mate-N-Lok to Y IEC-320 


NS 


537-1004 


Fibre Optical Cable, 2M 


NS 


537-1006 


Fibre Optical Cable, 15M 



Volume II 



ARRAY-25 



PARTS BREAKDOWN 



9/18/00 



RSM Array 2000 StorEdge A3000 

6536 

w/o Disks 
w/o RSM Tray 




ARRAY-26 



Field Engineer Handbook 



9/18/00 PARTS BREAKDOWN 

RSM Array 2000 StorEdge A3000 

6536 



CODE 


PART# 


DESCRIPTION 


1 


370-2408 


RSM Array 2000/StorEdge A3000 Assembly 


1 


370-2431 


Chassis with Backplane FRU 


2 


None 


• Logic Chassis Assembly 


3 


None 


• Logic Chassis Backplane 


- 


370-2724 


• Ribbon Cable, Battery to Backplane 


4 


370-2869 


• Power Supply Chassis Assembly 


5 


None 


• Power Supply Chassis Backplane \ 


- 


370-2870 


• Power Supply Interface Cable 


- 


370-2871 


• Power Supply DC Power Cable 


6 


370-2436 


Power Supply 


7 


370-2432 


Power Supply Fan Assembly 


8 


370-2435 


Differential SCSI Array Controller without Memory 


8 


540-3600 


Differential SCSI Array Controller with Memory 


9 


370-2434 


Battery Assembly 


10 


370-2433 


Differential SCSI Array Controller Fan Assembly 


NS 


370-2437 


Mounting Rail Set 


- 


None 


• Left Rail and Right Rail 


- 


None 


• Rear Mounting Bracket (x2) 


- 


None 


• #8-32x7/1 6" Screw 


NS 


370-2438 


8MB Processor Memory SIMM 


NS 


370-2439 


32MB Cache Memory SIMM 


NS 


150-1890 


Differential Terminator, HD68 


NS 


530-1351 


230V AC Power Cord, IEC-320 to NEMA 6-15 


NS 


530-1343 


240V AC Power Cord, IEC-320 to Reverse IEC-320 


NS 


530-1885 


External SCSI Cable, HD68 to HD68, 2.0 M 


NS 


530-1886 


External SCSI Cable, HD68 to HD68, 12.0 M ; 


NS 


530-2197 


AC Power Cord, AMP Mate-N-Lok to IEC-320 


NS 


530-2264 


AC Power Cord, AMP Mate-N-Lok to Y IEC-320 


NS 


565-1397 


Cable FRU Kit 




370-2724 


• Ribbon Cable, Battery to Backplane 




370-2870 


• Power Supply Interface Cable 




370-2871 


• Power Supply DC Power Cable 




802-7603 


RSM Array 2000 Installation and System Manual 



Volume li 



ARRAY-27 



PARTS BREAKDOWN 



9/18/00 



RSM Array 2000 StorEdge A3000 



6530 

5 RSM Trays 
15 4.2GB Disks 
5400 RPM 



6531 

5 RSM Trays 
35 4.2GB Disks 
7200 RPM 



6532 

5 RSM Trays 
15 4.2GB Disks 
7200 RPM 



6533 

5 RSM Trays 
35 4.2GB Disks 
7200 RPM 



6534 

5 RSM Trays 
15 9.1GB Disks 
7200 RPM 



6535 

5 RSM Trays 
35 9.1GB Disks 
7200 RPM 



to 




ARRAY-28 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



RSM Array 2000 StorEdge A3000 

6530 6531 6532 

6533 6534 6535 



CODE 


PART # 


DESCRIPTION | 


1 


540-2809 


56-inch Enterprise Expansion Cabinet Assembly 


o 
d. 




• Universal Power Sequencer 


3 


340-3352 


• Top Panel, Medium Grey 


4 


o40-oo54 


• Side Panel, Medium Grey 


5 


540-2393 


• Keyswitch Assembly 


b 


540-2810 


• Door Assembly 


NS 


530-2265 


AC Power Cord, Harting Han 6HsB to NEMA L6-30P 


MO 

NS 


530-2266 


AC Power Cord, Harting Han 6HsB to IEC 309 


—7 

7 


370-2408 


RoM Array 2000/btorEdge A3000 Assembly 


7 


370-2431 


• Chassis with Backplane FRU 


- 


370-2869 


• Power Supply Chassis Assembly 




370-2436 


• Power Supply 




370-2432 


• Power Supply Fan Assembly 




370-2435 


• Differential SCSI Array Controller without Memory 




540-3600 


• Differential SCSI Array Controller with Memory 




370-2434 


• Battery Assembly 




370-2433 


• Differential SCSI Array Controller Fan Assembly 


o 
o 


0"7r\ 0/107 

o70-^437 


Mounting Hail bet 


9 




RSM with 3x Disk Drives per Tray 


9 




RSM with 7x Disk Drives per Tray 


MO 

NS 


370-2198 


• SPARCstorage RSM Chassis FRU 


INO 




m. A O^R RAClCl PPM Rick nri\/o Accomhlw/FRI 1 

• 4.t\jD o^fuu ririvi LfibK. urivc nbbci iiuiy/rr\u 


NS 


540-2939 


• 4.2GB 7200 RPM Disk Drive Assembly/FRU 


NS 


540-2942 


• 9.1GB 7200 RPM Disk Drive Assembly/FRU 


NS 


340-3627 


SPARCstorage RSM Shipping Bracket 


NS 


530-1885 


External SCSI Cable, HD68 to HD68, 2.0 M 


NS 


530-1886 


External SCSI Cable, HD68 to HD68, 12.0 M 


NS 


530-2197 


AC Power Cord, AMP Mate-N-Lok to IEC-320 


NS 


530-2236 


Remote Keyswitch Control Cable, 3.2M 


NS 


530-2264 


AC Power Cord, AMP Mate-N-Lok to Y IEC-320 



Volume II 



ARRAY-29 



PARTS BREAKDOWN 



9/18/00 



StorEdge A1000 



ARY126A-72G 

Tabletop Option 
4 18.2GB Disks 
7200 RPM 

ARY161A-145G 

Tabletop Option 
4 36.4GB Disks 
10000 RPM 



ARY126A-144G 

Tabletop Option 
8 18.2GB Disks 
7200 RPM 

ARY161A-291G 

Tabletop Option 
8 36.4GB Disks 
10000 RPM 



ARY135A-72G 

72" Rack Option w/o Rack 
4 18.2GB Disks 
7200 RPM 

ARY162A-145G 

72" Rack Option w/o Rack 
4 36.4GB Disks 
10000 RPM 




ARRAY-30 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



StorEdge A1000 

ARY126A-72G ARY126A-144G ARY135A-72G 
ARY161A-145G ARY161A-291G ARY162A-145G 



CODE 


PART# 


DESCRIPTION 


1 


540-3270 


Empty 8-Drive Chassis Assembly 


1 


540-3761 


Empty 8-Drive Chassis with Rack Mount Tray 


1 


540-3325 


Empty Chassis Assembly 


2 


501-4560 


8-Slot SCSI Disk Backplane 


3 


330-2535 


Top Cover 


4 


540-3323 


Fan Tray 


5 


300-1340 


360 Watt Power Supply 


6 


330-2000 


Foot 


7 


330-2267 


Bottom Cover 


8 


330-2266 


Vented Side Panel 


9 


540-3324 


Front Door Assembly (-01 w Frame -02 w/o Frame) 


10 


540-3721 


18.2GB 7200 RPM Disk Drive Assembly/FRU 


- 


370-3414 


• 18.2GB Disk Drive, Fujitsu MAA3182SC 


- 


370-3596 


• 1 8.2GB Disk Drive, Seagate ST1 1 8273LC 


- 


540-3025 


• 1 .6" Spud Bracket 


10 


540-4263 


36.4GB 10000 RPM Disk Drive Assembly/FRU 


- 


390-0014 


• 36.4GB Disk Drive, Fujitsu MAF3364LC 


- 


390-0020 


• 36.4GB Disk Drive, Seagate ST136403LC 


- 


540-3025 


• 1 .6" Spud Bracket 


10 


370-3291 


Empty 1 .6" Disk Drive Slot Filler 


NS 


375-0015 


RAID Controller FRU, 16MB MPU + 64MB RPA 


NS 


375-0016 


RAID Controller FRU, 8MB MPU + 16MB RPA 


NS 


375-0007 


• RAID Controller, 8MB MPU + 16MB RPA 


NS 


370-3417 


• Battery 


NS 


330-1999 


Top and Bottom Cover Plug 


NS 


240-2690 


A1000/D1000Key 


NS 


150-1890 


Differential Terminator, HD68 


NS 


530-1885 


External SCSI Cable, HD68 to HD68, 2M 


NS 


340-4469 


A1000/D1 000 Tray 


NS 


340-4470 


A1000/D1000 Rack Mounting Bracket (x2) 


NS 


340-4471 


A1000/D1000 Right Clamp 


NS 


370-4472 


A1000/D1000 Left Clamp 




805-2624 


A1000/D1 000 Installation/Operation/Service Manual 



Volume II 



ARRAY-31 



PARTS BREAKDOWN 



9/18/00 





StorEdge A1000 




ARY122A-16G 


ARY122A-50G 


ARY124A-36G 


Tabletop Option 


Tabletop Option 


Tabletop Option 


4 4.2GB Disks 


12 4.2GB Disks 


4 9.1GB Disks 


10000 RPM 


10000 RPM 


7200 RPM 


ARY124A-109G 


ARY131A-16G 


ARY133A-36G 


Tabletop Option 


72" Rack Option w/o Rack 


72" Rack Option w/o Rack 


12 9.1GB Disks 


4 4.2GB Disks 


12 4.2GB Disks 


7200 RPM 


10000 RPM 


10000 RPM 


ARY144A-36G 


ARY144A-109G 


ARY146A-36G 


Tabletop Option 


Tabletop Option 


72" Rack Option w/o Rack 


4 9.1GB Disks 


12 9.1GB Disks 


4 9.1GB Disks 


10000 RPM 


10000 RPM 


10000 RPM 


ARY151A-72G 


ARY151A-218G 


ARY152A-72G 


Tabletop Option 


Tabletop Option 


72" Rack Option w/o Rack 


4 18.2GB Disks 


12 18.2GB Disks 


4 18.2GB Disks 


10000 RPM 


10000 RPM 


10000 RPM 




ARY152A-218G 






72" Rack Option w/o Rack 






12 18.2GB Disks 






10000 RPM 






ARRAY-32 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



ARY122A-16G 
ARY124A-109G 
ARY144A-36G 
ARY151A-72G 



StorEdge A1000 

ARY122A-50G 
ARY131A-16G 
ARY144A-109G 
ARY151A-218G 
ARY152A-218G 



ARY124A-36G 
ARY133A-36G 
ARY146A-36G 
ARY152A-72G 



CODE 


PART# 


DESCRIPTION 


1 


540-3269 


Empty 12-Drive Chassis Assembly 


1 


540-3325 


Empty Chassis Assembly 


2 


501-4440 


12-Slot SCSI Disk Backplane 


3 


330-2535 


Top Cover 


4 


540-3323 


Fan Tray 


5 


300-1340 


360 Watt Power Supply 


6 


330-2000 


Foot 


7 


330-2267 


Bottom Cover 


8 


330-2266 


Vented Side Panel 


9 


540-3324 


Front Door Assembly (-01 w Frame -02 w/o Frame) 


10 


See next page 


Disk Drive Assembly/FRU 


MC 

No 


o/O-UUlO 


HAIU Oontrolier rnU, IbMb MrU + b4Mb KrA 


NS 


375-0016 


RAID Controller FRU, 8MB MPU + 16MB RPA 




375-0007 


• RAID Controller, 8MB MPU + 16MB RPA 




370-3417 


• Battery 


NS 


150-1890 


Differential Terminator, HD68 


NS 


240-2690 


A1000/D1000Key 


NS 


330-1999 


Top and Bottom Cover Plug 


NS 


340-4469 


A1000/D1 000 Tray 


NS 


340-4470 


A1000/D1000 Rack Mounting Bracket (x2) 


NS 


340-4471 


A1000/D1000 Right Clamp 


NS 


370-4472 


A1000/D1000 Left Clamp 


NS 


530-1885 


External SCSI Cable, HD68 to HD68, 2M 


NS 


530-2384 


External SCSI Cable, HD68 to HD68, 2M 




805-2624 


A 1 000/D 1 000 Installation/Operation/Service Manual 



Volume II 



ARRAY-33 



PARTS BREAKDOWN 



9/18/00 



StorEdge A1000 - Continued 

ARY122A-16G ARY122A-50G ARY124A-36G 



ARY124A-109G 
ARY144A-36G 
ARY151A-72G 



ARY131A-16G 
ARY144A-109G 
ARY151A-218G 
ARY152A-218G 



ARY133A-36G 
ARY146A-36G 
ARY152A-72G 



CODE 


PART# 


DESCRIPTION 


10 


540-3594 


4.2GB 10000 RPM Disk Drive Assembly/FRU 




340-4288 


• Protective Plate 




370-3338 


• 4.2GB Disk Drive, Seagate ST34501WC 




390-0003 


• 4.2GB Disk Drive, Seagate ST34502LC 




540-3024 


• 1 .0" Spud Bracket 


10 


540-3720 


9.1GB 7200 RPM Disk Drive Assembly/FRU 




340-4288 


• Protective Plate 




370-3404 


• 9.1GB Disk Drive, IBM DDRS-391 30 




370-3413 


• 9.1GB Disk Drive, Fujitsu MAB3091SC 




370-3595 


• 9.1GB Disk Drive, Seagate ST39173WC 




390-0004 


• 9.1GB Disk Drive, Fujitsu MAE3091LC 




540-3024 


• 1 .0" Spud Bracket 


10 


540-3966 


9.1GB 10000 RPM Disk Drive Assembly/FRU 






• rrotective riaie 




370-3649 


• 9.1GB Disk Drive, Seagate ST39102LC 




390-0005 


• 9.1GB Disk Drive, Fujitsu MAG3091LC 




390-0009 


• 9.1GB Disk Drive, Seagate ST39103LC 




540-3024 


• 1 .0" Spud Bracket 


10 


540-4178 


18.2GB 10000 RPM Disk Drive Assembly/FRU 




340-4288 


• Protective Plate 




390-0002 


• 18.2GB Disk Drive, Seagate ST318203LC 




390-0006 


• 18.2GB Disk Drive, Fujitsu MAG3182LC 




390-0038 


• 18.2GB Disk Drive, Seagate ST318404LC 




390-0043 


• 18.2GB Disk Drive, Fujitsu MAJ3182WC 




540-3024 


• 1 .0" Spud Bracket : 


10 


370-3290 


Empty 1 .0" Disk Drive Slot Filler 



ARRAY-34 



Field Engineer Handbook 



9/18/00 PARTS BREAKDOWN 
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Volume II 



ARRAY-35 



PARTS BREAKDOWN 



9/18/00 



StorEdge A1000 



ARY150A-72G 

Tabletop Option 
4 18.2GB Disks 
10000 RPM 

ARY155A-218G 

72" Rack Option w/o Rack 
12 18.2GB Disks 
10000 RPM 



ARY150A-218G 

Tabletop Option 
12 18.2GB Disks 
10000 RPM 

ARY170A-145G 

Tabletop Option 
4 36.4GB Disks 
10000 RPM 



ARY155A-72G 

72" Rack Option w/o Rack 
4 18.2GB Disks 
10000 RPM 

ARY170A-436G 

Tabletop Option 
12 36.4GB Disks 
10000 RPM 



ARY171A-145G 

72" Rack Option w/o Rack 
4 36.4GB Disks 
10000 RPM 



ARY171A-436G 

72" Rack Option w/o Rack 
12 36.4GB Disks 
10000 RPM 





ARRAY-36 



Field Engineer Handbook 



9/18/00 PARTS BREAKDOWN 

StorEdge A1000 

ARY150A-72G ARY150A-218G ARY155A-72G 
ARY155A-218G ARY170A-145G ARY170A-436G 
ARY171A-145G ARY171A-436G 



CODE 


PART# 


DESCRIPTION 


1 


540-3269 


Empty 1 2-Drive Chassis Assembly 


1 


540-3325 


Empty Chassis Assembly 


2 


501-4440 


12-Slot SCSI Disk Backplane 


3 


330-2535 


Top Cover 


4 


540-3323 


Fan Tray 


5 


300-1340 


360 Watt Power Supply 


6 


330-2000 


Foot 


7 


330-2267 


Bottom Cover 


8 


330-2266 


Vented Side Panel 


9 


540-3324 


Front Door Assembly (-02 w/o Frame) 


10 


540-4178 


18.2GB 10000 RPM Disk Drive Assembly/FRU 


10 


540-4520 


36.4GB 10000 RPM Disk Drive Assembly/FRU 


NS 


375-0135 


RAID Controller FRU, 8MB MPU + 16MB RPA 


NS 


375-0136 


RAID Controller FRU, 16MB MPU + 64MB RPA 




375-0134 


• RAID Controller, 8MB MPU + 16MB RPA 




370-3417 


• Battery 


NS 


150-1890 


Differential Terminator, HD68 


NS 


240-2690 


A1000/D1000Key 


NS 


330-1999 


Top and Bottom Cover Plug 


NS 


340-4469 


A1000/D1 000 Tray 


NS 


340-4470 


A1000/D1000 Rack Mounting Bracket (x2) 


NS 


340-4471 


A1000/D1000 Right Clamp 


NS 


370-4472 


A1000/D1000 Left Clamp 


NS 


530-1885 


External SCSI Cable, HD68 to HD68, 2M 


NS 


530-2384 


External SCSI Cable, HD68 to HD68, 2M 




805-2624 


A 1 000/D 1 000 Installation/Operation/Service Manual 



Volume II 



ARRAY-37 



PARTS BREAKDOWN 



9/18/00 



StorEdge D1000 



ARY127A-72G 

Tabletop Option 
4 18.2GB Disks 
7200 RPM 

ARY163A-145G 

Tabletop Option 
4 36.4GB Disks 
10000 RPM 



ARY127A-144G 

Tabletop Option 
8 18.2GB Disks 
7200 RPM 

ARY163A-291G 

Tabletop Option 
8 36.4GB Disks 
10000 RPM 



ARY136A-72G 

72" Rack Option w/o Rack 
4 18.2GB Disks 
7200 RPM 

ARY164A-145G 

72" Rack Option w/o Rack 
4 36.4GB Disks 
10000 RPM 




ARRAY-38 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



StorEdge D1000 

ARY127A-72G ARY127A-144G ARY136A-72G 
ARY163A-145G ARY163A-291G ARY164A-145G 



CODE 


PART# 


DESCRIPTION 


1 


540-3270 


Empty 8-Drive Chassis Assembly 


1 


540-3761 


Empty 8-Drive Chassis with Rack Mount Tray 


1 


540-3325 


Empty Chassis Assembly 


2 


501-4560 


8-Slot SCSI Disk Backplane 


3 


330-2535 


Top Cover 


4 


540-3323 


Fan Tray 


5 


300-1340 


360 Watt Power Supply 


6 


330-2000 


Foot 


7 


330-2267 


Bottom Cover 


8 


330-2266 


Vented Side Panel 


9 


540-3324 


Front Door Assembly (-01 w Frame -02 w/o Frame) 


10 


540-3721 


18.2GB 7200 RPM Disk Drive Assembly/FRU 


- 


340-4288 


• Protective Plate 


- 


370-3414 


• 18.2GB Disk Drive, Fujitsu MAA3182SC 


- 


370-3596 


• 1 8.2GB Disk Drive, Seagate ST1 1 8273LC 


- 


540-3025 


• 1 .6" Spud Bracket 


10 


540-4263 


36.4GB 10000 RPM Disk Drive Assembly/FRU 


- 


340-4288 


• Protective Plate 


- 


390-0014 


• 36.4GB Disk Drive, Fujitsu MAF3364LC 


- 


390-0020 


• 36.4GB Disk Drive, Seagate ST136403LC 


- 


540-3025 


• 1 .6" Spud Bracket 


10 


370-3291 


Empty 1.6" Disk Drive Slot Filler 


NS 


375-0008 


Differential SCSI Controller Board 


NS 


330-1999 


Top and Bottom Cover Plug 


NS 


240-2690 


A1000/D1000 Key 


NS 


150-1890 


Differential Terminator, HD68 


NS 


530-1883 


External SCSI Cable, HD68 to HD68, 20 cm 


NS 


530-1885 


External SCSI Cable, HD68 to HD68, 2M 


NS 


340-4469 


A1000/D1 000 Tray 


NS 


340-4470 


A1000/D1000 Rack Mounting Bracket (x2) 


NS 


340-4471 


A1000/D1000 Right Clamp 


NS 


370-4472 


A1000/D1000 Left Clamp 




805-2624 


A 1000/D1000 Installation/Operation/Service Manual 



Volume II 



ARRAY-39 



PARTS BREAKDOWN 



9/18/00 





StorEdge D1000 




ARY123A-16G 


ARY123A-50G 


ARY125A-36G 


Tabletop Option 


Tabletop Option 


Tabletop Option 


4 4.2GB Disks 


12 4.2GB Disks 


4 9.1GB Disks 


10000 RPM 


10000 RPM 


7200 RPM 


ARY125A-109G 


ARY132A-16G 


ARY134A-36G 


Tabletop Option 


72" Rack Option w/o Rack 


72" Rack Option w/o Rack 


12 9.1GB Disks 


4 4.2 GB Disks 


12 4.2 GB Disks 


7200 RPM 


10000 RPM 


10000 RPM 


ARY145A-36G 


ARY145A-109G 


ARY147A-36G 


Tabletop Option 


Tabletop Option 


72" Rack Option w/o Rack 


4 9.1GB Disks 


12 9.1 GB Disks 


4 9.1GB Disks 


10000 RPM 


10000 RPM 


10000 RPM 


ARY153A-72G 


ARY153A-218G 


ARY154A-72G 


Tabletop Option 


Tabletop Option 


72" Rack Option w/o Rack 


4 18.2GB Disks 


12 18.2 GB Disks 


4 18.2GB Disks 


10000 RPM 


10000 RPM 


10000 RPM 




ARY154A-218G 






72" Rack Option w/o Rack 






12 18.2GB Disks 






10000 RPM 






ARRAY-40 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



ARY123A-16G 
ARY125A-109G 
ARY145A-36G 
ARY153A-72G 



StorEdge D1000 

ARY123A-50G 
ARY132A-16G 
ARY145A-109G 
ARY153A-218G 
ARY154A-218G 



ARY125A-36G 
ARY134A-36G 
ARY147A-36G 
ARY154A-72G 
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9 


540-3324 


Front Door Assembly (-01 w Frame -02 w/o Frame) 


10 


See next page 


Disk Drive Assembly/FRU 


NS 


150-1890 


Differential Terminator, HD68 


NS 


240-2690 


A1000/D1000Key 


NS 


330-1999 


Top and Bottom Cover Plug 


NS 


330-2270 


Door Frame 


NS 


375-0008 


Differential SCSI Controller Board 


NS 


530-1885 


External SCSI Cable, HD68 to HD68, 2M 


NS 


530-2384 


External SCSI Cable, HD68 to HD68, 2M 


NS 


340-4469 


A1000/D1 000 Tray 


NS 


340-4470 


A1000/D1000 Rack Mounting Bracket (x2) 


NS 


340-4471 


A1000/D1000 Right Clamp 


NS 


370-4472 


A1000/D1000 Left Clamp 




805-2624 


A 1 000/D 1 000 Installation/Operation/Service Manual 



Note: Option ARY123A-50G was originally price listed as ARY023A-50G. 
Volume II ARRAY-41 



PARTS BREAKDOWN 



9/18/00 



StorEdge D1000 - Continued 

ARY123A-16G ARY123A-50G ARY125A-36G 

ARY125A-109G ARY132A-16G ARY134A-36G 

ARY145A-36G ARY145A-109G ARY147A-36G 

ARY1 53A-72G ARY1 53A-21 8G ARY1 54A-72G 
ARY154A-218G 



CODE 


PART# 


DESCRIPTION 


10 


540-3594 


4.2GB 1 0000 RPM Disk Drive Assembly/FRU 


_ 


340-4288 


• Protective Plate 


- 


370-3338 


• 4.2GB Disk Drive, Seagate ST34501 WC 


- 


390-0003 


• 4.2GB Disk Drive, Seagate ST34502LC 




540-3024 


• 1 .0" Spud Bracket 


10 


540-3720 


9.1GB 7200 RPM Disk Drive Assembly/FRU 


- 


340-4288 


• Protective Plate 


- 


370-3404 


• 9.1GB Disk Drive, IBM DDRS-39130 


_ 


370-3413 


• 9.1GB Disk Drive, Fujitsu MAB3091SC 


- 


370-3595 


• 9.1GB Disk Drive, Seagate ST39173WC 


- 


390-0004 


• 9.1GB Disk Drive, Fujitsu MAE3091LC 


- 


540-3024 


• 1.0" Spud Bracket 


10 


540-3966 


9.1GB 10000 RPM Disk Drive Assembly/FRU 




340-4288 


• Protective Plate 




370-3649 


• 9.1GB Disk Drive, Seagate ST39102LC 




390-0005 


• 9.1GB Disk Drive, Fujitsu MAG3091LC 




390-0009 


• 9.1GB Disk Drive, Seagate ST39103LC 




540-3024 


• 1 .0" Spud Bracket 


10 


540-4178 


1 8.2GB 1 0000 RPM Disk Drive Assembly/FRU i 




340-4288 


• Protective Plate 




390-0002 


• 18.2GB Disk Drive, Seagate ST318203LC 




390-0006 


• 18.2GB Disk Drive, Fujitsu MAG3182LC 




390-0038 


• 18.2GB Disk Drive, Seagate ST318404LC 




390-0043 


• 18.2GB Disk Drive, Fujitsu MAJ3182WC 




540-3024 


• 1 .0" Spud Bracket 


10 


370-3290 


Empty 1.0" Disk Drive Slot Filler 



ARRAY-42 



Field Engineer Handbook 



9/18/00 PARTS BREAKDOWN 
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Volume II 



ARRAY-43 



PARTS BREAKDOWN 



9/18/00 



StorEdge D1000 



ARY172A-145G 

Tabletop Option 
4 36.4GB Disks 
10000 RPM 

ARY173A-145G 

72" Rack Option w/o Rack 
4 36.4GB Disks 
10000 RPM 



ARY172A-436G 

Tabletop Option 
12 36.4GB Disks 
10000 RPM 

ARY173A-436G 

72" Rack Option w/o Rack 
12 36.4GB Disks 
10000 RPM 




ARRAY-44 



Field Engineer Handbook 



9/18/00 PARTS BREAKDOWN 

StorEdge D1000 

ARY172A-145G ARY172A-436G 
ARY173A-145G ARY173A-436G 



CODE 


PART# 


DESCRIPTION 


1 


540-3269 


Empty 1 2-Drive Chassis Assembly 


1 


540-3325 


Empty Chassis Assembly 


2 


501-4440 


12-Slot SCSI Disk Backplane 


3 


330-2535 


Top Cover 


4 


540-3323 


Fan Tray 


5 


300-1340 


360 Watt Power Supply 


6 


330-2000 


Foot 


7 


330-2267 


Bottom Cover 


8 


330-2266 


Vented Side Panel 


9 


540-3324 


Front Door Assembly (-02 w/o Frame) 


10 


540-4520 


36.4GB 10000 RPM Disk Drive Assembly/FRU 


NS 


150-1890 


Differential Terminator, HD68 


NS 


240-2690 


A1000/D1000 Key 


NS 


330-1999 


Top and Bottom Cover Plug 


NS 


330-2270 


Door Frame 


NS 


375-0008 


Differential SCSI Controller Board 


NS 


530-1885 


External SCSI Cable, HD68 to HD68, 2M 


NS 


530-2384 


External SCSI Cable, HD68 to HD68, 2M ; 


NS 


340-4469 


A1000/D1 000 Tray 


NS 


340-4470 


A1 000/D1 000 Rack Mounting Bracket (x2) 


NS 


340-4471 


A1000/D1000 Right Clamp 


NS 


370-4472 


A1000/D1000 Left Clamp 




805-2624 


A 1 000/D 1 000 Installation/Operation/Service Manual 



Volume II 



ARRAY-45 



PARTS BREAKDOWN 



9/18/00 



StorEdge A3500 

6537 

SCSI Array Controller 
w/o Disks 
w/o D1 000 Tray 




ARRAY-46 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



StorEdge A3500 

6537 



CODE 


PART# 


DESCRIPTION 


1 


380-0083 


StorEdge A3500 Assembly 


1 


370-2431 


Chassis with Backplane FRU ! 


2 


None 


• Logic Chassis Assembly 


3 


None 


• Logic Chassis Backplane 


- 


370-2724 


• Ribbon Cable, Battery to Backplane 


4 


370-2869 


• Power Supply Chassis Assembly 


5 


None 


• Power Supply Chassis Backplane 


- 


370-2870 


• Power Supply Interface Cable 


- 


370-2871 


• Power Supply DC Power Cable 


6 


370-2436 


Power Supply 


7 


370-2432 


Power Supply Fan Assembly 


8 


370-3656 


Differential SCSI Array Controller without Memory 


8 


540-3083 


Differential SCSI Array Controller with Memory 


9 


370-2434 


Battery Assembly 


10 


370-2433 


Differential SCSI Array Controller Fan Assembly 


NS 


370-2437 


Mounting Rail Set (370-2437-02 recommended) 


- 


None 


• Left Rail and Right Rail 


- 


None 


• Rear Mounting Bracket (x2) 


- 


None 


• #8-32x7/1 6" Screw 


NS 


370-2438 


8MB Processor Memory SIMM 


NS 


370-2439 


32MB Cache Memory SIMM 


NS 


150-1890 


Differential Terminator, HD68 


NS 


530-1351 


230V AC Power Cord, IEC-320 to NEMA 6-15 


NS 


530-1343 


240V AC Power Cord, IEC-320 to Reverse IEC-320 


NS 


530-1885 


External SCSI Cable, HD68 to HD68, 2.0 M 


NS 


530-1886 


External SCSI Cable, HD68 to HD68, 12.0 M 


NS 


530-2197 


AC Power Cord, AMP Mate-N-Lok to IEC-320 


NS 


530-2264 


AC Power Cord, AMP Mate-N-Lok to Y IEC-320 


NS 


565-1397 


Cable FRU Kit 




370-2724 


• Ribbon Cable, Battery to Backplane 




370-2870 


• Power Supply Interface Cable 




370-2871 


• Power Supply DC Power Cable 




805-4980 


StorEdge A3000 Controller Module Guide 



Volume II 



ARRAY-47 



PARTS BREAKDOWN 



9/18/00 



StorEdge A3500-Light 



ARY356A-72G 

Rack Option w/o Rack 
1 A3500 + 2D1000S 
8 9.1GB Disks 
7200 RPM 



ARY366A-72G 

Rack Option w/o Rack 
1 A3500 + 2D1000S 
8 9.1GB Disks 
10000 RPM 



ARY386A-145G 

Rack Option w/o Rack 
1 A3500 + 2 D1000S 
8 18.2GB Disks 
10000 RPM 





ARRAY-48 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



StorEdge A3500-Light 

ARY356A-72G ARY366A-72G ARY386A-145G 



CODE 


PART # 


DESCRIPTION 


1 


540-3760 


D1000 12-Drive Chassis with Rack Mount Tray 


NS 


300-1340 


360 Watt Power Supply 


NS 


370-3290 


Empty 1 .0" Disk Drive Slot Filler 


NS 


375-0008 


Differential SCSI Controller Board 


NS 


501-4440 


12-Slot SCSI Disk Backplane 


NS 


540-3323 


Fan Tray 


NS 


540-3720 


9.1GB 7200 RPM Disk Drive Assembly/FRU 


NS 


540-3966 


9.1GB 10000 RPM Disk Drive Assembly/FRU 


NS 


540-4178 


18.2GB 10000 RPM Disk Drive Assembly/FRU 


2 


380-0083 


A3000/A3500 SCSI Assembly for the A3500 


2 


370-2431 


Chassis with Backplane FRU 


NS 


370-2436 


• Power Supply 


NS 


370-2432 


• Power Supply Fan Assembly 


NS 


540-3083 


• A3500 Differential SCSI Array Controller 


NS 


370-2434 


• Battery Assembly 


NS 


370-2433 


• Differential SCSI Array Controller Fan Assembly 


NS 


150-1890 


Differential Terminator, HD68 \ 


NS 


530-1883 


External SCSI Cable, HD68 to HD68, 20 cm 


NS 


530-1884 


External SCSI Cable, HD68 to HD68, 80 cm 


NS 


530-1885 


External SCSI Cable, HD68 to HD68, 2M 


NS 


530-1886 


External SCSI Cable, HD68 to HD68, 12M 




805-2624 


A 1 000/D 1 000 Installation/Operation/Service Manual 




805-4980 


StorEdge A3000 Controller Module Guide 



Volume II 



ARRAY-49 



PARTS BREAKDOWN 



9/18/00 



StorEdge A3500 



ARY351A-180G 

72" Rack Option 
1 A3500 + 5D1000S 
10 18.2GB Disks 
7200 RPM 

ARY355A-2160G 

72" Rack Option 
2A3500s+15D1000s 
20 18.2GB Disks 
7200 RPM 



ARY353A-360G 

72" Rack Option 
2 A3500S + 7 D1000S 
20 18.2GB Disks 
7200 RPM 

ARY381A-364G 

72" Rack Option 
1 A3500 + 5D1000S 
10 36.4GB Disks 
10000 RPM 



ARY353A-1008G 

72" Rack Option 
2 A3500s + 7D1000s 
56 18.2GB Disks 
7200 RPM 

ARY381A-1456G 

72" Rack Option 
1 A3500 + 5 D1000S 
40 36.4GB Disks 
10000 RPM 



ARY383A-728G ARY385A-1 092G 

72" Rack Option 72" Rack Option 

2 A3500S + 7 D1 000s 3 A3500s + 1 5 D1 000s 
20 36.4GB Disks 30 36.4GB Disks 

10000 RPM 10000 RPM 




ARRAY-50 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



StorEdge A3500 

ARY351A-180G ARY353A-360G ARY353A-1 008G 
ARY355A-2160G ARY381A-364G ARY381 A-1456G 
ARY383A-782G ARY385A-1092G 



CODE 


PART# 


DESCRIPTION 


1 


540-3761 


D1000 8-Drive Chassis with Rack Mount Tray 


NS 


300-1340 


360 Watt Power Supply 


NS 


370-3291 


Empty 1 .6" Disk Drive Slot Filler 


NS 


375-0008 


Differential SCSI Controller Board 


NS 


501-4560 


8-Slot SCSI Disk Backplane 


NS 


540-3323 


Fan Tray \ 


NS 


540-3721 


18.2GB 7200 RPM Disk Drive Assembly/FRU 


NS 


540-4263 


36.4GB 10000 RPM Disk Drive Assembly/FRU 


2 


540-3707 


72-inch StorEdge Exp. Cabinet, Option ARY030A 


3 


300-1290 


Universal Power Sequencer 


NS 


530-1619 


Grounding Cable 


4 


380-0083 


A3000/A3500 SCSI Assembly for the A3500 


4 


370-2431 


Chassis with Backplane FRU 


NS 


370-2436 


• Power Supply 


NS 


370-2432 


• Power Supply Fan Assembly 


NS 


540-3083 


• A3500 Differential SCSI Array Controller 


NS 


370-2434 


• Battery Assembly 


NS 


370-2433 


• Differential SCSI Array Controller Fan Assembly 


NS 


150-1890 


Differential Terminator, HD68 j 


NS 


530-1883 


External SCSI Cable, HD68 to HD68, 20 cm 


NS 


530-1884 


External SCSI Cable, HD68 to HD68, 80 cm 


NS 


530-1885 


External SCSI Cable, HD68 to HD68, 2M 


NS 


530-1886 


External SCSI Cable, HD68 to HD68, 12M 




805-2624 
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805-4980 


StorEdge A3000 Controller Module Guide 



Volume II 



ARRAY-51 



PARTS BREAKDOWN 



9/18/00 





StorEdge A3500 




ARY350A-90G 


ARY350A-545G 


ARY352A-180G 


1 A3500 + 5D1000S 


1 A3500 + 5 D1000S 


2 A3500S + 7D1000S 


10 9.1GB Disks 


60 9.1GB Disks 


20 9.1GB Disks 


7200 RPM 


7200 RPM 


7200 RPM 


ARY352A-763G 


ARY354A-1635G 


ARY360A-90G 


2 A3500s + 7D1000s 


3A3500s + 15D1000s 


1 A3500 + 5 D1000S 


84 9.1GB Disks 


180 9.1GB Disks 


10 9.1GB Disks 


7200 RPM 


7200 RPM 


10000 RPM 


ARY360A-545G 


ARY362A-180G 


ARY362A-763G 


1 A3500 + 5D1000S 


2 A3500S + 7D1000S 


2A3500s + 7D1000s 


60 9.1GB Disks 


180 9.1GB Disks 


180 9.1GB Disks 


10000 RPM 


10000 RPM 


10000 RPM 


ARY364A-1635G 


ARY370A-91G 


ARY372A-182G 


3A3500S+15D1000S 


1 A3500 + 5D1000S 


1 A3500 + 7D1000S 


180 9.1GB Disks 


10 9.1GB Disks 


20 9.1GB Disks 


10000 RPM 


10000 RPM 


10000 RPM 




ARY374A-273G 






3 A3500S + 15 D1000S 






30 9.1GB Disks 






10000 RPM 






ARRAY-52 



Field 



Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



ARY350A-90G 
ARY352A-763G 
ARY360A-545G 
ARY364A-1635G 



StorEdge A3500 

ARY350A-545G 
ARY354A-1635G 
ARY362A-180G 
ARY370A-91G 
ARY374A-273G 



ARY352A-180G 
ARY360A-90G 
ARY362A-763G 
ARY372A-182G 



CODE 


PART# 


DESCRIPTION i 


1 


540-3760 


D1000 12-Drive Chassis with Rack Mount Tray 


NS 


300-1340 


360 Watt Power Supply 


NS 


370-3290 


Empty 1.0" Disk Drive Slot Filler 


NS 


375-0008 


Differential SCSI Controller Board 


NS 


501-4440 


12-Slot SCSI Disk Backplane 


NS 


540-3323 


Fan Tray 


NS 


540-3720 


9.1GB 7200 RPM Disk Drive Assembly/FRU 


NS 


540-3966 


9.1GB 10000 RPM Disk Drive Assembly/FRU 


2 


540-3707 


72-inch StorEdge Exp. Cabinet, Option ARY030A 


3 


300-1290 


Universal Power Sequencer 


NS 


530-1619 


Grounding Cable 


4 


380-0083 


A3000/A3500 SCSI Assembly for the A3500 


4 


370-2431 


Chassis with Backplane FRU 


NS 


370-2432 


• Power Supply Fan Assembly i 


NS 


370-2433 


• Array Controller Fan Assembly 


I NS 


370-2434 


• Battery Assembly 


NS 


370-2436 


• Power Supply 


NS 


540-3083 


• A3500 Differential SCSI Array Controller 


NS 


150-1890 


Differential Terminator, HD68 


NS 


530-1883 


External SCSI Cable, HD68 to HD68, 20 cm 


NS 


530-1884 


External SCSI Cable, HD68 to HD68, 80 cm 


NS 


530-1885 


External SCSI Cable, HD68 to HD68, 2M 


NS 


530-1886 


External SCSI Cable, HD68 to HD68, 12M 




805-2624 


A1000/D1000 Installation/Operation/Service Manual 
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StorEdge A3000 Controller Module Guide 



Volume II 



ARRAY-53 



PARTS BREAKDOWN 



9/18/00 



StorEdge A3500 



ARY380A-182G 

72" Rack Option 
1 A3500 + 5D1000S 
10 18.2GB Disks 
10000 RPM 

ARY384A-546G 

72" Rack Option 
3A3500S+ 15 D1 000s 
30 18.2GB Disks 
10000 RPM 



ARY380A-1092G 

72" Rack Option 
1 A3500 + 5 D1000S 
60 18.2GB Disks 
10000 RPM 

ARY390A-2184G 

72" Rack Option 
1 A3500 + 5D1000S 
60 36.4GB Disks 
10000 RPM 



ARY382A-364G 

72" Rack Option 
2A3500S + 7D1000S 
20 18.2GB Disks 
10000 RPM 

ARY391A-364G 

72" Rack Option 
1 A3500 + 5D1000S 
10 36.4GB Disks 
10000 RPM 



ARY393A-728G 

72" Rack Option 
2 A3500s + 7D1000s 
20 36.4GB Disks 
10000 RPM 



ARY395A-1092G 

72" Rack Option 
3A3500s + 15D1000s 
30 36.4GB Disks 
10000 RPM 




ARRAY-54 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



StorEdge A3500 

ARY380A-182G ARY380A-1092G ARY382A-364G 
ARY384A-546G ARY390A-2184G ARY391A-364G 
ARY393A-728G ARY395A-1092G 



CODE 


PART# 


DESCRIPTION 


1 


540-3760 


D1000 12-Drive Chassis with Rack Mount Tray 


NS 


300-1340 


360 Watt Power Supply 


NS 


370-3290 


Empty 1 .0" Disk Drive Slot Filler 


NS 


375-0008 


Differential SCSI Controller Board 


NS 


501-4440 


12-Slot SCSI Disk Backplane 


NS 


540-3323 


Fan Tray 


NS 


540-3721 


18.2GB 7200 RPM Disk Drive Assembly/FRU 


NS 


540-4178 


18.2GB 10000 RPM Disk Drive Assembly/FRU 


NS 


540-4520 


36.4GB 10000 RPM Disk Drive Assembly/FRU 


2 


540-3707 


72-inch StorEdge Exp. Cabinet, Option ARY030A 


3 


300-1290 


Universal Power Sequencer 


NS 


530-1619 


Grounding Cable 


4 


380-0083 


A3000/A3500 SCSI Assembly for the A3500 


4 


370-2431 


Chassis with Backplane FRU 


NS 


370-2432 


• Power Supply Fan Assembly 


NS 


370-2433 


• Array Controller Fan Assembly 


NS 


370-2434 


• Battery Assembly 


NS 


370-2436 


• Power Supply j 


NS 


540-3083 


• A3500 Differential SCSI Array Controller 


NS 


150-1890 


Differential Terminator, HD68 [ 


NS 


530-1883 


External SCSI Cable, HD68 to HD68, 20 cm 


NS 


530-1884 


External SCSI Cable, HD68 to HD68, 80 cm 


NS 


530-1885 


External SCSI Cable, HD68 to HD68, 2M 


NS 


530-1886 


External SCSI Cable, HD68 to HD68, 12M 
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A 1 000/D 1 000 Installation/Operation/Service Manual 




805-4980 


StorEdge A3000 Controller Module Guide 



Volume II 



ARRAY-55 



PARTS BREAKDOWN 



9/18/00 



StorEdge A3500FC 

6538 

FC-AL Array Controller 
w/o Disks 
w/o D1 000 Tray 




ARRAY-56 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



StorEdge A3500FC 

6538 



CODE 


PART # 


DESCRIPTION 


| 1 


380-0296 


StorEdge A3500FC Assembly 


1 


370-2431 


Chassis with Backplane FRU 


2 


None 


• Logic Chassis Assembly 


3 


None 


• Logic Chassis Backplane 


- 


370-2724 


• Ribbon Cable, Battery to Backplane 


4 


370-2869 


• Power Supply Chassis Assembly 


5 


None 


• Power Supply Chassis Backplane 


- 


370-2870 


• Power Supply Interface Cable 


- 


370-2871 


• Power Supply DC Power Cable 


6 


370-2436 


Power Supply 


7 


370-2432 


Power Supply Fan Assembly 


8 


370-3930 


FC-AL Array Controller without Memory for D1000 1 


8 


540-4026 


FC-AL Array Controller with Memory for D1000 1 


9 


370-2434 


Battery Assembly 


10 


370-2433 


Array Controller Fan Assembly 


NS 


150-1890 


Differential Terminator, HD68 


NS 


370-2437 


Mounting Rail Set (370-2437-02 recommended) 


- 


None 


• Left Rail and Right Rail 


- 


None 


• Rear Mounting Bracket (x2) 


- 


None 


• #8-32x7/1 6" Screw 


NS 


370-2438 


8MB Processor Memory SIMM 


NS 


370-2439 


32MB Cache Memory SIMM 


NS 


370-3907 


A3500-FC Front Panel 


NS 


530-1885 


External SCSI Cable, HD68 to HD68, 2.0M 


NS 


537-1006 


50/125 Multimode Fibre Optical Cable, 15M 


NS 


565-1397 


Cable FRU Kit 




370-2724 


• Ribbon Cable, Battery to Backplane 




370-2870 


• Power Supply Interface Cable 




370-2871 


• Power Supply DC Power Cable 




805-4980 


StorEdge A3000 Controller Module Guide 



1 Use FC-AL Array Controller FRU 540-4027 with the SSA 214 RSM and 
SSA 219 RSM. This part is not available in a configured chassis option. 



Volume II 



ARRAY-57 



PARTS BREAKDOWN 



9/18/00 



StorEdge A3500FC 



ARY381B-364G 

72" Rack Option 

1 A3500FC + 5 D1000S 

10 36.4GB Disks 
10000 RPM 

ARY383B-728G 

72" Rack Option 

2 A3500FCs + 7D1000s 

20 36.4GB Disks 
10000 RPM 



ARY381B-1456G 

72" Rack Option 
1 A3500FC + 5 D1000S 
40 36.4GB Disks 
10000 RPM 

ARY385B-1092G 

72" Rack Option 
3A3500FCs + 15D1000s 
30 36.4GB Disks 
10000 RPM 





ARRAY-58 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



StorEdge A3500FC 

ARY381 B-364G ARY381 B-1 456G 

ARY383B-728G ARY385B-1092G 



CODE 


PART# 


DESCRIPTION 


1 


540-3761 


D1000 8-Drive Chassis with Rack Mount Tray 


NS 


300-1340 


360 Watt Power Supply 


NS 


370-3291 


Empty 1 .6" Disk Drive Slot Filler 


NS 


375-0008 


Differential SCSI Controller Board 


NS 


501-4560 


8-Slot SCSI Disk Backplane 


NS 


540-3323 


Fan Tray 


NS 


540-4263 


36.4GB 10000 RPM Disk Drive Assembly/FRU 


2 


540-3707 


72-inch StorEdge Exp. Cabinet, Option ARY030A 


3 


300-1290 


Universal Power Sequencer 


NS 


530-1619 


Grounding Cable 


4 


380-0296 


A3500-FC Assembly 


4 


370-2431 


Chassis with Backplane FRU 


NS 


370-2432 


• Power Supply Fan Assembly 


NS 


370-2433 


• Array Controller Fan Assembly 


NS 


370-2434 


• Battery Assembly I 


NS 


370-2436 


• Power Supply 


NS 


540-4026 


• A3500 FC-AL Array Controller FRU 


NS 


150-1890 


Differential Terminator, HD68 


NS 


370-3907 


A3500-FC Front Panel 


NS 


530-1883 


External SCSI Cable, HD68 to HD68, 20 cm 


NS 


530-1884 


External SCSI Cable, HD68 to HD68, 80 cm 


NS 


530-1885 


External SCSI Cable, HD68 to HD68, 2M 


NS 


530-1886 


External SCSI Cable, HD68 to HD68, 12M 


NS 


537-1006 


50/125 Multimode Fibre Optical Cable, 15M 




805-2624 


A 1 000/D 1 000 Installation/Operation/Service Manual 




805-4980 


StorEdge A3000 Controller Module Guide 



Volume II 



ARRAY-59 



PARTS BREAKDOWN 



19/18/00 



ARY360B-90G 

72" Rack Option 
1 A3500FC + 5D1000S 
10 9.1GB Disks 
10000 RPM 



StorEdge A3500FC 

ARY360B-545G 

72" Rack Option 
1 A3500FC + 5 D1000S 
60 9.1GB Disks 
10000 RPM 



ARY374B-273G 

72" Rack Option 
3A3500FCs + 15D1000s 
30 9.1GB Disks 
10000 RPM 

ARY382B-364G 

72" Rack Option 
2A3500FCs + 7D1000s 
20 18.2GB Disks 
10000 RPM 

ARY391B-364G 

72" Rack Option 
1 A3500FC + 5 D1000S 
10 36.4GB Disks 
10000 RPM 



ARY380B-182G 

72" Rack Option 
1 A3500FC + 5D1000S 
10 18.2GB Disks 
10000 RPM 

ARY384B-546G 

72" Rack Option 
3 A3500FCS + 15 D1000s 
30 18.2GB Disks 
10000 RPM 

ARY393B-728G 

72" Rack Option 
3A3500FCs + 7D1000s 
20 36.4GB Disks 
10000 RPM 



ARY362B-180G 

72" Rack Option 

2 A3500FCs + 7D1000s 
20 9.1GB Disks 

10000 RPM 

ARY380B-1092G 

72" Rack Option 
1 A3500FC + 5 D 1000s 
60 18.2GB Disks 
10000 RPM 

ARY390B-2184G 

72" Rack Option 
1 A3500FC + 5D1000S 
60 36.4GB Disks 
10000 RPM 

ARY395B-1092G 

72" Rack Option 

3 A3500FCS+ 15 D1000s 

30 36.4GB Disks 
10000 RPM 




ARRAY-60 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



StorEdge A3500FC 

ARY360B-90G ARY360B-545G ARY362B-180G 

ARY374B-273G ARY380B-182G ARY380B-1092G 

ARY382B-364G ARY384B-546G ARY390B-2184G 

ARY391B-364G ARY393B-728G ARY395B-1092G 



L/vJUE 


rAn 1 it 




1 


540-3760 

>J"TV/ \J 1 \J\J 


D1000 19-Drix/p Chaste with Rark Mount Trax/ 

l/ i i e_ l/i i v c ui iciooio will i ncivvrv iviv/ui ii 1 1 ciy 


NS 


300-1340 


3fi0 Watt Pnwpr Snnnlw 

juu vvaii i uvvci oujjpiy 


NS 

INO 


tzo-^qo 

<J 1 \J \JC-iD\J 


Fmntx/ 1 0" niQk Drix/P Slot Fillpr 
L^iiipiy i .\j l/ioi\ l/i i vc oiui ninci 


NS 


375-0008 


Diffprpntial SCSI Pontrollpr Roarri 

L^l 1 1 CI CI 1 lldl OvO 1 OL/I III V-HICI UUGI \A 


NS 


501-4440 

Jv 1 ' 1 ' 1 * 1 V/ 


19-Slnt SHSI Dtek Rarknlanp 


NS 


540-3323 


Fan Trax/ 

i ui i ii ci y 


NS 

1 MO 


540-3Qfifi 


o ifiR mOOO RPM Hkk Drix/p Aqqpmhlv/FRU 
C7. i lj i uuuu n i i vi l/ioi\ l/i ivc nooci i iuiy/ 1 nw 


NS 


540-41 7ft 


1ft 9(^R 10000 RPM Hi^k Driv/P A^qpmhlv/FRU 

1 1 UUUU III IVI L/lor\ L/I IVC AAoCDCI 1 1 w I y / 1 1 1U 


INO 


540-4590 


^fi 4f^R 10000 RPM nick Drix/o AQQPmhlx//FRI I 
OO.'+VJID I UUUU rii IVI L/I oft L/IIVc MobclllUly/rriVJ 


O 

c 


540-^707 


79-inr'h StnrFHno Fvn Pahinot Ontion ARYH^OA 
/ ^_ 1 1 IOI I OlUlL-Uyc l_a[J. octUlllcl, wjJUUM MriTv/OUrX 


Q 

i 


^00-1 9Q0 


I lni\/orcal Pn\A/or Qon i lonror 

L/lllVClOCll lUWCl OCLjUCllUCl 


NS 

IMO 


5^0-1 fi1Q 


C^mi inrlinn Pahlo 
v_a i uui iuii ly vauic 


A 


'3RO-09QR 


A'^nO-FP Accomhlx/ f 
nOuUU Tu MooclllUly 


A 


^70-94^1 


Phaccic \A#ith Ro/^l/r^lonQ FRI I 
oildoolo Willi DctUrvfJIcll Ic rnU 


NS 


^70-94^9 


m Pn\A/or* Si innlx/ Fan Accomhlx/ 
• i uvvci ou|j|jiy na.il r\oociiiuiy 


NS 


370-2433 


• Arrav Controller Fan Assembly 


NS 


370-2434 


• Battery Assembly 


NS 


370-2436 


• Power Supply 


NS 


540-4026 


• A3500 FC-AL Array Controller FRU 


NS 


150-1890 


Differential Terminator, HD68 


NS 


370-3907 


A3500-FC Front Panel 


NS 


530-1883 


External SCSI Cable, HD68 to HD68, 20 cm 


NS 


530-1884 


External SCSI Cable, HD68 to HD68, 80 cm 


NS 


530-1885 


External SCSI Cable, HD68 to HD68, 2M 


NS 


530-1886 


External SCSI Cable, HD68 to HD68, 12M 


NS 


537-1006 


50/125 Multimode Fibre Optical Cable, 15M 




805-2624 


A 1 000/D 1 000 Installation/Operation/Service Manual 




805-4980 


StorEdge A3000 Controller Module Guide 



Volume II 



ARRAY-61 



PARTS BREAKDOWN 



9/18/00 



Enterprise Network Array A5000 StorEdge A5000 



ARY010A-45G 

Tabletop Option 
5 9.1GB Disks 
7200 RPM 

ARY510A-127G 

Tabletop Option 
14 9.1GB Disks 
7200 RPM 



ARY010A-127G 

Tabletop Option 
14 9.1GB Disks 
7200 RPM 

ARY011A-127G 

68" Rack Option w/o Rack 
14 9.1GB Disks 
7200 RPM 

ARY512A-127G 

68" Rack Option w/o Rack 
14 9.1GB Disks 
7200 RPM 



ARY510A-45G 

Tabletop Option 
5 9.1GB Disks 
7200 RPM 

ARY511A-127G 

72" Rack Option w/o Rack 
14 9.1GB Disks 
7200 RPM 






ARRAY-62 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Enterprise Network Array A5000 StorEdge A5000 

ARY010A-45G ARY010A-127G ARY510A-45G 

ARY510A-127G ARY011A-127G ARY511A-127G 
ARY512A-127G 



CODE 


PART# 


DESCRIPTION 


1 


540-3344 


Top Cover Assembly 


2 


540-2856 


Front Door Assembly 


3 


540-2953 


Front Panel Assembly 


3 


540-3348 


Front Panel Assembly without Logo 


4 


370-231 1 


Display Panel 


5 


330-2045 


Upper Right 1.6" Disk Drive Guide 


6 


330-1950 


Upper Left 1.6" Disk Drive Guide 


7 


540-2895 


Lower Right 1.6" Disk Drive Guide 


8 


540-2877 


Lower Left 1 .6" Disk Drive Guide 


9 


340-3289 


Interconnect Board Access Cover 


10 


540-2864 


Interconnect Assembly (501-2947 + 501-2948) 


11 


501-4372 


7-Slot FC-AL Disk Backplane 


12 


540-2858 


Front Fan Tray 


13 


340-3290 


Empty Chassis 


14 


330-2064 


Front Bottom Cover 


14 


330-2163 


Rear Bottom Cover 


15 


330-2000 


Foot 


16 


330-2106 


Vented Side Panel 


17 


540-2859 


Rear Fan Tray 


18 


540-2954 


Rear Panel Assembly 


19 


540-2857 


Rear Door Assembly 


20 


540-3249 


9.1GB 7200 RPM Disk Drive Assembly/FRU 


20 


540-3852 


9.1GB 7200 RPM Disk Drive Assembly/FRU 


20 


540-3279 


Empty 1 .6" Disk Drive Slot Filler 


21 


300-1295 


310 Watt Power Supply 


22 


540-2988 


Interface Board Assembly (501-2951 + 370-2303) 


23 


370-2004 


AC Input Filter 


NS 


240-2690 


Key 




802-7573 


Network Array Installation and Service Manual 



Volume II 



ARRAY-63 



PARTS BREAKDOWN 



9/18/00 



Enterprise Network Array A5000 StorEdge A5000 

ARY012A-254G ARY012A-509G 

56" Rack Option 56" Rack Option 
2 A5000s 4 A5000S 

28 9.1GB Disks 56 9.1GB Disks 
7200 RPM 7200 RPM 




ARRAY-64 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Enterprise Network Array A5000 StorEdge A5000 

ARY012A-254G ARY012A-509G 



CODE 


PART# 


DESCRIPTION 


1 


540-2809 


56-inch Enterprise Expansion Cabinet Assembly 


2 


300-1290 


• Universal Power Sequencer 


3 


540-2709 


• Fan Tray Assembly 


4 


340-3267 


• Fan Tray Rear Cover 


5 


340-3352 


• Top Panel, Medium Grey 


6 


340-3354 


• Side Panel, Medium Grey 


7 


540-2393 


• Keyswitch Assembly 


8 


540-2810 


• Door Assembly 


NS 


530-2265 


AC Power Cord, Harting Han 6HsB to NEMA L6-30P 


NS 


530-2266 


AC Power Cord, Harting Han 6HsB to IEC 309 


NS 


f540-3701 


EMI Retrofit Kit 1 




240-3043 


Front EMI Fingers for A5000 Chassis 




240-3044 


Rear EMI Fingers for A5000 Chassis 




340-4881 


Front Door 




340-4884 


Lower Front Kick Panel 


9 




StorEdge A5000 14x 9.1GB Disks per Tray 


- 


540-3028 


• StorEdge A5000 Chassis without Skins 


NS 


540-3249 


• 9.1GB 7200 RPM Disk Drive Assembly/FRU 


NS 


540-3852 


• 9.1GB 7200 RPM Disk Drive Assembly/FRU 


10 


340-4042 


Right Mounting Bracket 


1 1 


OA r\ A ClA A 

04U-4U44 


Tray 


12 


370-4043 


Left Mounting Bracket 


NS 


340-3627 


Shipping Bracket 


NS 


530-2197 


AC Power Cord, AMP Mate-N-Lok to IEC-320 


NS 


530-2236 


Remote Keyswitch Control Cable, 3.2M 


NS 


530-2264 


AC Power Cord, AMP Mate-N-Lok to Y IEC-320 


NS 


537-1004 


Fibre Optical Cable, 2M 


NS 


537-1006 


Fibre Optical Cable, 15M 



1 The EMI kit is required if more than two A5000 chassis are installed. 
Volume II ARRAY-65 



PARTS BREAKDOWN 



9/18/00 



StorEdge A5000 



ARY513A-254G 

72" Rack Option 

2 A5000S 
28 9. 1GB Disks 
7200 RPM 



ARY513A-509G 

72" Rack Option 

4 A5000S 
56 9.1GB Disks 
7200 RPM 



ARY513A-764G 

72" Rack Option 

6 A5000S 
84 9.1GB 7200 

7200 RPM 




ARRAY-66 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



StorEdge A5000 

ARY513A-254G ARY513A-509G ARY513A-764G 



CODE 


PART# 


DESCRIPTION 


1 


540-3707 


72-inch StorEdge Expansion Cabinet 


2 


300-1290 


Universal Power Sequencer 


NS 


530-1619 


Grounding Cable 


NS 


530-2674 


Power Cord, Harting Han 6HsB to NEMA L6-30P 


NS 


530-2675 


Power Cord, Harting Han 6HsB to IEC309 


NS 


540-3887 


Fan Assembly 


3 




StorEdge A5000 14x 9.1GB Disks per Tray 


- 


540-3912 


• StorEdge A5000 Chassis without Skins 


■ 


540-3249 


• 9.1GB 7200 RPM Disk Drive Assembly/FRU 


- 


540-3852 


• 9.1GB 7200 RPM Disk Drive Assembly/FRU 


4 


340-5262 


Right Mounting Rail 


5 


340-5264 


Right Tray 


5 


340-5265 


Left Tray 


6 


370-5263 


Left Mounting Rail 


NS 


340-3627 


Shipping Bracket 


NS 


340-3899 


FC100 Hub Mounting Bracket 


NS 


370-2303 


SW-GBIC 


NS 


370-3012 


FC100Hub 


NS 


370-3592 


AC Power Cord, AMP Mate-N-Lok to IEC-320 


NS 


530-2236 


Remote Keyswitch Control Cable, 3.2M 


NS 


530-2264 


AC Power Cord, AMP Mate-N-Lok to Y IEC-320 


NS 


537-1004 


Fibre Optical Cable, 2M 


NS 


537-1006 


Fibre Optical Cable, 15M 



Volume II 



ARRAY-67 



PARTS BREAKDOWN 



9/18/00 



ARY530A-91G 

Tabletop Option 
5 18.2GB Disks 
7200 RPM 

ARY531A-254G 

68" Rack Option w/o Rack 
14 18.2GB Disks 
7200 RPM 



StorEdge A5100 

ARY530A-254G 

Tabletop Option 
14 18.2GB Disks 
7200 RPM 

ARY550A-182G 

Tabletop Option 
5 36.4GB Disks 
10000 RPM 



ARY531A-254G 

72" Rack Option w/o Rack 
14 18.2GB Disks 
7200 RPM 

ARY550A-509G 

Tabletop Option 
14 36.4GB Disks 
10000 RPM 



ARY551A-509G 

72" Rack Option w/o Rack 
14 36.4GB Disks 
10000 RPM 



ARY552A-509G 

68" Rack Option w/o Rack 
14 36.4GB Disks 
10000 RPM 




ARRAY-68 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



StorEdge A5100 

ARY530A-91G ARY530A-254G ARY531A-254G 
ARY531A-254G ARY550A-182G ARY550A-509G 
ARY551A-509G ARY552A-509G 



nnnF 


PART if 

1 Mil 1 ft 


nPQPRiPTinM 

ucounir i ivjin 


1 


540-3344 


Ton Cover Assembly 


2 


540-2856 


Front Dnnr A^QPmhlx/ 
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i luiii r cu ici rAoociiiL/iy 
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4 
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7 


540-2895 


I nwpr Rinht 1 R" Di<^k Dri\/p fniiidp (-ClA rpmiirprh 
uuvvvi niyi n i . \J vj i o r\ i— / 1 1 v c vjuivjc y w~r i cv|liii cu^ 
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9 


340-3289 


Interconnect Board Access Cover 


10 


540-2864 


Interconnect Assemblv (501-2947 + 501-2948^ 


11 


501-4372 


7-Slot FC-AL Disk Barknlanp 


12 


540-2858 


Front Fan Trav 


13 
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Foot 
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17 


540-2859 


Rear Fan Tray 


18 


540-2954 


Rear Panel Assembly 


19 


540-2857 


Rear Door Assembly 


20 


540-3923 


18.2GB 7200 RPM Disk Drive Assembly/FRU 


20 


540-4192 


36.4GB 1 0000 RPM Disk Drive Assembly/FRU I 


20 


540-3279 


Empty 1 .6" Disk Drive Slot Filler 


21 


300-1295 


310 Watt Power Supply 


22 


540-2988 


Interface Board Assembly (501-2951 + 370-2303) 


23 


370-2004 


AC Input Filter 


NS 


240-2690 


Key 




802-7573 


Network Array Installation and Service Manual 



Volume II 



ARRAY-69 



PARTS BREAKDOWN 



9/18/00 



StorEdge A5100 



ARY533A-254G 

72" Rack Option 

1 A5100 
14 18.2GB Disks 
7200 RPM 

ARY553A-509G 

72" Rack Option 

1 A5100 
14 36.4GB Disks 
10000 RPM 



ARY533A-509G 

72" Rack Option 

2 A5100s 
28 18.2GB Disks 

7200 RPM 

ARY553A-1019G 

72" Rack Option 

2 A5100S 
28 36.4GB Disks 
10000 RPM 



ARY533A-1528G 

72" Rack Option 

6 A5100s 
84 18.2GB Disks 

7200 RPM 

ARY553A-3057G 

72" Rack Option 

6 A5100S 
84 36.4GB Disks 
10000 RPM 





ARRAY-70 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



StorEdge A5100 

ARY533A-254G ARY533A-509G ARY533A-1528G 
ARY553A-509G ARY553A-1019G ARY553A-3057G 



CODE 


PART # 


DESCRIPTION 


1 


540-3707 


72-inch StorEdge Expansion Cabinet 


2 


300-1290 


Universal Power Sequencer 


NS 


530-1619 


Grounding Cable 


NS 


530-2674 


Power Cord, Harting Han 6HsB to NEMA L6-30P 


NS 


530-2675 


Power Cord, Harting Han 6HsB to IEC309 


NS 


540-3887 


Fan Assembly 


3 


- 


StorEdge A5100 14x Disks per Tray 


- 


540-3912 


• StorEdge A51 00 Chassis without Skins 


- 


540-3923 


• 18.2GB 7200 RPM Disk Drive Assembly/FRU 


- 


540-4192 


• 36.4GB 10000 RPM Disk Drive Assembly/FRU 


4 


340-5262 


Right Mounting Rail 


5 


340-5264 


Right Tray 


5 


340-5265 


Left Tray 


6 


370-5263 


Left Mounting Rail 


NS 


340-3627 


Shipping Bracket I 


NS 


340-3899 


FC100 Hub Mounting Bracket 


NS 


370-2303 


SW-GBIC 


NS 


370-3012 


FC100Hub 


NS 


370-3592 


AC Power Cord, AMP Mate-N-Lok to IEC-320 


NS 


530-2236 


Remote Keyswitch Control Cable, 3.2M 


NS 


530-2264 


AC Power Cord, AMP Mate-N-Lok to Y IEC-320 


NS 


537-1004 


Fibre Optical Cable, 2M 


NS 


537-1006 


Fibre Optical Cable, 15M 



Volume II 



ARRAY-71 



PARTS BREAKDOWN 



9/18/00 



StorEdge A5200 



ARY520A-63G 

Tabletop Option 
7 9.1GB Disks 



ARY520A-200G ARY521 A-200G 

Tabletop Option 72" Rack Option w/o Rack 
22 9.1GB Disks 22 9.1GB Disks 



ARY522A-200G ARY540A-1 27G ARY540A-400G 

68" Rack Option w/o Rack Tabletop Option Tabletop Option 

22 9.1GB Disks 7 18.2GB Disks 22 18.2GB Disks 

ARY541 A-400G ARY542A-400G ARY560A-254G 

72" Option w/o Rack 68" Rack Option w/o Rack Tabletop Option 

22 1 8.2GB Disks 22 1 8.2GB Disks 7 1 8.2GB Disks 



ARY560A-800G 

Tabletop Option 
22 36.4GB Disks 



ARY562A-800G 

72" Rack Option w/o Rack 
22 36.4GB Disks 
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StorEdge A5200 

ARY520A-63G ARY520A-200G ARY521A-200G 
ARY522A-200G ARY540A-127G ARY 540A-400 
ARY541A-400G ARY542A-400G ARY560A-254G 
ARY560A-800G ARY562A-800G 



CODE 


PART# 


DESCRIPTION 


1 


C A O dO A A 

540-3344 


Top Cover Assembly 


2 


540-2856 


Front Door Assembly 


1 o 

3 


c a o onco 

540-2953 


Front Panel Assembly 


3 


540-3348 


Front Panel Assembly without Logo 


4 


370-231 1 


Display Panel 


5 


330-2047 


Upper Right 1" Disk Drive Guide 


D 


oon h o ji o 

330-1948 


Upper Left 1" Disk Drive Guide 


—i 
1 


540-oo14 


Lower Right 1" Disk Drive Guide 


Q 
8 


o40-oo1o 


Lower Left 1" Disk Drive Guide 


y 


340-3^89 


Interconnect Board Access Cover 


a r\ 

10 


540-2864 


interconnect Assembly (501-2947 + 501-2948) 


A A 
1 1 


501-41 58 


i i-oiot rU-AL Disk backplane 


^ o 


540-2858 


Front Fan Tray 


13 


340-3290 


Empty Chassis 


A A 

14 


330-2064 


Front Bottom Cover 


■i A 

14 


oon on co 
oo0-^1 bo 


Rear Bottom Cover 


15 


330-2000 


rOOt 


16 


OOO OH OO 

330-2106 


Vented Side Panel 


I / 




Roar Pon TVo\/ 
ncal rail lldy 


18 


540-2954 


Rear Panel Assembly j 


19 


540-2857 


Rear Door Assembly 


20 


540-3869 


9.1GB 10000 RPM Disk Drive Assembly/FRU 


20 


540-4191 


18.2GB 10000 RPM Disk Drive Assembly/FRU 


20 


540-4525 


36.4GB 10000 RPM Disk Drive Assembly/FRU 


20 


540-3469 


Empty 1" Disk Drive Slot Filler 


21 


300-1295 


310 Watt Power Supply 


22 


540-2988 


Interface Board Assembly (501-2951 + 370-2303) 


23 


370-2004 


AC Input Filter 


NS 


240-2690 


Key 




802-7573 


Network Array Installation and Service Manual 
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StorEdge A5200 



ARY523A-200G 

72" Rack Option 

1 A5200 
22 9.1GB Disks 

ARY523A-1200G 

72" Rack Option 

6 A5200S 
132 9.1GB Disks 

ARY543A-2400G 

72" Rack Option 

6 A5200S 
132 18.2GB Disks 



ARY523A-400G 

72" Rack Option 

2 A5200S 
44 9.1GB Disks 

ARY543A-400G 

72" Rack Option 

1 A5200 
22 18.2GB Disks 

ARY561A-800G 

72" Rack Option 
1 A5200 
36.4GB Disks 



ARY523A-800G 

72" Rack Option 

4 A5200S 
88 9.1GB Disks 

ARY543A-800G 

72" Rack Option 

2 A5200s 
44 18.2GB Disks 

ARY563A-800G 

72" Rack Option 
1 A5200 
36.4GB Disks 



ARY563A-1 601 G ARY563A-4804G 

72" Rack Option 72" Rack Option 

2 A5200S 6 A5200S 

36.4GB Disks 36.4GB Disks 
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PARTS BREAKDOWN 



StorEdge A5200 

ARY523A-200G ARY523A-400G ARY523A-800G 
ARY523A-1200G ARY543A-400G ARY543A-800G 
ARY543A-2400G ARY561A-800G ARY563A-800G 
ARY563A-1601G ARY563A-4804G 



CODE 


PART# 


DESCRIPTION 


1 


540-3707 


72-inch StorEdge Expansion Cabinet 


2 


300-1290 


Universal Power Sequencer j 


NS 


530-1619 


Grounding Cable 


NS 


530-2674 


Power Cord, Harting Han 6HsB to NEMA L6-30P 


NS 


530-2675 


Power Cord, Harting Han 6HsB to IEC309 1 


NS 


540-3887 


Fan Assembly 


3 


- 


StorEdge A5200 22x Disks per Tray 




540-3964 


• StorEdge A5200 Chassis without Skins 


■ 


540-4098 


• StorEdge A5200 Chassis without Skins 


■ 


540-3869 


• 9.1GB 10000 RPM Disk Drive Assembly/FRU 


■ 


540-4191 


• 18.2GB 10000 RPM Disk Drive Assembly/FRU 


~ 


540-4525 


• 36.4GB 10000 RPM Disk Drive Assembly/FRU 


4 


340-5262 


Right Mounting Rail 


5 


340-5264 


Right Tray 


5 


340-5265 


Lett iray 


6 


370-5263 


Left Mounting Rail 


NS 


340-3627 


Shipping Bracket 


NS 


340-3899 


FC100 Hub Mounting Bracket 


NS 


370-2303 


SW-GBIC 


NS 


370-3012 


FC100Hub 


NS 


370-3592 


AC Power Cord, AMP Mate-N-Lok to IEC-320 


NS 


530-2236 


Remote Keyswitch Control Cable, 3.2M 


NS 


530-2264 


AC Power Cord, AMP Mate-N-Lok to Y IEC-320 


NS 


537-1004 


Fibre Optical Cable, 2M 


NS 


537-1006 


Fibre Optical Cable, 15M 
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Gateway SP30 SP40 

Encore Computer Corporation Products 



SUN PART# 


ENCORE PART # 


DESCRIPTION 


f300-1379 


269-100111-002 


400W Power Supply #2 (GW) 


f300-1380 


269-100115-001 


4KVA UPS (GW/30) 


f300-1383 


269-100119-001 


5KVA UPS (GW/30) 


f300-1385 


269-100108-001 


LAD Power Supply (30) 


f300-1388 


269-100110-001 


800W DSP Power Supply B (30) 


f300-1389 


269-100111-001 


400W Power Supply #1 (GW) 


f370-3380 


221-300128-011 


525MB Tape Drive (30/40) (nr) 


f370-3381 


221-300139-004 


4GB Disk Drive (GW) (nr) 


f370-3382 


221-300140-003 


524MB Disk for 9U SCSI (30/40) 


f370-3383 


221-300142-100 


450MB Notebook Disk (GW/30/40) 


f370-3384 


221-300153-001 


810MB Notebook Disk (GW/30/40) 


f370-3386 


221-500039-103 


6U Ethernet #1 (30/40) (nr) 


f370-3387 


221-500039-113 


6U Ethernet #2 (30/40) (nr) 


f370-3388 


221-500039-123 


6U Ethernet #3 (GW/30/40) (nr) 


f370-3389 


221-600019-001 


PCMICA Modern Card (30/40) 


f370-3390 


221-600020-001 


PCMICA Ethernet Card #1 (30/40) 


f370-3392 


221-600024-001 


PCMICA Serial I/O (GW/30/40) 


f370-3506 


145-103542-001 


TMI/FTM to ATB Cable (30/40) 


f375-0032 


280-300001-103 


VME SCSI-2 4220 (GW/30) (nr) 


f375-0033 


280-300001-113 


VME SCSI-2 4220 #2 (GW/30) (nr) 


f375-0034 


280-300001-213 


VME SCSI-2 4220 with RAID (30) (nr) 


f375-0035 


280-300006-001 


VME SCSI-2 4420 (30/40) 


f375-0036 


280-300006-01 1 


VME SCSI-2 4420 (30/40) 


f375-0037 


280-300006-012 


VME SCSI-2 4420 with RAID (30/40) 


f375-0039 


280-300007-001 


VME Dual BMC Controller (GW/30) (nr) 


f375-0041 


280-300011-001 


SCSI Expander #1 1 (30/40) 


f375-0042 


280-300011-002 


SCSI Expander #2 1 (30/40) 


f375-0043 


280-300011-003 


SCSI Expander #3 1 (30) j 


f375-0045 


280-300022-001 


STE Target (GW/30/40) (nr) 


f375-0046 


280-300022-101 


STE Target F&W (GW/30/40) (nr) 


f375-0047 


280-300022-203 


STE Quad Target (GW/30/40) (nr) 


f501-5065 


160-113270-302 


50MHz Viper Adapter (40) 


f501-5066 


160-113285-001 


DC Power Assembly (30) (nr) 



1 Do NOT mix 375-0041 , 375-0042, 375-0043, and 375-0044. 
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PARTS BREAKDOWN 



Gateway SP30 SP40 - Continued 

Encore Computer Corporation Products 



SUN PART# 


ENCORE PART # 


DESCRIPTION 


f501-5069 


160-113356-001 


ESCON Dual Channel (GW/30/40)(nr) 


f501-5074 


160-113407-002 


ESCON Transition Module #2 (GW) (nr) 


f501-5077 


160-113270-202 


64MB Viper Adapter (nr) 


f501-5079 


160-113286-001 


Viper 88110-410 (40) (nr) 


f501-5080 


160-113306-001 


64MB Memory Channel II (GW/30) (nr) 


f501-5081 


160-113343-001 


256MB Memory Channel III (GW/30) (nr) 


f501-5082 


160-113357-001 


BMC Quad Channel (40) 


f530-2594 


145-103386-008 


8' 34-Pin BMC Cable (30) 


f530-2597 


145-103396-010 


10' 80-Pin BMC Cable (40) 


f530-2598 


145-103459-008 


8' BMC to CTRL Cable (30) 


f540-3663 


105-103304-001 


Power Distribution Unit (30) (nr) 


f540-3667 


107-103865-003 


4GB Disk Drive Module (30/40) (nr) 


f565-1455 


118-113049-122 


88110 CPU 64MB/128 (GW/30) (nr) 


f565-1456 


118-113071-005 


9U VME Disk Array (30/40) (nr) 


f565-1457 


118-113077-100 


Gray Notebook Kit (30/40) (nr) 


f565-1458 


118-113081-001 


EMC 512MB (30/40) (nr) 


f565-1459 


118-113081-002 


EMC 256MB (30/40) (nr) 


f565-1460 


118-113081-005 


EMC 512MB with Term (30/40) (nr) 


f565-1461 


118-113081-006 


EMC 256MB #2 (30/40) (nr) 


f565-1462 


118-113081-012 


EMC 256MB with Term (30/40) (nr) 


f565-1464 


118-113081-014 


EMC 256MB #3 (30/40) (nr) 


f565-1465 


118-113081-015 


EMC 128MB (30/40) (nr) 


f565-1466 


118-113105-005 


BMC Bus/Tag Assembly (GW/30) (nr) 


f565-1467 


118-113366-001 


VME BMC Quad Channel (40) 


f565-1468 


118-113119-002 


EMC 256MB Exp Memory (GW) (nr) 


f565-1470 


118-503005-100 


Black Notebook Kit (GW/30/40) (nr) 


f565-1471 


118-503005-200 


Black Notebook Kit #2 (GW/30/40) (nr) 



Notes 

1 . The parts in this list are not used in the StorEdge A7000. 

2. Some A7000 parts are compatible with these Encore products. 

3. A parts compatibility matrix is available from service logistics. 

4. This is only a list of parts that were assigned FRU part numbers. 

5. Parts described as (nr) are not engineering released to Rev 50. 
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StorEdge A7000 

ARY002A-0G 

Base Package w Two Disk Drawers 



SUN PART# 


ENCORE PART# 


DESCRIPTION 


f 150-3028 


278-100019-001 


Bus Terminator 


f 150-3029 


278-100020-001 


Tag Terminator 


f300-1381 


269-100116-001 


8KVA UPS (-01 with 1x 50A outlet) 


f300-1381 


269-100116-001 


8KVA UPS (-02 with 2x 50A outlets) 


f300-1382 


269-100118-001 


250W Dual Output Power Supply 


f300-1384 


269-100107-001 


14-Slot Chassis 800W Power Supply A/B 


f300-1386 


269-100109-001 


DC Bulk Power Supply Chassis 


f300-1387 


269-100109-002 


Power Supply Converter Module 


f300-1391 


269-100109-004 


360VDC Power Supply 


f370-3378 


207-300036-001 


HDSA Fan 


f370-3379 


221-300128-009 


SCSI Tape Drive (nr) 


f370-3385 


221-300161-100 


1 .2GB Disk Drive for Notebook 


f370-3391 


221-600023-001 


Microxctvr2 Ethernet 


f370-3393 


221-600027-001 


Syntex Notebook Kit 


f370-3394 


221-600028-001 


PCMICA Ethernet Card #2 


f370-3395 


207-300037-002 


Fan, 3.62 x 3.62 56 


f370-3396 


221-300154-001 


2GB Seagate Hawk 2XL Disk Drive 


f370-3405 


221-300165-002 


2GB Seagate Barracuda 4XL Disk Drive 


f370-3443 


145-103351-007 


50-Pin HDSA Bkpl to Bkpl Cable 


f370-3475 


145-103477-003 


CPU to Systech Adapter Cable 


f370-3497 


144-103003-005 


TMI-FTM Ribbon Cable 


f370-3498 


144-103175-012 


SH Right Angle Cable 


f370-3500 


145-103415-008 


Dual DIN CPU to Bulkhead Cable 


f370-3501 


145-103416-030 


PCU to Bulkhead Cable 


f370-3502 


145-103473-001 


Fan FORMS IV Cable 


f370-3503 


145-103495-008 


Bulkhead to Controller Cable 


f370-3507 


145-103549-001 


FORMS IV Jumper Cable 


f370-3537 


145-103194-003 


CPU to CPU Intc Intrt Cable 


f370-3538 


145-103266-002 


CPU to CPU Cable 


f370-3540 


145-103431-008 


CPU/Differential SCSI Cable 


f370-3624 


221-600033-001 


PCMCIA Ethernet Board 


f370-3663 


145-103350-017 


HDSA B/P 50-Pin Cable, 17' 


f370-3699 


None Assigned 


PCMCIA Global 56K Modem Board 


f370-3717 


145-103375-017 


50-Pin HDSA Bkpl to Bkpl Cable 
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PARTS BREAKDOWN 



StorEdge A7000 - Continued 

ARY002A-0G 

Base Package w Two Disk Drawers 



SUN PART# 


ENCORE PART # 


DESCRIPTION 


f370-3827 


Not Assigned 


Emergency Power Off RS232 Y Cable 


f370-3925 


Not Assigned 


4GB Disk Drive (requires Viper 501-5323) 


f375-0019 


160-113270-302 


Replaced by f501-5065 (nr) 


f375-0020 


160-113285-001 


Replaced by f501-5066 (nr) 


f375-0021 


160-113321-001 


Replaced by f501-5067 (nr) 


f375-0022 


160-113351-001 


Replaced by f501-5068 (nr) 


f375-0023 


160-113356-001 


Replaced by f501-5069 (nr) 


f375-0024 


160-113373-001 


Replaced by f501-5070 (nr) 


f375-0025 


160-113374-001 


Replaced byf501-5071 (nr) 


f375-0026 


160-113407-001 


Replaced by f501-5073 (nr) 


f375-0027 


160-113407-002 


Replaced by f501-5074 (nr) 


f375-0028 


160-113434-001 


Replaced by f501-5076 (nr) 


f375-0029 


160-113410-002 


Replaced by f501-5075 (nr) 


f375-0030 


280-113357-001 


VME Quad BMC Trans 


f375-0031 


280-113382-001 


PCI FORMS (nr) 


f375-0038 


280-300006-101 


91) VME SCSI-2 4440 


f375-0044 


280-300011-004 


SCSI Expander #4 1 


f375-0048 


280-300023-001 


PCMICA FAX Modem (nr) 


f375-0049 


280-300024-001 


PCMICA Bus Ethernet (nr) 


f375-0050 


280-500026-001 


PCMICA FAX 


f375-0051 


160-113405-001 


Replaced by f501-5072 (nr) 


f375-0052 


160-113270-202 


Replaced by f501-5077 (nr) 


f375-0053 


160-113270-303 


Replaced by f501-5078 (nr) 


f375-0054 


160-113286-001 


Replaced by f501-5079 (nr) 


f375-0055 


160-113306-001 


Replaced by f501-5080 (nr) 


f375-0056 


160-113343-001 


Replaced byf501-5081 (nr) 


f375-0057 


160-113357-001 


Replaced by f501-5082 (nr) 


f375-0058 


280-300006-102 


9U Integrated SCSI 


f375-0063 


280-400006-001 


9U 224 Watt DC-DC Converter, TMI 


f375-0065 


280-300006-104 


9U Integrated SCSI-2 with RAID (nr) (nf) 


f375-0067 


280-300006-103 


9U Integrated SCSI-2 4440 with RAID 


f501-5067 


160-113321-001 


FORMS IV TMI (obsolete) 


f501-5068 


160-113351-001 


SM FTM Fiber Trans 



1 Do NOT mix 375-0041 , 375-0042, 375-0043, and 375-0044. 
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StorEdge A7000 - Continued 

ARY002A-0G 

Base Package w Two Disk Drawers 



SUN PART# 


ENCORE PART # 


DESCRIPTION 


f501-5070 


160-113373-001 


88110 CPU 32P 


f501-5071 


160-113374-001 


Diode or Switch Board (nr) 


f501-5072 


160-113405-001 


RAID 5 Accelerator (nr) 


f501-5073 


160-113407-001 


ESCON Transition Module 


f501-5075 


160-113410-002 


Dual ESCON 


f50 1-5076 


160-113434-001 


6U MC-IV Arb/Term (obsolete) 


f501-5078 


160-113270-303 


50MHz Viper Adapter #2 


f501-5285 


None Assigned 


Longline FORMS IV TMI 


f501-5323 


None Assigned 


0MB Viper Adapter 


f530-2592 


145-103192-004 


RMS Internal Cable 


f530-2593 


145-103350-014 


14' 50-Pin HDSA Cable 


f530-2595 


145-103386-012 


Internal BMC Cable 


f530-2596 


145-103396-008 


8' 80-Pin BMC Cable 


f530-2599 


258-800027-008 


Coaxial 50a 8' Cable 


f-530-2600 


258-800027-012 


Coaxial 50a 12' Cable 


f530-2601 


258-800050-450 


Coaxial 500a 8' Cable 


f530-2602 


258-800051-014 


14' RJ-11 4W Cable 


f530-2603 


145-103191-024 


SH-RMS Y Cable #1 


f530-2604 


145-103191-042 


SH-RMS Y Cable #2 


f530-2605 


145-103192-002 


RMS Internal Cable 


f530-2606 


145-103375-015 


HDSA 50-Pin BP Cable 


f530-2607 


145-103526-001 


UPSY HAR 5 Cable 


f530-2608 


145-103528-010 


30-50 AMP Cable 


f530-2609 


145-103535-008 


SCSI Target #1 Cable, 2.4M, F-M I 


f530-2610 


145-103552-001 


SCSI Target #2 Cable, 3.2M, F-M-M-M-M 


f530-261 1 


145-103555-001 


SCSI Target #3 Cable, 2.7M, F-M-M 


f530-2612 


245-100022-001 


STE EXT/MD68 to MD68 Cable 


f530-2613 


245-100023-001 


STE EXT/MC68 to MD68 Cable 


f530-2614 


258-800050-010 


10M Bus and Tag Cable 


f530-2615 


258-800050-020 


20M Bus and Tag Cable 


f530-2616 


258-800050-030 


30M Bus and Tag Cable 


f530-2617 


258-800053-002 


13M ESCON Cable 


f530-2618 


258-800053-003 


31 M ESCON Cable 


f530-2619 


258-800055-001 


UPS 50 Amp to Y L6-30R Power Cord 
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PARTS BREAKDOWN 



StorEdge A7000 - Continued 

ARY002A-0G 

Base Package w Two Disk Drawers 



SUN PART# 


ENCORE PART # 


DESCRIPTION 


f530-2620 


258-800063-001 


Power Cord Assembly 


f530-2667 


258-800027-012 


Coaxial 50q 3' Cable 


f540-3664 


105-103889-001 


AC POWer Distribution U nit (replaced by 540-401 3) 


f540-3665 


107-103848-001 


Blower Assembly 


f540-3666 


107-103864-001 


Option 9652 Disk Array Chassis 


f540-3668 


107-103865-009 


9GB Disk Drive Module 


f540-3669 


278-100021-001 


68-Pin SCSI-3 Terminator 


f540-3670 


278-400003-001 


Linear Actuator 


f540-3688 


278-100023-001 


Differential CKTM/FEM Internal 


f540-3689 


278-100025-068 


External Shielded SCSI Data Cable 


f540-3702 


107-103899-001 


Replaced by 540-3808 (nr) 


f540-3720 


None Assigned 


9.1GB 7200 RPM Disk Drive Assembly 


f540-3721 


None Assigned 


18.2GB 7200 RPM Disk Drive Assembly 


f540-3754 


107-103922-002 


Tall SCSI Expander Fan Assembly 


f540-3755 


107-103936-001 


12V, 212 CFM Fan 


f540-3762 


107-103888-001 


TMI Fan Chassis Subassembly 


f540-3808 


107-103899-001 


Power Distribution for Redundant Blower 


f540-3841 


None Assigned 


Option 9656 Disk Array Chassis 


f540-3837 


118-113128-002 


91) VME RAID Accelerator 


f540-4013 


None Assigned 


AC Power Distribution Unit (Replaced 540-3664) 


f565-1463 


118-113081-013 


EMC 51 2MB #2 


f565-1469 


118-113406-002 


Quad BMC without Checksum 


f565-1472 


118-513014-100 


Trogon Notebook Kit 


f565-1510 


118-513014-100 


Toshiba Notebook Kit 


f791-1519 


118-513014-100 


System Recovery Disk (f370-3405 + sw) 


805-4631 


302-007840-500 


A7000 Operations Guide 


805-4632 


306-007840-100 


A7000 Installation Guide 


805-6489 


None Assigned 


A7000 Service Manual 


805-4901 


None Assigned 


A7000 ROM Monitor 



Notes 

1 . This is only a list of parts that were assigned FRU part numbers. 

2. Some A7000 parts are compatible with the older Encore products. 

3. A parts compatibility matrix is available from service logistics. 

4. Parts described as (nr) are not engineering released to Rev 50. 

5. Parts described as (nf) are not assigned a FRU part number. 
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T3WG-TT-11-163 

1 Tabletop Option 
9 18.2GB Disks 

10000 RPM 

T3ES-TT-22-327 

2 Tabletop Options 
18 18.2GB Disks 

10000 RPM 

T3WG-RR-11-163 

1 Rack Option w/o Rack 

9 18.2GB Disks 
10000 RPM 

T3ES-RR-22-327 

2 Rack Options w/o Rack 

18 18.2GB Disks 
10000 RPM 



StorEdge T3 

T3WG-TT-1 1-327 

1 Tabletop Option 
9 36.4GB Disks 

10000 RPM 

T3ES-TT-22-655 

2 Tabletop Options 
18 36.4GB Disks 

10000 RPM 

T3WG-RR-1 1-327 

1 Rack Option w/o Rack 

9 36.4GB Disks 
10000 RPM 

T3ES-RR-22-655 

2 Rack Options w/o Rack 

18 36.4GB Disks 
10000 RPM 



T3WG-TT-1 1-660 

1 Tabletop Option 
9 73.4GB Disks 

10000 RPM 

T3ES-TT-22-1321 

2 Tabletop Options 
18 73.4GB Disks 

10000 RPM 

T3WG-RR-1 1-660 

1 Rack Option w/o Rack 

9 73.4GB Disks 
10000 RPM 

T3ES-RR-22-1321 

2 Rack Options w/o Rack 

18 73.4GB Disks 
10000 RPM 




ARRAY-82 



Field Engineer Handbook 



9/18/00 PARTS BREAKDOWN 

StorEdge T3 

T3WG-TT-1 1 -1 63 T3WG-TT-1 1 -327 T3WG-TT-1 1 -660 

T3ES-TT-22-327 T3ES-TT-22-655 T3ES-TT-22-1321 

T3WG-RR-1 1 -1 63 T3WG-RR-1 1 -327 T3WG-RR-1 1 -660 

T3ES-RR-22-327 T3ES-RR-22-655 T3ES-RR-22-1321 



CODE 


PART# 


DESCRIPTION 


i 
i 


of u-oyyu 


onassis witn iviiapiane ASsemDiy/rnu 




D4U-4o4o 


• onassis 




of o-UUoo 


• Midplane 


o 
c. 


c>m AAfZQ 

on-u-^i-oy 


iop uover AssemDiy 


Q 

o 


o4U-4<io/ 


lo.^bb lUUUU HrM l.b DISK Drive ASSeiTIDly/rKU 


Q 
O 


D4U-444U 


\o.d\jiD 1UUUU nrlvl i .U UISK UrlVG ASSemDiy/rnU 


O 




lUUUUrirlvl I .U UISK Drive ASSemDiy/rriU 


o 
O 


o4u-4b iy 


/o.4(jib iuuuu HrM i.b uisk Drive AssemDiy/rKu 


4 


o7o-UUoo 


Interconnect Card 


C 
0 


oUU- 1 40o 


325 Watt Power Supply w NiCd Battery (pre-release) 




unknown 


• Nickel Cadmium Battery 


c 
0 


oUU-1 434 


o<io wan rower ouppiy wnn imiivim battery 




O / \J \J\J\J\J 


• IMIOrxCI IVIC/ldl 1 lyv-ll IUC LJCl lit? 1 y 


6 


375-0084 


Array Controller 


NS 


540-4306 


Front Cover Assembly/FRU 


NS 


180-1918 


NEMA 5-1 5P to Locking IEC320 AC Power Cord 


NS 


370-3989 


Media Interface Adapter, DB-9 to SC Duplex 


NS 


370-4119 


Diagnostic Cable Kit/FRU 


NS 


530-2842 


DB-9 Interconnect Cable, 330 mm 


NS 


530-2843 


DB-9 Interconnect Cable, 600 mm 


NS 


537-1004 


Fibre Optical Cable, 2M 


NS 


537-1006 


Fibre Cable, 15M, Option 978 


NS 


537-1020 


Fibre Cable, 5M, Option 9715 




806-1062 


T3 Installation, Operation, and Service Guide 



Volume II 



ARRAY-83 



PARTS BREAKDOWN 



9/18/00 



T3ES-RH-44-655 

4 T3 Arrays + 72" Rack 
2Hubs+10GBICs 
36 18.2GB Disks 
10000 RPM 

T3ES-RH-88-1310 

8 T3 Arrays + 72" Rack 
2Hubs+10GBICs 
72 18.2GB Disks 
10000 RPM 

T3ES-RK-44-655 

4 T3 Arrays + 72" Rack 
36 18.2GB Disks 
10000 RPM 

T3ES-RK-88-1310 

8 T3 Arrays + 72" Rack 
72 18.2GB Disks 
10000 RPM 



StorEdge T3 

T3ES-RH-44-1310 

4 T3 Arrays + 72" Rack 
2Hubs + 10GBICs 
36 36.4GB Disks 
10000 RPM 

T3ES-RH-88-2620 

8 T3 Arrays + 72" Rack 
2 Hubs + 10 GBICs 
72 36.4GB Disks 
10000 RPM 

T3ES-RK-44-1310 

4 T3 Arrays + 72" Rack 
36 36.4GB Disks 
10000 RPM 

T3ES-RK-88-2620 

8 T3 Arrays + 72" Rack 
72 36.4GB Disks 
10000 RPM 



T3ES-RH-44-2642 

4 T3 Arrays + 72" Rack 
2 Hubs + 10 GBICs 
36 73.4GB Disks 
10000 RPM 

T3ES-RH-88-5284 

8 T3 Arrays + 72" Rack 
2 Hubs + 10 GBICs 
72 73.4GB Disks 
10000 RPM 

T3ES-RK-44-2642 

4 T3 Arrays + 72" Rack 
36 73.4GB Disks 
10000 RPM 

T3ES-RK-88-5284 

8 T3 Arrays + 72" Rack 
72 73.4GB Disks 
10000 RPM 




ARRAY-84 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



StorEdge T3 

T3ES-RH-44-655 T3ES-RH-44-1310 T3ES-RH-44-2642 

T3ES-RH-88-1310 T3ES-RH-88-2620 T3ES-RH-88-5284 

T3ES-RK-44-655 T3ES-RK-44-1310 T3ES-RK-44-2642 

T3ES-RK-88-1310 T3ES-RK-88-2620 T3ES-RK-88-5284 



CODE 


PART# 


DESCRIPTION 


1 


540-3707 


72-inch StorEdge Expansion Cabinet 


2 


300-1290 


Universal Power Sequencer 


NS 


530-1619 


Grounding Cable 


NS 


530-2674 


Power Cord, Harting Han 6HsB to NEMA L6-30P 


NS 


530-2675 


Power Cord, Harting Han 6HsB to IEC309 


NS 


540-3887 


Fan Assembly 


3 


370-3990 


T3 Chassis with Midplane Assembly/FRU 


4 


540-4287 


18.2GB 10000 RPM 1.6" Disk Drive Assembly/FRU 


4 


540-4440 


18.2GB 10000 RPM 1.0" Disk Drive Assembly/FRU 


4 


540-4367 


36.4GB 10000 RPM 1.0" Disk Drive Assembly/FRU 


4 


540-4519 


73.4GB 10000 RPM 1.0" Disk Drive Assembly/FRU 


NS 


180-1918 


NEMA 5-1 5P to Locking IEC320 AC Power Cord 


MO 

NS 


370-3989 


Media Interface Adapter, DB-9 to SC Duplex 


NS 


530-2842 


DB-9 Interconnect Cable, 330 mm 


NS 


530-2843 


DB-9 Interconnect Cable, 600 mm 


NS 


537-1004 


Fibre Optical Cable, 2M 


NS 


537-1006 


Fibre Optical Cable, 15M 


NS 


537-1020 


Fibre Cable, 5M, Option 9715 


NS 


340-3899 


FC100 Hub Mounting Bracket 


NS 


370-2303 


SW-GBIC 


NS 


370-3012 


FC100 Hub 




806-1062 


T3 Installation, Operation, and Service Guide 



Volume II 



ARRAY-85 



PARTS BREAKDOWN 9/18/00 

StorEdge T3 

Mounting Options 



PART# 


DESCRIPTION 


595-5557 


E5500/6500 68" Cabinet Air Baffle, Option 9629 


340-6485 


• Air Baffle 


595-5368 


72" Cabinet/E 10000 7U Rack Mount Kit, Option 9663 


330-2618 


• 3U Trim Strip 


330-2619 


• 4U Trim Strip 




a Nnn in Rapk AHantpr 

W l\\Jl 1 OUI 1 riCHrrx rAUdjJlCJI 


340-6139 


• Left Side Rail 


340-6140 


• Right Side Rail 


340-6226 


• 1/2 Height Filler Panel 


595-5517 


E5500/6500 68" Cabinet 7U Rack Mount Kit, Option 9664 


340-6499 


• Left Side Rail 


OnrV/ \J\J\J\J 


* Rinht 9irlp Rail 

• riiyi ii oiut? new 


595-5487 


72" Cabinet/E10000 4U Rack Mount Kit, Option 9673 


330-2619 


• 4U Trim Strip 




* 1 pft ^'iHp Rail 


340-6033 


• Right Side Rail 


340-6035 


• Non Sun Rack Adapter 


340-6226 


• 1/2 Height Filler Panel 


595-5517 


E5500/6500 68" Cabinet 4U Rack Mount Kit, Option 9674 


340-6497 


• Left Side Rail 


340-6498 


• Right Side Rail 


595-5487 


Mounting Tray Kit, Option 9676 


340-6031 


• Top/Bottom Support Plate 



ARRAY-86 



Field Engineer Handbook 



PARTS BREAKDOWN 
REMOVEABLE MEDIA 



9/18/00 



PARTS BREAKDOWN 



Removable Media 



Desktop SunCD Pack 4 

Desktop SunCD Plus Pack 6 

SunCD 2Plus Desktop Pack 8 

Desktop Backup Pack 

150MB 1/4" 10 

5.0GB 4 mm DDS-1 12 

10GB 8 mm 14 

14GB 8 mm 14 

Desktop Storage Module 

2.3GB 8 mm 16 

5.0GB 8 mm 16 

20GB 4 mm DDS-1 18 

16-32GB4 mm DDS-2 20 

SPARCstorage DLT4000 

20-40GB 1/2" DLT 22 

Multi-Tape Backup Tray 

5GB 8 mm 24 

10GB 8 mm 24 

14GB 8 mm 24 

20GB 4 mm DDS-1 26 

20-40GB 1/2" DLT4000 28 

7-14GB8mm 30 

16-32GB4mm DDS-2 32 

72-144GB4mm DDS-3 34 

SPARCstorage Unipack 

2.5GB 1/4" 36 

7-14GB8mm 38 

5GB 4 mm 40 

4-8GB 4 mm DDS-2 40 



Field Engineer Handbook - Volume II 



PARTS BREAKDOWN 9/18/00 



Removable Media - Continued 

SPARCstorage UniPack and StorEdge UniPack 

4-8GB 1/4" SLR 42 

25-50GB1/4"MLR 42 

SunCD 4 CD-ROM 44 

SunCD 12 CD-ROM 44 

7-1 4GB 8 mm 46 

20-40GB 8 mm 48 

4-8GB 4 mm DDS-2 50 

12-24GB4mm DDS-3 50 

20-40GB 4 mm DDS-4 52 

SPARCstorage FlexiPack and StorEdge FlexiPack 

20-40GB 1/2" DLT4000 54 

35-70GB1/2"DLT7000 56 

4-8GB 1/4" SLR 58 

25-50GB 1/4" MLR 58 

SunCD 12 60 

7-14GB8mm 62 

20-40GB 8 mm 64 

4-8GB 4 mm DDS-2 66 

12-24GB4 mm DDS-3 68 

72-1 44GB 4 mm DDS-3 70 



REMOVABLE MEDIA-2 



Field Engineer Handbook 



9/18/00 PARTS BREAKDOWN 
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Volume II 



REMOVABLE MEDIA-3 



PARTS BREAKDOWN 



9/18/00 



Desktop SunCD Pack 

558 559 

SunCD CD-ROM SunCD CD-ROM 




REMOVABLE MEDIA-4 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Desktop SunCD Pack 

558 559 



CODE 


PART# 


DESCRIPTION 


1 


540-1778 


Cover Assembly, Tape and CD-ROM 


2 


540-1978 


Fan/SCSI Connector/Address Select Assembly/FRU 


3 


150-1557 


• Address Select Switch (obsolete) 


3 


1 50-2049 


• Address Select Switch 


4 


540-1802 


• Fan Assembly 


NS 


150-1174 


• 2A Subminiature Fuse 


NS 


340-2839 


• Fan EMI Gasket 


5 


540-1773 


Base Assembly 


6 


330-1214 


• Rubber Foot 


7 


300-1037 


35 Watt Power Supply (obsolete) 1 


7 


300-1090 


35 Watt Power Supply (obsolete) 


7 


300-1105 


44 Watt Power Supply 


8 


540-1931 


CD-ROM Assembly 


9 


370-1312 


• Sony CDU-801 2 CD-ROM 


10 


340-1967 


• Drive Bracket 


11 


530-1454 


• Address Select Switch Cable, 5.25" 


11 


530-1825 


• Address Select Switch Cable, 8.5" 


NS 


240-1141 


• #6-32 x 1/4" Screw 


NS 


150-1346 


External Terminator, HD50 


NS 


150-1785 


External Active Terminator, HD50 


NS 


530-1434 


External SCSI Cable, HD50 to HD50, 45 cm 


NS 


530-1435 


External SCSI Cable, HD50 to DD-50SA, 2.0M 


NS 


530-1508 


External SCSI Cable, HD50 to HD50, 80 cm 


NS 


530-1593 


External SCSI Cable, HD50 to DD-50SA, 1.UM 


MO 

No 


con H 7QO 


txternai ouoi uaDie, nuou 10 uu-ouon, ^.uivi 


NS 


530-1793 


External SCSI Cable, HD50 to HD50, 80 cm 


NS 


530-1829 


External SCSI Cable, HD50 to DD-50SA, 1.0M 


NS 


530-1836 


External SCSI Cable, HD50 to HD50, 2.0M 


NS 


530-1852 


External SCSI Cable, HD50 to HD50, 4.0M 


NS 


555-1154 


Caddy 3-Pack 


NS 


370-1316 


• Caddy 




800-4895 


Desktop Storage Pack Field Service Manual 



1 Power Supply 300-1037 does not have IEC950 or UL1950 approval. 
Do NOT install 300-1037 into options manufactured after March 1991 . 



Volume II REMOVABLE MEDIA-5 



PARTS BREAKDOWN 



9/18/00 



Desktop SunCD Plus Pack 

557 

SunCD Plus CD-ROM 




REMOVABLE MEDIA-6 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Desktop SunCD Plus Pack 

557 



CODE 


PART* 


DESCRIPTION 


< 
1 


IZAft 177Q 


r\\ ic\ y Acoomhlu 

uover MssemDiy 


1 


04U-<;4o 1 


moqitigo uover Assemuiy tot oo/-r\ur\ upuon 


2 


540-1978 


Fan/SCSI Connector/Address Select Assembly/FRU 


3 


150-2049 


• Address Select Switch 


4 


04U-£ 1 oO 


• ran Assemuiy 


MO 

No 


a eft H -i "7 A 

1 OU- 1 1/4 


_ OA Oi iW\min!o+i ir*^ Ci icq 

• c.i\ oUDrniniaiure ruse 


MO 

No 


o4U-^ooy 


• ran tivn oasKei 


5 


C/IH H770 


base Assemuiy 


6 


ooU- 1 £ 1 4 


• HUDDer rooi 


7 


300-1105 


44 Watt Power Supply 


o 
8 


b4U-^44y 


pn DON/I AocamhK/ fr\r l/hl^ Ontinn 

UU-nUivi Assemuiy ior oo/-r\ur\ vjpiiun 


9 


370-1573 


• bony uuu-ob 1 uu-nUM 


10 


340-1967 


• Drive Bracket 


1 1 


con a ooc 

530-1825 


^ A r\ *-\ * r\ /-* Ot A«ifs%L-t r^r>V\\r\ C\ H H" Dirt Crvooinn Q C" 

• Address owitcn oaoie, u. iu rin opacing, o.o 


NS 


240-1530 


• M3 0.5 x 6mm Screw 


NS 


250-1194 


• Adhesive Backed RFI Strip, 1 40 mm 


8 


540-2478 


CD-ROM Assembly 


9 


370-1584 


• Sony CDU-561 CD-ROM 


10 


340-1967 


• Drive Bracket 


i i 


^QH-1R2S 

OOU 1 O^LO 


* Addrp<5q Switrh Cablp 0 1 0" Pin Soacina 8 5" 


NS 


240-1141 


• #6-32x1/4" Screw 


NS 


150-1785 


External Active Terminator, HD50 


NS 


530-1793 


External SCSI Cable, HD50 to HD50, 80 cm 


NS 


530-1836 


External SCSI Cable, HD50 to HD50, 2.0M 


NS 


530-1852 


External SCSI Cable, HD50 to HD50, 4.0M 




800-4895 


SunCD Plus Desktop Pack Installation Manual 



Volume II 



REMOVABLE MEDIA-7 



PARTS BREAKDOWN 



9/18/00 



Desktop SunCD 2Plus Pack 

579 

SunCD 2Plus CD-ROM 




REMOVABLE MEDIA-8 



Field Engineer Handbook 



9/18/00 PARTS BREAKDOWN 

Desktop SunCD2 Plus Pack 

579 



CODE 


PART # 


DESCRIPTION 


1 


540-1778 


Cover Assembly 


2 


540-1978 


Fan/SCSI Connector/Address Select Assemblv/FRU 


3 


150-2049 


• Address Select Switch 


4 


540-2185 


• Fan Assembly 


NS 


150-1174 


• 2A Subminiature Fuse 


NS 


340-2839 


• Fan EMI Gasket 


5 


540-1773 


Base Assembly 


6 


330-1214 


• Rubber Foot 


7 


300-1105 


44 Watt Power Supply 


8 


540-2522 


SunCD 2Plus CD-ROM Assembly 


9 


370-1682 


• Toshiba XM41 01 B CD-ROM, Grey Bezel 


i 10 


340-1967 


• Drive Bracket 


11 


530-1825 


• Address Switch Cable, 0.10" Pin Spacing, 8.5" 


NS 


240-1530 


• M3 x 6 mm Screw 


NS 


150-1785 


External Active Terminator, HD50 


NS 


530-1793 


External SCSI Cable, HD50 to HD50, 80 cm 


NS 


530-1836 


External SCSI Cable, HD50 to HD50, 2.0M 


NS 


530-1852 


External SCSI Cable, HD50 to HD50, 4.0M 




801-5963 


SlimCD Installation and User's Manual \ 



Volume II 



REMOVABLE MEDIA-9 



PARTS BREAKDOWN 



9/18/00 



Desktop Backup Pack 

660 

150MB 1/4" Tape 




REMOVABLE MEDIA-10 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Desktop Backup Pack 

660 



CODE 


PART # 




1 


540-1778 


Tape Drive Cover Assembly 


2 


540-1776 


Fan/SCSI Connector/ Address Select Assy (obs) 


3 


150-1338 


• Address Select Switch (obsolete) 


4 


540-1802 


• Fan Assembly 


NS 


150-1174 


• 2A Subminiature Fuse 


2 


540-1978 


Fan/SCSI Connector/Address Select Assembly 


3 


150-1557 


• Address Select Switch (obsolete) 


3 


150-2049 


• Address Select Switch 


4 


540-1802 


• Fan Assembly 


NS 


150-1174 


• 2A Subminiature Fuse 


NS 


340-2839 


• Fan EMI Gasket 


5 


540-1773 


Base Assembly 


6 


330-1214 


• Rubber Foot 


7 


300-1037 


35 Watt Power Supply (obsolete) 1 


7 


300-1090 


35 Watt Power Supply (obsolete) 


7 


300-1105 


44 Watt Power Supply 


8 


370-1218 


150MB Tape Drive, QIC-150, Archive 2150S 


9 


340-1967 


Tape Drive Bracket 


10 


530-1454 


Address Select Switch Cable, 5.25" 


10 


530-1825 


Address Select Switch Cable, 8.5" 


NS 


240-1141 


#6-32 x 1/4" Screw 


NS 


150-1346 


External Terminator, HD50 


NS 


150-1785 


External Active Terminator, HD50 


NS 


530-1434 


External SCSI Cable, HD50 to HD50, 45 cm 


NS 


530-1508 


External SCSI Cable, HD50 to HD50, 80 cm 


NS 


530-1793 


External SCSI Cable, HD50 to HD50, 80 cm 


NS 


530-1836 


External SCSI Cable, HD50 to HD50, 2.0M 


NS 


530-1852 


External SCSI Cable, HD50 to HD50, 4.0M 




800-4895 


Desktop Storage Pack Field Service Manual 



1 Power Supply 300-1037 does not have IEC950 or UL1950 approval. 
Do NOT install 300-1037 into options manufactured after March 1991 . 

Volume II REMOVABLE MEDIA- 1 1 



PARTS BREAKDOWN 



9/18/00 



Desktop Backup Pack 

822 

5.0GB 4 mm Tape 




REMOVABLE MEDIA-1 2 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Desktop Backup Pack 

822 



CODE 


PART # 


DESCRIPTION 


1 


540-1778 


Tape Drive Cover Assembly 


2 


540-2470 


Fan/SCSI Cable/Address Select Assembly 


3 


150-2049 


• Address Select Switch 


4 


540-2185 


• Fan Assembly 


NS 


150-1174 


• 2A Subminiature Fuse 


NS 


340-2839 


• Fan EMI Gasket 


NS 


530-1844 


• Internal SCSI Cable, 300 mm 


5 


540-1773 


Base Assembly 


6 


330-1214 


• Rubber Foot 


7 


300-1105 


44 Watt Power Supply 


8 


540-2451 


4 mm DDS-1 Tape Drive Assembly 


9 


370-1571 


• 5GB 4 mm DDS-1 Tape Drive, Archive 4324RP 


10 


340-1967 


• Drive Bracket 


NS 


240-1141 


• #6-32 x 1/4" Screw 


11 


530-1825 


• Address Select Switch Cable, 8.5" 


NS 


150-1785 


External Active Terminator, HD50 


NS 


370-1612 


Blank Tape, DG-90M, 90meter/925feet 


NS 


370-1613 


Cleaning Tape 


NS 


530-1793 


External SCSI Cable, HD50 to HD50, 80 cm 


NS 


530-1836 


External SCSI Cable, HD50 to HD50, 2.0M 


NS 


530-1852 


External SCSI Cable, HD50 to HD50, 4.0M 




800-4895 


Desktop Storage Pack Field Service Manual 



Volume II 



REMOVABLE MEDIA-1 3 



PARTS BREAKDOWN 



9/18/00 




REMOVABLE MEDIA-14 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Desktop Backup Pack 

834 844 



CODE 


PART# 


DESCRIPTION 


1 


540-1778 


Tape Drive Cover Assembly 


2 


540-2470 


Fan/SCSI Cable/Address Select Assembly 


3 


150-2049 


• Address Select Switch 


4 


540-2185 


• Fan Assembly 


NS 


150-1174 


• 2A Subminiature Fuse 


NS 


530-1844 


• Internal SCSI Cable, 300 mm 


5 


540-1773 


Base Assembly 


6 


330-1214 


Rubber Foot 


7 


300-1105 


44 Watt Power Supply 


8 


540-2617 


10GB 8 mm Tape Drive Assembly 


9 


370-1808 


• 10GB 8 mm Tape Drive, Grey Bezel 


10 


340-1967 


• Drive Bracket 


NS 


240-1530 


• M3 x 6 mm Screw 


11 


530-1825 


• Address Select Switch Cable, 8.5" 


8 


540-2652 


14GB 8 mm Tape Drive Assembly 


9 


370-1857 


• 14GB 8 mm Tape Drive, Grey Bezel 


10 


340-1967 


• Drive Bracket 


NS 


240-1530 


• M3 x 6 mm Screw 


11 


530-1825 


• Address Select Switch Cable, 8.5" 


NS 


150-1785 


External Active Terminator, HD50 


NS 


370-1298 


Blank 8 mm Tape, 106 meters 


NS 


370-1858 


Blank 8 mm Tape, 160 meters 


! NS 


370-1318 


Cleaning Kit (obsolete) 


NS 


370-2344 


Cleaning Kit 


NS 


530-1793 


External SCSI Cable, HD50 to HD50, 80 cm 


j NS 


530-1836 


External SCSI Cable, HD50 to HD50, 2.0M 


NS 


530-1852 


External SCSI Cable, HD50 to HD50, 4.0M 




800-4895 


Desktop Storage Pack Field Service Manual 



Volume 



REMOVABLE MEDIA-1 5 



PARTS BREAKDOWN 



9/18/00 



Desktop Storage Module 

804 814 

2.3GB 8 mm Tape 5.0GB 8 mm Tape 




2 



REMOVABLE MEDIA-16 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Desktop Storage Module 

804 814 



CODE 


PART # 


DESCRIPTION 


1 


540-2173 


Base Assembly, Tape Drive Option 


2 


300-1080 


60 Watt Power Supply 


3 


540-2145 


I/O Bracket Assembly 


- 


150-1557 


• Address Select Switch (obsolete) 


- 


150-2049 


• Address Select Switch 


- 


340-2506 


• I/O Bracket 


- 


501-1468 


• I/O PCB and Cable Assembly (obsolete) 


- 


530-1790 


• Address Select Switch Cable (obsolete) 


- 


530-2117 


• Address Select Switch Cable 


- 


530-1844 


• Internal SCSI Cable, -01 Rev 50 = 300 mm 


- 


530-1844 


• Internal SCSI Cable, -01 Rev 51 = 250 mm j 


- 


530-1844 


• Internal SCSI Cable, -02 Rev 50 = 240 mm 


- 


530-1844 


• Internal SCSI Cable, -03 Rev 50 = 240 mm 


- 


530-1844 


• Internal SCSI Cable, -03 Rev A = 260 mm 


- 


530-2125 


• Internal SCSI Cable, 308 mm 


- 


540-2142 


• DC Fan Assembly, 17 CFM (obsolete) 


- 


540-2142 


• DC Fan Assembly, 14 CFM 


4 


540-1982 


Top Cover Lockbox Assembly 


5 


540-2174 


Top Cover Assembly, Tape Drive Option 


6 


370-1405 


2.3GB 8 mm Tape Drive, Full-Height, Grey Bezel 


6 


370-1416 


5.0GB 8 mm Tape Drive, Full-Height, Grey Bezel 


7 


540-2263 


Peripheral Removal Handle (replaced 340-2571 ) 


8 


340-2547 


Tape Drive Mounting Bracket 


NS 


150-1785 


External Active Terminator, HD50 


NS 


240-1141 


#6-32 x 1/4" Tape Drive Mounting Screw 


NS 


240-1912 


#6-32 x 1/4" Tape Drive Mounting Screw (obs) 


NS 


530-1792 


External SCSI Cable, HD50 to DD-50SA, 2.0M 


NS 


530-1793 


External SCSI Cable, HD50 to HD50, 80 cm 


NS 


530-1829 


External SCSI Cable, HD50 to DD-50SA, 1.0M 


NS 


530-1836 


External SCSI Cable, HD50 to HD50, 2.0M 


NS 


530-1852 


External Cable, HD50 to HD50, 4.0M 




800-6219 


Desktop Storage Module Service Manual 




800-7236 


Desktop Storage Module Service Manual 



Volume II 



REMOVABLE MEDIA-1 7 



PARTS BREAKDOWN 9/18/00 



Desktop Storage Module 

827 

20GB 4 mm Tape 





REMOVABLE MEDIA-1 8 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Desktop Storage Module 

827 



CODE 


PART # 


DESCRIPTION 


1 


540-2173 


Base Assembly, Tape Drive Option 


2 


300-1080 


60 Watt Power Supply 


3 


540-2145 


I/O Bracket Assembly 1 


- 


150-2049 


• Address Select Switch 


- 


340-2506 


• I/O Bracket 


- 


530-2117 


• Address Select Switch Cable, 0.10" Spacing 2 


- 


530-2125 


• Internal SCSI Cable, 308 mm 3 


- 


540-2142 


• DC Fan Assembly, 14 CFM 


4 


540-1982 


Top Cover Lockbox Assembly 


5 


540-2174 


Top Cover Assembly, Tape Drive Option 


6 


370-1616 


20GB 4 mm DDS-1 Autoloader, Grey Bezel 


7 


540-2263 


Peripheral Removal Handle 


8 


340-2547 


Tape Drive Mounting Bracket 


NS 


150-1785 


External Active Terminator, HD50 


NS 


240-1530 


M3 0.5 x 6 mm Tape Drive Mounting Screw 


NS 


370-1612 


90 Meter Tape 


NS 


370-1613 


Cleaning Tape 


NS 


370-1683 


4-Tape Magazine 


NS 


530-1793 


External SCSI Cable, HD50 to HD50, 80 cm 


NS 


530-1836 


External SCSI Cable, HD50 to HD50, 2.0M 


NS 


530-1852 


External SCSI Cable, HD50 to HD50, 4.0M 


NS 


540-2561 


Shipping Restraint Assembly 




230-1404 


• Shipping Restraint Belt 




230-1405 


• Shipping Restraint Buckle 




340-3045 


• Shipping Restraint Bracket 




800-7236 


Desktop Storage Module Service Manual 



1 The 20GB Tape Drive requires I/O Assembly 540-2145-02. 

2 The 20GB Tape Drive is not compatible with Address Cable 530-1790. 

3 The 20GB Tape Drive is not compatible with SCSI Cable 530-1844. 



Volume II 



REMOVABLE MEDIA-1 9 



PARTS BREAKDOWN 



9/18/00 



Desktop Storage Module 

6271 6272 

1 6-32GB 4 mm Tape 1 6-32GB 4 mm Tape 
68-68 Pin Cable 50-68 Pin Cable 




2 



REMOVABLE MEDIA-20 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Desktop Storage Module 

6271 6272 



CODE 


PART # 


DESCRIPTION 


1 


540-2173 


Base Assembly, Tape Drive Option 


2 


300-1080 


60 Watt Power Supply 


3 


540-2145 


I/O Bracket Assembly 


- 


150-2049 


Address Select Switch 


- 


340-2506 


I/O Bracket 


- 


530-2117 


Address Select Switch Cable, 0.10" Spacing 


- 


530-2125 


Internal SCSI Cable, 308 mm 


- 


540-2142 


DC Fan Assembly, 14 CFM 


4 


540-1982 


Top Cover Lockbox Assembly 


5 


540-2174 


Top Cover Assembly, Tape Drive Option 


6 


370-2179 


16-32GB 4 mm DDS-2 Autoloader, Light Grey Bezel 


7 


540-2263 


Peripheral Removal Handle 


8 


340-2547 


Tape Drive Mounting Bracket 


NS 


150-1785 


External Active Terminator, HD50 


NS 


240-1530 


M3 0.5 x 6 mm Tape Drive Mounting Screw 


NS 


370-2181 


120 Meter DDS-2 Tape 


NS 


370-1613 


Cleaning Tape 


NS 


370-1683 


4-Tape Magazine 


NS 


530-1793 


External SCSI Cable, HD50 to HD50, 80 cm 


NS 


530-1836 


External SCSI Cable, HD50 to HD50, 2.0M 


NS 


530-1852 


External SCSI Cable, HD50 to HD50, 4.0M 


NS 


540-2561 


Shipping Restraint Assembly 




230-1404 


Shipping Restraint Belt 




230-1405 


Shipping Restraint Buckle 




340-3045 


Shipping Restraint Bracket 




802-5325 


16-32 Gbyte 4mm Tape Auto-Loader Desktop 
Storage Module Installation and User's Guide 



Volume II 



REMOVABLE MEDIA-21 



PARTS BREAKDOWN 



9/18/00 



SPARCstorage DLT4000 

6051 6052 

20-40GB 1/2"Tape 20-40GB 1/2" Tape 
50-50 Pin Cable 50-68-Pin Cable 




CODE 


PART # 


DESCRIPTION 


1 


540-2780 


Quantum Desktop DLT4000 Assembly/FRU I 


NS 


150-1785 


External Active Terminator, 50-Pin SCSI-2 


NS 


180-1179 


110V AC Power Cord 


NS 


261-7606 


DLT4000 Nameplate 


NS 


370-2188 


20GB Data Cartridge 


NS 


370-2189 


Cleaning Cartridge 'j 


NS 


370-2848 


20-40GB DLT Tape Drive 


NS 


530-1793 


External SCSI Cable, 50-Pin to 50-Pin, 80 cm ; 


NS 


530-2115 


External SCSI Cable, 68-Pin to 50-Pin, 1 :2M 




802-5054 


DLT4000 Installation and User's Guide 



REMOVABLE MEDIA-22 



Field Engineer Handbook 



9/18/00 PARTS BREAKDOWN 



This page intentionally left blank. 



Volume II 



REMOVABLE MEDIA-23 



PARTS BREAKDOWN 



9/18/00 



Multi-Tape Backup Tray 

811 816 831 836 841 846 

5GB 8 mm 5GB 8 mm 10GB 8 mm 10GB 8 mm 14GB 8 mm 14GB 8 mm 

w/o Tape Tray 1 Tape Tray w/o Tape Tray 1 Tape Tray w/o Tape Tray 1 Tape Tray 




REMOVABLE MEDIA-24 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Multi-Tape Backup Tray 



811 


816 


831 836 841 846 


CODE 


PART # 


DESCRIPTION 


1 


340-2566 


Chassis Enclosure 


2 


340-2861 


Tray Retaining Bracket (obsolete) 


2 


340-2862 


Tray Retaining Bracket ; 


3 


150-1806 


SCSI Address Select Switch 


4 


370-1385 


-01 Slide Rail Set, Inner 651 .2 mm, Outer 742.7 mm 


4 


370-1385 


-03 Slide Rail Set, Inner 717.3 mm, Outer 742.7 mm 


5 


None 


Cross-Drilled Screw (use 240-1732-01) 


6 


None 


Screw Retaining Clip 


7 


340-2564 


Fan Enclosure 


8 


370-1214 


DC Fan, 105 CFM 


9 


340-2641 


Filler Panel (obsolete) 


9 


340-2835 


Full-Height Filler Panel 


9 


340-2859 


Half-Height Filler Panel 


9 


340-3369 


Half-Height Filler Panel 


10 


340-2601 


Connector Panel 


11 


300-1096 


269 Watt Power Supply 


11 


300-1312 


269 Watt Nordic Power Supply (Available 12/95) 


12 


340-2565 


Top Cover 


13 


370-1415 


5.0GB 8 mm Tape Drive, Full-Height, Black Bezel 


13 


370-1809 


10GB 8 mm Tape Drive, Half-Height, Black Bezel 


13 


370-1856 


14GB 8 mm Tape Drive, Half-Height, Black Bezel 


14 


240-1372 


M4 0.7 x 10 mm Screw 


15 


340-2148 


Peripheral Mounting Bracket 


16 


240-1141 


#6-32 x 1/4" Screw for 5GB 


16 


240-1530 


M3 0.5 x 6 mm Screw for 10GB and 14GB 


NS 


370-2344 


8 mm Cleaning Kit 


NS 


530-1849 


Address Select Switch Cable (obsolete) 


NS 


530-1891 


Internal SCSI Bus Cable, 1 .8M 


NS 


530-1892 


DC Wire Harness 


NS 


530-2058 


4-Drive Address Select Switch Cable 


NS 


540-2252 


Front Panel, 56-inch Rack with 4 Tape Drive Cutouts 




800-7008 


5.0 Gbyte 8mm Tape Drive Tray Service Manual 




800-7340 


Multi-Tape Backup Tray Service Manual 



Volume II 



REMOVABLE MEDIA-25 



PARTS BREAKDOWN 



9/18/00 



Multi-Tape Backup Tray 

825 826 

20GB 4 mm Tape 20GB 4 mm Tape 
w/o Tape Tray 1 Tape Tray 




REMOVABLE MEDIA-26 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Multi-Tape Backup Tray 

825 826 



CODE 


PART # 


DESCRIPTION 


1 


340-2566 


Chassis Enclosure 


2 


340-2681 


Tray Retaining Bracket (obsolete) 


2 


340-2862 


Tray Retaining Bracket 


3 


150-1806 


SCSI Address Select Switch 


4 


370-1385 


-01 Slide Rail Set, Inner 651 .2 mm, Outer 742.7 mm 


4 


370-1385 


-03 Slide Rail Set, Inner 717.3 mm, Outer 742.7 mm 


5 


None 


Cross-Drilled Screw (use 240-1732-01) 


6 


None 


Screw Retaining Clip 


7 


340-2564 


Fan Enclosure 


8 


370-1214 


DC Fan, 105 CFM 


9 


340-2641 


Filler Panel (obsolete) 


9 


340-2835 


Full-Height Filler Panel 


9 


340-2859 


Half-Height Filler Panel 


9 


340-3369 


Half-Height Filler Panel 


10 


340-2601 


Connector Panel 


11 


300-1096 


269 Watt Power Supply 


11 


300-1312 


269 Watt Nordic Power Supply (Available 1 2/95) 


12 


340-2565 


Top Cover 


13 


540-2607 


Fan, Wire Harness, and Bracket Assy, 20GB 4 mm 


13 


540-2606 


• Fan and Wire Harness Assembly 


14 


370-1617 


20GB 4 mm Autoloader, Full-Height, Black Bezel 


15 


240-1372 


M4 0.7 x 10 mm Screw 


16 


340-2148 


Peripheral Mounting Bracket 


17 


240-1530 


M3 0.5 x 6 mm Screw for 10GB, 14GB, and 20GB 


NS 


150-1785 


External Active Terminator, HD50 


NS 


340-3044 


4 mm Tape Drive Padded Shipping Bracket 


NS 


370-1751 


4 mm Tape Drive Shipping Bracket (obsolete) 


NS 


530-1849 


Address Select Switch Cable (obsolete) 


NS 


530-1891 


Internal SCSI Bus Cable, 1 .8M 


NS 


530-1892 


DC Wire Harness 


NS 


530-2058 


4-Drive Address Select Switch Cable 


NS 


540-2252 


Front Panel, 56-inch Rack with 4 Tape Drive Cutouts 




800-7340 


Multi-Tape Backup Tray Service Manual 



Volume 



II 



REMOVABLE MEDIA-27 



PARTS BREAKDOWN 



9/18/00 



Multi-Tape Backup Tray 



6053 6054 6055 6056 

20-40GB DLT Tape 20-40GB DLT Tape 20-40GB DLT Tape 20-40GB DLT Tape 

Black Black Medium Grey Medium Grey 

w/o Tape Tray 1 Tape Tray w/o Tape Tray 1 Tape Tray 




REMOVABLE MEDIA-28 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Multi-Tape Backup Tray 

6053 6054 6055 6056 



CODE 


PART# 


DESCRIPTION 


1 


340-2566 


Chassis Enclosure 


2 


340-2862 


Tray Retaining Bracket 


3 


150-1806 


SCSI Address Select Switch 


4 


370-1385 


-03 Slide Rail Set, Inner 717.3 mm, Outer 742.7 mm 


5 


None 


Cross-Drilled Screw (use 240-1732-01) 


6 


None 


Screw Retaining Clip 


7 


340-2564 


Fan Enclosure 


8 


370-1214 


DC Fan, 105 CFM 


NS 


340-0265 


• Fan Fingerguard 


NS 


240-1740 


• #6-32 x 2" Screw 


9 


340-2835 


Full-Height Filler Panel 


9 


340-3369 


Half-Height Filler Panel 


10 


340-2601 


Connector Panel 


11 


300-1096 


269 Watt Power Supply 


11 


300-1312 


269 Watt Nordic Power Supply (available 1 2/95) 


12 


340-2565 


Top Cover j 


13 


370-2187 


20-40GB DLT Tape Drive, Medium Grey Bezel 


13 


370-2255 


20-40GB DLT Tape Drive, Black Bezel 


14 


240-1372 


M4 0.7 x 10 mm Screw 


15 


340-2148 


Peripheral Mounting Bracket 


16 


240-1530 


M3 0.5 x 6 mm Screw (wrong, thread size) 


16 


240-1878 


#6-32x5/16" Screw 


NS 


150-1785 


External Active Terminator, HD50 


NS 


370-2188 


20GB Data Cartridge 


NS 


370-2189 


Cleaning Cartridge 


NS 


530-1891 


Internal SCSI Bus Cable, 1.8M 


NS 


530-1892 


DC Wire Harness 


NS 


530-2058 


4-Drive Address Select Switch Cable 


NS 


540-2252 


Front Panel, 56-inch Rack with 4 Tape Drive Cutouts 




800-7340 


Multi-Tape Backup Tray Service Manual 



Volume II 



REMOVABLE MEDIA-29 



PARTS BREAKDOWN 



9/18/00 



Multi-Tape Backup Tray 

6204 6205 

7-1 4GB 8 mm 7-1 4GB 8 mm 

w/o Tape Tray 1 Tape Tray 




REMOVABLE MEDIA-30 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Multi-Tape Backup Tray 

6204 6205 



CODE 


PART # 


DESCRIPTION 


1 


340-2566 


Chassis Enclosure 


2 


340-2862 


Tray Retaining Bracket 


3 


150-1806 


SCSI Address Select Switch 


4 


370-1385 


-01 Slide Rail Set, Inner 651.2 mm, Outer 742.7 mm 


4 


370-1385 


-03 Slide Rail Set, Inner 717.3 mm, Outer 742.7 mm 


5 


None 


Cross-Drilled Screw (use 240-1732-01) 


6 


None 


Screw Retaining Clip 


7 


340-2564 


Fan Enclosure 


8 


370-1214 


DC Fan, 105 CFM 


NS 


340-0265 


• Fan Fingerguard 


NS 


240-1740 


• #6-32 x 2" Screw 


9 


340-2641 


Filler Panel (obsolete) 


9 


340-2835 


Full-Height Filler Panel 


9 


340-2859 


Half-Height Filler Panel 


9 


340-3369 


Half-Height Filler Panel 


10 


340-2601 


Connector Panel 


11 


300-1096 


269 Watt Power Supply 


11 


300-1312 


269 Watt Nordic Power Supply (Available 12/95) 


12 


340-2565 


Top Cover 


13 


370-2200 


14GB 8 mm Tape Drive, Half-Height, Dk Grey Bezel 


; 14 


240-1372 


M4 0.7 x 10 mm Screw 


15 


340-2148 


Peripheral Mounting Bracket 


16 


240-1141 


#6-32 x 1/4" Screw for 5GB 


16 


240-1530 


M3 0.5 x 6 mm Screw for 10GB and 14GB 




800-7008 


5.0 Gbyte 8mm Tape Drive Tray Service Manual 




800-7340 


Multi-Tape Backup Tray Service Manual 



Volume II 



REMOVABLE MEDIA-31 



PARTS BREAKDOWN 



9/18/00 



Multi-Tape Backup Tray 

6273 6274 6275 6276 

16-32GB4mmTape 16-32GB 4 mm Tape 16-32GB 4 mm Tape 16-32GB4mmTape 
Light Grey Light Grey Medium Grey Medium Grey 

w/o Tape Tray w Tape Tray w/o Tape Tray w Tape Tray 




REMOVABLE MEDIA-32 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Multi-Tape Backup Tray 

6273 6274 6275 6276 



CODE 


PART# 


DESCRIPTION 


1 


340-2566 


Chassis Enclosure 


2 


340-2862 


Tray Retaining Bracket 


3 


150-1806 


SCSI Address Select Switch 


4 


370-1385 


-03 Slide Rail Set, Inner 717.3 mm, Outer 742.7 mm 


5 


None 


Cross-Drilled Screw (use 240-1732-01) 


6 


None 


Screw Retaining Clip 


7 


340-2564 


Fan Enclosure 


8 


370-1214 


DC Fan, 105 CFM 


NS 


340-0265 


• Fan Fingerguard 


NS 


240-1740 


• #6-32 x 2" Screw 


9 


340-2835 


Full-Height Filler Panel 


9 


340-2859 


Half-Height Filler Panel 


9 


340-3369 


Half-Height Filler Panel 


10 


340-2601 


Connector Panel 


11 


300-1096 


269 Watt Power Supply 


11 


300-1312 


269 Watt Nordic Power Supply (Available 12/95) 


12 


340-2565 


Top Cover 


13 


540-2607 


Fan, Wire Harness, and Bracket Assembly 


13 


540-2606 


• Fan and Wire Harness Assembly 


14 


370-2180 


16-32GB 4 mm DDS-2 Autoloader, Med Grey Bezel 


14 


370-2201 


1 6-32GB 4 mm DDS-2 Autoloader, Black Bezel 


15 


240-1372 


M4 0.7 x 10 mm Screw 


16 


340-2148 


Peripheral Mounting Bracket 


17 


240-1530 


M3 0.5 x 6 mm Screw 


NS 


150-1785 


External Active Terminator, HD50 


NS 


340-3044 


4 mm Tape Drive Shipping Bracket 


NS 


370-2181 


Blank 4 mm DDS-2 Tape, 120M 


NS 


370-1613 


4 mm Cleaning Tape 


NS 


370-1683 


4 mm 4-Tape Magazine 


NS 


530-1891 


Internal SCSI Bus Cable, 1.8M 


NS 


530-1892 


DC Wire Harness 




800-7340 


Multi-Tape Backup Tray Service Manual 



Volume 



REMOVABLE MEDIA-33 



PARTS BREAKDOWN 



9/18/00 



Multi-Tape Backup Tray 

6292 6293 

72-144GB4mmTape 72-144GB 4 mm Tape 
Medium Grey Medium Grey 

w Tape Tray w/o Tape Tray 




REMOVABLE MEDIA-34 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Multi-Tape Backup Tray 

6292 6293 



CODE 


PART# 


DESCRIPTION 


1 


340-2566 


Chassis Enclosure 


2 


340-2862 


Tray Retaining Bracket 


3 


150-1806 


SCSI Address Select Switch 


4 


370-1385 


-03 Slide Rail Set, Inner 717.3 mm, Outer 742.7 mm 


5 


None 


Cross-Drilled Screw (use 240-1732-01) 


6 


None 


Screw Retaining Clip 


7 


340-2564 


Fan Enclosure 


8 


370-1214 


DC Fan, 105 CFM 


NS 


340-0265 


• Fan Fingerguard 


NS 


240-1740 


• #6-32 x 2" Screw 


9 


340-2835 


Full-Height Filler Panel 


9 


340-3369 


Half-Height Filler Panel 


10 


340-2601 


Connector Panel 


11 


300-1096 


269 Watt Power Supply 


11 


300-1312 


269 Watt Nordic Power Supply 


12 


340-2565 


Top Cover 


13 


370-2379 


72-1 44GB 4 mm DDS-3 Autoloader, Medium Grey 


14 


240-1372 


M4 0.7 x 10 mm Screw 


15 


340-2148 


Peripheral Mounting Bracket 


16 


240-1530 


M3 0.5 x 6 mm Screw 


NS 


150-1785 


External Active Terminator, HD50 


NS 


180-1751 


DC "Y" Power Cable 


NS 


340-3044 


4 mm Tape Drive Shipping Bracket 


NS 


370-2378 


Blank 4 mm DDS-3 Tape 


NS 


370-1613 


4 mm Cleaning Tape 


NS 


370-2381 


4 mm 4-Tape Magazine 


NS 


530-1891 


Internal SCSI Bus Cable, 1 .8M 


NS 


530-1892 


DC Wire Harness 




800-7340 


Multi-Tape Backup Tray Service Manual f 



Volume II 



REMOVABLE MEDIA-35 



PARTS BREAKDOWN 



9/18/00 



SPARCstorage UniPack 

6101 6102 

2.5GB 1/4" Tape 2.5GB 1/4" Tape 

68-68 Pin Cable 50-68 Pin Cable 




REMOVABLE MEDIA-36 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstorage UniPack 

6101 6102 



CODE 


PART* 


DESCRIPTION 


- 


599-2042 


2.5GB 1/4" Tape UniPack 


- 


595-371 1 


Tape Enclosure FRU without Tape Drive 


- 


599-2046 


• Tape Enclosure without Tape Drive 


1 


540-1982 


• Lockbox 


2 


540-2676 


• Tape Drive Cover Assembly 


3 


240-1530 


• M3 x 6 mm Screw 


4 


540-2674 


• Tape Drive Power Supply Assembly 


5 


240-2246 


• M3 x 25 mm Screw (obsolete) 


5 


240-2294 


• M3 x 25 mm Pan-Head Screw 


6 


370-1986 


• Fan 


7 


530-2179 


• Tape Drive DC Power Cable 


8 


501-2791 


• Tape Drive SCSI Interface Card 


q 




m Addrps^ Splect Cable 


9 


530-2181 


• Address Select Cable 


10 


240-1434 


• M4 x 1 0 mm Screw 


11 


240-1373 


• M4 Nut 


12 


300-1282 


• 30 Watt Power Supply I 


1 ^ 

I o 


OOU <1 I OO 




14 


240-2180 


• #4-40M/2-56F Jackscrew 


15 


540-2672 


• Base Assembly 


16 


540-2698 


Tape Drive Assembly ' 


NS 


240-1530 


• M3 x 6 mm Screw 


NS 


340-3222 


• Mounting Bracket 




370-2018 


• 2.5GB Tape Drive 


NS 


261-5678 


Sun Logo 


NS 


530-1884 


External SCSI Cable, HD68 to HD68, 80 cm 


NS 


530-2115 


External SCSI Cable, HD68 to HD50, 1 .2M 




802-3230 


SPARCstorage UniPack Tape Drive Replacement 


Volume II 


REMOVABLE MEDIA-37 



PARTS BREAKDOWN 



9/18/00 



SPARCstorage UniPack 

6201 6202 

7-1 4GB 8 mm Tape 7-1 4GB 8 mm Tape 
68-68 Pin Cable 50-68 Pin Cable 




REMOVABLE MEDIA-38 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstorage UniPack 

6201 6202 



CODE 


PART # 


DESCRIPTION 


- 


599-2035 


14GB 8 mm Tape UniPack 


- 


595-371 1 


Tape Enclosure FRU without Tape Drive 


- 


599-2046 


• 


Tape Enclosure without Tape Drive 


1 


540-1982 


• 


Lockbox 


2 


540-2676 


• 


Tape Drive Cover Assembly 


3 


240-1530 


• 


M3 x 6 mm Screw 


4 


540-2674 


• 


Tape Drive Power Supply Assembly 


5 


240-2246 




• M3 x 25 mm Screw (obsolete) 


5 


240-2294 




• M3 x 25 mm Pan-Head Screw 


6 


370-1986 




• Fan 


7 


530-2179 




• Tape Drive DC Power Cable 


8 


501-2791 




• Tape Drive SCSI Interface Card 


Q 

v/ 


530-1790 




• Address Select Cable 


9 


530-2181 




• Address Select Cable 


10 


240-1434 




• M4 x 10 mm Screw 


11 


240-1373 




• M4 Nut 


12 


300-1282 




• 30 Watt Power Supply 


1 o 


^0-2183 

JOU C 1 \J\J 


• 


LED Cable 


14 


240-2180 


• 


#4-40M/2-56F Jackscrew 


15 


540-2672 


• 


Base Assembly 


16 


540-2677 


Tape Drive Assembly 


NS 


240-1530 


• 


M3 x 6 mm Screw 


NS 


340-3222 


• 


Mounting Bracket 




370-1922 


• 


7-1 4GB 8 mm Tape Drive, Light Grey 


NS 


261-5678 


Sun Logo 


NS 


530-1884 


External SCSI Cable, HD68 to HD68, 80 cm 


NS 


530-2115 


External SCSI Cable, HD68 to HD50, 1.2M 




802-3230 


SPARCstorage UniPack Tape Drive Replacement 



Volume II 



REMOVABLE MEDIA-39 



PARTS BREAKDOWN 



9/18/00 



SPARCstorage UniPack 



6251 6252 6253 6254 

5GB 4 mm Tape 5GB 4 mm Tape 4-8GB 4 mm Tape 4-8GB 4 mm Tape 
68-68 Pin Cable 50-68 Pin Cable 68-68 Pin Cable 50-68 Pin Cable 




REMOVABLE MEDIA-40 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstorage UniPack 

6251 6252 6253 6254 



CODE 


PART # 


DESCRIPTION 


- 


599-2040 


5GB 4 mm DDS-1 Tape UniPack 


- 


599-2072 


4-8GB 4 mm DDS-2 Tape UniPack 


- 


595-3711 


Tape Enclosure FRU without Tape Drive 


- 


599-2046 


• 


Tape Enclosure without Tape Drive 


1 


540-1982 


• 


Lockbox 


2 


540-2676 


• 


Tape Drive Cover Assembly 


3 


240-1530 


• 


M3 x 6 mm Screw 


4 


540-2674 


• 


Tape Drive Power Supply Assembly 


5 


240-2246 




• M3 x 25 mm Screw (obsolete) 


5 


240-2294 




• M3 x 25 mm Pan-Head Screw 


6 


370-1986 




• Fan 


7 


530-2179 




• Tape Drive DC Power Cable 


8 


501-2791 




• Tape Drive SCSI Interface Card 


9 


530-1790 




• Address Select Cable 


9 


530-2181 




• Address Select Cable 


10 


240-1434 




• M4x 10 mm Screw 


11 


240-1373 




• M4 Nut 


12 


300-1282 




• 30 Watt Power Supply 


13 


530-2183 


• 


LED Cable 


14 


240-2180 


• 


#4-40M/2-56F Jackscrew 


15 


540-2672 


• 


Base Assembly 


16 


540-2696 


5GB 4 mm DDS-1 Tape Drive Assembly 


NS 


340-3222 


• 


Mounting Bracket 


- 


370-2088 


• 


5GB 4 mm DDS-1 Tape Drive 


16 


540-2793 


4-8GB 4 mm DDS-2 Tape Drive Assembly 


NS 


340-3222 


• 


Mounting Bracket 




370-2176 


• 


4-8GB 4 mm DDS-2 Tape Drive 


NS 


261-5678 


Sun Logo 


NS 


370-2181 


120 Meter DDS-2 Tape 


NS 


370-1613 


Cleaning Tape 


NS 


530-1884 


External SCSI Cable, HD68 to HD68, 80 cm 


NS 


530-2115 


External SCSI Cable, HD68 to HD50, 1 .2M 




802-3230 


SPARCstorage UniPack Tape Drive Replacement 



Volume 



REMOVABLE MEDIA-41 



PARTS BREAKDOWN 



9/18/00 



SPARCstorage UniPack StorEdge UniPack 



6108 

4-8GB 1/4" SLR 
68-68 Pin Cable 

TAPSLR-010A 

4-8GB 1/4" SLR 
w/o Cable 



6109 

4-8GB 1/4" SLR 
50-68 Pin Cable 

TAPMLR-310A 

25-50GB 1/4" MLR 
w/o Cable 




REMOVABLE MEDIA-42 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstorage UniPack StorEdge UniPack 

6108 6109 
TAPSLR-01 OA TAPMLR-310A 
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NS 


340-3222 


• Mounting Bracket 




370-3371 


• 25-50GB 1/4" MLR Tape Drive, Light Grey 


NS 


370-3281 


SLR5 Cleaning Cartridge 


NS 


370-3282 


SLR5 Data Cartridge 


NS 


370-3373 


MLR Data Cartridge 


NS 


370-3513 


MLR Cleaning Cartridge 


NS 


530-1884 


External SCSI Cable, HD68 to HD68, 80 cm 


NS 


530-2115 


External SCSI Cable, HD68 to HD50, 1.2M 




802-3230 


SPARCstorage UniPack Tape Drive Replacement 



Volume II 



REMOVABLE MEDIA-43 



PARTS BREAKDOWN 9/18/00 

SPARCstorage UniPack StorEdge UniPack 



6151 6152 6157 6158 

SunCD 4 CD-ROM SunCD 4 CD-ROM SunCD 12 CD-ROM SunCD 12 CD-ROM 
68-68 Pin Cable 50-68 Pin Cable 68-68 Pin Cable 50-68 Pin Cable 




REMOVABLE MEDIA-44 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstorage UniPack StorEdge UniPack 

6151 6152 6157 6158 



CODE 


PART # 


DESCRIPTION 




599-2044 


SunCD 4 UniPack 


- 


599-2151 


SunCD 12 UniPack 


- 


595-371 1 


CD-ROM Enclosure FRU without CD-ROM 


- 


599-2046 


• 


CD-ROM Enclosure without CD-ROM 


1 


540-1982 


• 


Lockbox 


2 


540-2676 


• 


Tape Drive Cover Assembly 


3 


240-1530 


• 


M3 x 6 mm Screw 


4 


540-2674 


• 


CD-ROM Power Supply Assembly 


5 


240-2246 




• M3 x 25 mm Screw (obsolete) 


5 


240-2294 




• M3 x 25 mm Pan-Head Screw 


6 


370-1986 




• Fan 


7 


530-2179 




• CD-ROM DC Power Cable 


8 


501-2791 




• CD-ROM SCSI Interface Card 


9 


530-1790 




• Address Select Cable 


9 


530-2181 




• Address Select Cable 


10 


240-1434 




• M4 x 1 0 mm Screw 


11 


240-1373 




• M4 Nut 


12 


300-1282 




• 30 Watt Power Supply 


13 


530-2183 


• 


LED Cable 


14 


240-2180 


• 


#4-40M/2-56F Jackscrew 


15 


540-2672 


• 


Base Assembly 


16 


540-2705 


SunCD 4 CD-ROM Assembly 


NS 


150-1480 


• 


Ferrite (required if 370-2082 is installed) 


NS 


340-3222 


• 


Mounting Bracket 


- 


370-2082 


• 


4x CD-ROM (requires Ferrite 150-1480) (obs) 




370-2102 


• 


4x CD-ROM 


16 


540-3284 


SunCD 12 CD-ROM Assembly 


NS 


340-3222 


• 


Mounting Bracket 




370-2816 


• 


12X CD-ROM, Light Grey 


NS 


261-5678 


Sun Logo 


NS 


530-1884 


External SCSI Cable, HD68 to HD68, 80 cm 


NS 


530-2115 


External SCSI Cable, HD68 to HD50, 1.2M 




802-3230 


SPARCstorage UniPack CD-ROM Replacement 



Volume II 



REMOVABLE MEDIA-45 



PARTS BREAKDOWN 



9/18/00 



SPARCstorage UniPack StorEdge UniPack 

6208 6209 TAP8MM-010A 

7-1 4GB 8 mm Tape 7-1 4GB 8 mm Tape 7-1 4GB 8 mm Tape 
68-68 Pin Cable 50-68 Pin Cable w/o Cable 




REMOVABLE MEDIA-46 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstorage UniPack StorEdge UniPack 

6208 6209 TAP8MM-010A 



CODE 


PART # 


DESCRIPTION 


- 


599-2147 


14GB 8 mm Tape UniPack 


- 


595-3711 


Tape Enclosure FRU without Tape Drive 


- 


599-2046 


• 


Tape Enclosure without Tape Drive 


1 


540-1982 


• 


Lockbox 


2 


540-2676 


• 


Tape Drive Cover Assembly 


3 


240-1530 


• 


M3 x 6 mm Screw 


4 


540-2674 


• 


Tape Drive Power Supply Assembly 


5 


240-2294 




• M3 x 25 mm Pan-Head Screw 


6 


370-1986 




• Fan 


7 


530-2179 




• Tape Drive DC Power Cable 


8 


501-2791 




• Tape Drive SCSI Interface Card 


9 


530-2181 




• Address Select Cable 


10 


240-1434 




• M4 x 1 0 mm Screw 


11 


240-1373 




• M4 Nut 


12 


300-1282 




• 30 Watt Power Supply 


13 


530-2183 


• 


LED Cable 


14 


240-2180 


• 


#4-40M/2-56F Jackscrew 


15 


540-2672 


• 


Base Assembly 


16 


540-3254 


7-1 4GB 8 mm Tape Drive Assembly 


NS 


340-3222 


• 


Mounting Bracket 




370-2881 


• 


7-1 4GB 8 mm Tape Drive, Light Grey 


NS 


261-5678 


Sun Logo 


NS 


370-2344 


7-1 4GB Cleaning Kit 


NS 


530-1884 


External SCSI Cable, HD68 to HD68, 80 cm 


NS 


530-2115 


External SCSI Cable, HD68 to HD50, 1.2M 




802-3230 


SPARCstorage UniPack Tape Drive Replacement 



Volume II 



REMOVABLE MEDIA-47 



PARTS BREAKDOWN 19/18/00 



SPARCstorage UniPack StorEdge UniPack 

6230 6231 TAP8MM-01 1 A 

20-40GB 8 mm Tape 20-40GB 8 mm Tape 20-40GB 8 mm Tape 
68-68 Pin Cable 50-68 Pin Cable w/o Cable 




REMOVABLE MEDIA-48 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstorage UniPack StorEdge UniPack 

6230 6231 TAP8MM-01 1 A 



CODE 


PART# 


DESCRIPTION 


- 


599-2081 


20-40GB 8 mm Tape UniPack 


- 


599-2112 


Tape Enclosure FRU without Tape Drive 


- 


599-2112 


• 


Tape Enclosure without Tape Drive 


1 


540-1982 


• 


Lockbox 


2 


540-2676 


• 


Tape Drive Cover Assembly 


3 


240-1530 


• 


M3 x 6 mm Screw | 


4 


540-2674 


• 


Tape Drive Power Supply Assembly 


5 


240-2294 




• M3 x 25 mm Pan-Head Screw 


6 


370-1986 




• Fan 


7 


530-2179 




• Tape Drive DC Power Cable 


8 


501-3108 




• Tape Drive SCSI Interface Card ; 


9 


530-2354 




• Address Select Cable 


10 


240-1434 




• M4 x 10 mm Screw 


11 


240-1373 




• M4 Nut 


12 


300-1282 




• 30 Watt Power Supply 


13 


530-2183 


• 


LED Cable 


14 


240-2180 


• 


#4-40M/2-56F Jackscrew 


15 


540-2672 


• 


Base Assembly 


16 


540-2828 


20-40GB 8 mm Tape Drive Assembly 


NS 


330-2129 


• 


Air Dam 


NS 


340-3222 


• 


Mounting Bracket 




370-2183 


• 


20-40GB 8 mm Tape Drive 


NS 


261-5678 


Sun Logo 


NS 


370-2396 


20-40GB Cleaning Kit 


NS 


530-1884 


External SCSI Cable, HD68 to HD68, 80 cm 


NS 


530-2115 


External SCSI Cable, HD68 to HD50, 1.2M 




802-3230 


SPARCstorage UniPack Tape Drive Replacement 



Volume II 



REMOVABLE MEDIA-49 



PARTS BREAKDOWN 



9/18/00 



SPARCstorage UniPack StorEdge UniPack 

6261 6262 TAP4MM-01 OA 

4-8GB 4 mm Tape 4-8GB 4 mm Tape 4-8GB 4 mm Tape 
68-68 Pin Cable 50-68 Pin Cable w/o Cable 

6280 6281 TAP4MM-011A 

1 2-24GB 4 mm Tape 1 2-24GB 4 mm Tape 1 2-24GB 4 mm Tape 
68-68 Pin Cable 50-68 Pin Cable w/o Cable 




REMOVABLE MEDIA-50 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstorage UniPack StorEdge UniPack 









6262 TAP4MM-010A 




6280 




6281 TAP4MM-01 1 A 


CODE 


PART # 


DESCRIPTION 




599-2105 


4-8GB 4 mm DDS-2 Tape UniPack 


_ 


599-2107 


12-24GB 4 mm DDS-3 Tape UniPack 


_ 


595-371 1 


Tape Enclosure FRU without Tape Drive 


_ 


599-2046 


• 


Tape Enclosure without Tape Drive 


1 


540-1982 


• 


Lockbox 


2 


540-2676 


• 


Tape Drive Cover Assembly 


3 


240-1530 


• 


M3 x 6 mm Screw 


4 


540-2674 


• 


Tape Drive Power Supply Assembly 


5 


240-2246 




• M3 x 25 mm Screw (obsolete) 


5 


240-2294 




• M3 x 25 mm Pan-Head Screw 


6 


370-1986 




• Fan 


7 


530-2179 




• Tape Drive DC Power Cable 


8 


501-2791 




• Tape Drive SCSI Interface Card 


9 


530-2181 




• Address Select Cable 


10 


240-1434 




• M4 x 10 mm Screw 


11 


240-1373 




• M4 Nut 


12 


300-1282 




• 30 Watt Power Supply 


13 


530-2183 


• 


LED Cable 


14 


240-2180 


• 


#4-40M/2-56F Jackscrew 


15 


540-2672 


• 


Base Assembly 


16 


540-2946 


4-8GB 4 mm Tape Drive Assembly 


NS 


340-3222 


• 


Mounting Bracket 




370-2375 


• 


4-8GB 4 mm DDS-2 Tape Drive 


16 


540-2972 


12-24GB 4 mm Tape Drive Assembly 


NS 


340-3222 


• 


Mounting Bracket 


_ 


370-2377 


• 


12-24GB 4 mm DDS-3 Tape Drive, Light Grey 


NS 


261-5678 


Sun Logo 


NS 


370-2181 


Blank DDS-2 Tape 


NS 


370-2381 


Blank DDS-3 Tape 


NS 


370-1613 


Cleaning Tape 


NS 


530-1884 


External SCSI Cable, HD68 to HD68, 80 cm 


NS 


530-2115 


External SCSI Cable, HD68 to HD50, 1 .2M 




802-3230 


SPARCstorage UniPack Tape Drive Replacement 



Volume II 



REMOVABLE MEDIA-51 



PARTS BREAKDOWN 



9/18/00 



StorEdge UniPack 

TAP4MM-012A 

20-40GB 4 mm Tape 
w/o Cable 




REMOVABLE MEDIA-52 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



StorEdge UniPack 

TAP4MM-012A 



CODE 


PART # 


DESCRIPTION i 


- 


599-2350 


20-40GB 4 mm DDS-4 Tape UniPack 


- 


None 


Tape Enclosure FRU without Tape Drive 


- 


540-4465 


• 


Lower Enclosure, Dark Purple 


1 


540-1982 


• 


Lockbox 


2 


540-4466 


• 


Tape Drive Cover Assembly, Medium Grey 


3 


240-1530 


• 


M3 x 6 mm Screw 


4 


540-3004 


• 


Tape Drive Power Supply Assembly 


5 


240-2246 




• M3 x 25 mm Screw (obsolete) 


5 


240-2294 




• M3 x 25 mm Pan-Head Screw 


6 


370-1986 




• Fan 


7 


530-2179 




• Tape Drive DC Power Cable 


8 


501-3108 




• Tape Drive SCSI Interface Card 


j 9 


530-2354 




• Address Select Cable 


10 


240-1434 




• M4 x 10 mm Screw 


11 


240-1373 




• M4 Nut 


12 


300-1282 




• 30 Watt Power Supply 


13 


530-2183 


• 


LED Cable 


14 


240-2180 


• 


#4-40M/2-56F Jackscrew 


15 


540-2672 


• 


Base Assembly 


16 


540-4415 


20-40GB 4 mm Tape Drive Assembly 


NS 


340-3222 


• 


Mounting Bracket 




390-0027 


• 


20-40GB 4 mm DDS-4 Tape Drive, Medium Grey 


NS 


261-5678 


Sun Logo 


NS 


370-4083 


Blank DDS-4 Tape 


NS 


370-1613 


Cleaning Tape 


NS 


370-4085 


Internal SCSI Cable Ferrite 


NS 


530-1884 


External SCSI Cable, HD68 to HD68, 80 cm 


NS 


530-2115 


External SCSI Cable, HD68 to HD50, 1 .2M 




802-3230 


SPARCstorage UniPack Tape Drive Replacement 



Volume II 



REMOVABLE MEDIA-53 



PARTS BREAKDOWN 



9/18/00 



SPARCstorage FlexiPack StorEdge FlexiPack 

6057 6058 6059 

20-40GB DLT4000 20-40GB DLT4000 20-40GB DLT4000 

68-68 Pin Cable 50-68 Pin Cable 68-68 Pin Cable 

Light Grey Light Grey Medium Grey 

TAPDLT-020A 

20-40GB DLT4000 
w/o Cable 
Light Grey 




REMOVABLE MEDIA-54 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstorage FlexiPack StorEdge FlexiPack 

6057 6058 6059 

TAPDLT-020A 



CODE 


PART # 


DESCRIPTION 


- 


599-2128 


DLT4000 FlexiPack, Light Grey 


- 


599-2164 


DLT4000 FlexiPack, Medium Grey 


1 


540-3043 


Full-Height Tape Drive Cover, Light Grey 


1 


540-3418 


Full-Height Tape Drive Cover, Medium Grey 


2 


300-1324 


48 Watt Power Supply, Type A120 


3 


501-4356 


Full-Height 8-Bit SCSI I/O Board 


4 


530-2372 


Address Select Cable 


5 


540-3047 


Tape Drive Assembly, Light Grey 


- 


240-1141 


• 6-32 x 1/4" Screw 


6 


340-3645 


• Mounting Bracket 


- 


370-2848 


• 20-40GB DLT4000 Tape Drive, Light Grey 


5 


540-3413 


Tape Drive Assembly, Medium Grey 


- 


240-1141 


• 6-32 x 1/4" Screw 


6 


340-3645 


• Mounting Bracket 


- 


370-2187 


• 20-40GB DLT4000 Tape Drive, Medium Grey 


7 


540-1982 


Lockbox 


8 


240-2180 


#4-40M/#2-56F Jackscrew 


9 


540-3045 


Base Assembly, Light Grey 


9 


540-3416 


Base Assembly, Medium Grey 


NS 


240-1530 


M3 x 6 mm Screw 


NS 


330-1937 


I/O Board Insulation 


NS 


330-^3^5 


Top Cover Foam 


NS 


330-2325 


Side Rail Foam 


NS 


340-4360 


Removable Storage Tray Mounting Bracket 


NS 


370-2188 


20GB Data Cartridge 


NS 


370-2189 


Cleaning Cartridge 


NS 


530-1884 


External SCSI Cable, HD68 to HD68, 80 cm 


NS 


530-2115 


External SCSI Cable, HD68 to HD50, 1.2M 


NS 


530-2183 


LED Cable 




802-7739 


SPARCstorage FlexiPack Service Label 



Volume II 



REMOVABLE MEDIA-55 



PARTS BREAKDOWN 



9/18/00 



SPARCstorage FlexiPack StorEdge FlexiPack 

6060 6061 6062 

35-70GB DLT7000 35-70GB DLT7000 35-70GB DLT7000 

68-68 Pin Cable 50-68 Pin Cable 68-68 Pin Cable 

Light Grey Light Grey Medium Grey 

TAPDLT-021A 

35-70GB DLT7000 
w/o Cable 
Light Grey 





REMOVABLE MEDIA-56 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstorage FlexiPack StorEdge FlexiPack 

6060 6061 6062 

TAPDLT-021 A 



CODE 


PART# j 


DESCRIPTION 


- 


599-2127 


DLT7000 FlexiPack, Light Grey 


- 


599-2165 


DLT7000 FlexiPack, Medium Grey 


1 


540-3043 


Full-Height Tape Drive Cover, Light Grey 


1 


540-3418 


Full-Height Tape Drive Cover, Medium Grey 


2 


300-1324 


48 Watt Power Supply, Type A1 20 


3 


501-4357 


Full-Height 16-Bit SCSI I/O Board 


4 


530-2372 


Address Select Cable 


5 


540-3046 


DLT7000 Tape Drive Assembly, Light Grey 


- 


240-1141 


• 6-32 x 1/4" Screw 


6 


340-3645 


• Mounting Bracket 


- 


370-2847 


• 35-70GB DLT7000 Tape Drive, Light Grey 




370-3330 


• 35-70GB DLT7000 Tape Drive, Light Grey 


5 


540-3414 


DLT7000 Tape Drive Assembly, Medium Grey 


- 


240-1141 


• 6-32 x 1/4" Screw 


6 


340-3645 


• Mounting Bracket 


- 


370-2329 


• 35-70GB DLT7000 Tape Drive, Medium Grey 


- 


370-3331 


• 35-70GB DLT7000 Tape Drive, Medium Grey j 


7 


540-1982 


Lockbox 


8 


240-2180 


#4-40M/#2-56F Jackscrew 


9 


540-3045 


Base Assembly, Light Grey 


9 


540-3416 


Base Assembly, Medium Grey 


NS 


240-1530 


M3 x 6 mm Screw 


NS 


330-1937 


I/O Board Insulation 


MO 

No 




iop uover roam 


NS 


330-2325 


Side Rail Foam 


NS 


340-4360 


Removable Storage Tray Mounting Bracket 


NS 


370-2188 


Data Cartridge 


NS 


370-2189 


Cleaning Cartridge 


NS 


530-1884 


External SCSI Cable, HD68 to HD68, 80 cm 


NS 


530-2115 


External SCSI Cable, HD68 to HD50, 1.2M 


NS 


530-2183 


LED Cable 




802-7739 


SPARCstorage FlexiPack Service Label 



Volume II 



REMOVABLE MEDIA-57 



PARTS BREAKDOWN 



9/18/00 



SPARCstorage FlexiPack StorEdge FlexiPack 

6110 6111 

4-8GB 1/4" SLR 4-8GB 1/4" SLR 

68-68 Pin Cable 50-68 Pin Cable 

TAPSLR-020A TAPMLR-320A 

4-8GB 1 I A" SLR 25-50GB 1 1 A" MLR 

w/o Cable w/o Cable 




REMOVABLE MEDIA-58 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstorage FlexiPack StorEdge FlexiPack 

6110 6111 
TAPSLR-020A TAPMLR-320A 



CODE 


PART # 


DESCRIPTION 


- 


599-2173 


4-8GB1/4" SLR FlexiPack 


- 


599-2198 


25-50GB 1/4" MLR FlexiPack, Light Grey 


1 


540-3044 


Half-Height Peripheral Cover 


2 


540-3125 


• Half-Height Filler Panel 


3 


300-1324 


48 Watt Power Supply, Type A1 20 


4 


501-4327 


Half-Height 16-Bit SCSI I/O Board 


5 


530-2181 


SLR Address Select Cable 


5 


560-2327 


MLR Adapter Ship Kit 


- 


370-2819 


• HD50-HD68-Pin Adapter Board 


- 


530-2354 


• Address Cable 


6 


540-3473 


4-8GB 1/4" SLR Tape Drive Assembly 


7 


340-3645 


• Mounting Bracket 


- 


370-3279 


• 4-8GB 1/4" SLR Tape Drive, Light Grey 


6 


540-3658 


25-50GB 1/4" MLR Tape Drive Assembly, Light Grey 


7 


340-3645 


• Mounting Bracket 


- 


370-3371 


• 25-50GB 1/4" MLR Tape Drive, Light Grey 


8 


540-1982 


Lockbox 


9 


240-2180 


#4-40M/#2-56F Jackscrew 


10 


540-3045 


Base Assembly 


NS 


240-1530 


M3 x 6 mm Screw 


NS 


340-4312 


Adapter Board Mounting Bracket 


NS 


330-1937 


I/O Board Insulation 


NS 


370-2819 


HD50-HD68-Pin Adapter Board 


NS 


370-3281 


Cleaning Cartridge 


NS 


370-3282 


SLR5 Data Cartridge 


NS 


370-3373 


MLR Data Cartridge 


NS 


530-1884 


External SCSI Cable, HD68 to HD68, 80 cm 


NS 


530-2115 


External SCSI Cable, HD68 to HD50, 1 .2M 


NS 


530-2183 


LED Cable 


NS 


530-2502 


SLR Adapter Cable 




802-7739 


SPARCstorage FlexiPack Service Label 



Volume 



II 



REMOVABLE MEDIA-59 



PARTS BREAKDOWN 9/18/00 

SPARCstorage FlexiPack StorEdge FlexiPack 



6159 6160 6161 

SunCD 1 2 CD-ROM SunCD 1 2 CD-ROM SunCD 1 2 CD-ROM 
68-68 Pin Cable 50-68 Pin Cable Expansion Drive 




REMOVABLE MEDIA-60 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstorage FlexiPack StorEdge FlexiPack 

6159 6160 6161 



CODE 


PART# 


DESCRIPTION 


- 


599-2127 


SunCD 12 FlexiPack 


1 


540-3044 


Half-Height Peripheral Cover 


2 


540-3125 


• Half-Height Filler Panel 


3 


300-1324 


48 Watt Power Supply, Type A1 20 


4 


501-4327 


Half-Height SCSI I/O Board 


5 


530-2181 


Address Select Cable 


6 


540-3053 


SunCD 12 Drive Assembly 


- 


240-1530 


• M3 x 6 mm Screw (obsolete) 


- 


240-2730 


• M3 x 6 mm Screw 


7 


340-3645 


• Mounting Bracket 


- 


370-2816 


• 12X CD-ROM Drive, Light Grey 


8 


540-1982 


Lockbox 


9 


240-2180 


#4-40M/#2-56F Jackscrew 


10 


540-3045 


Base Assembly 


NS 


240-1530 


M3 x 6 mm Screw 


NS 


330-1937 


I/O Board Insulation 


NS 


370-2819 


HD50-HD68-Pin Adapter Board 


NS 


530-1884 


External SCSI Cable, HD68 to HD68, 80 cm 


NS 


530-2115 


External SCSI Cable, HD68 to HD50, 1 .2M 


NS 


530-2183 


LED Cable 




802-7739 


SPARCstorage FlexiPack Service Label 



Volume II 



REMOVABLE MEDIA-61 



PARTS BREAKDOWN 



9/18/00 



SPARCstorage FlexiPack StorEdge FlexiPack 

6210 6211 6212 

7-1 4GB 8 mm Tape 7-1 4GB 8 mm Tape 7-1 4GB 8 mm Tape 
68-68 Pin Cable 50-68 Pin Cable Expansion Drive 

TAP8MM-020A 

7-14GB8mmTape 
w/o Cable 




REMOVABLE MEDIA-62 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstorage FlexiPack StorEdge FlexiPack 

6210 6211 6212 

TAP8MM-020A 



CODE 


PART# 


DESCRIPTION 


- 


599-2132 


7-1 4GB 8 mm Tape Drive FlexiPack 


1 


540-3044 


Half-Height Peripheral Cover 


2 


540-3125 


• Half-Height Filler Panel 


3 


300-1324 


48 Watt Power Supply, Type A1 20 


4 


501-4327 


8-Bit Half-Height SCSI I/O Board 


5 


530-2181 


Address Select Cable 


6 


540-3052 


7-1 4GB 8 mm Tape Drive Assembly 


- 


240-1530 


• M3 x 6 mm Screw (obsolete) 


- 


240-2730 


• M3 x 6 mm Screw 


7 


340-3645 


• Mounting Bracket 


- 


370-2881 


• 7-1 4GB 8 mm Tape Drive, Light Grey 


8 


540-1982 


Lockbox 


9 


240-2180 


#4-40M/#2-56F Jackscrew 


10 


540-3045 


Base Assembly 


NS 


240-1530 


M3 x 6 mm Screw 


NS 


330-1937 


I/O Board Insulation 


NS 


370-2819 


HD50-HD68-Pin Adapter Board 


NS 


530-1884 


External SCSI Cable, HD68 to HD68, 80 cm 


NS 


530-2115 


External SCSI Cable, HD68 to HD50, 1 .2M 


NS 


530-2183 


LED Cable 




802-7739 


SPARCstorage FlexiPack Service Label 



Volume II 



REMOVABLE MEDIA-63 



PARTS BREAKDOWN 



9/18/00 



SPARCstorage FlexiPack StorEdge 



6232 

20-40GB 8 mm 
68-68 Pin Cable 
Light Grey 



6233 

20-40GB 8 mm 
50-68 Pin Cable 
Light Grey 



6236 

20-40GB 8 mm 
Expansion Drive 
Light Grey 



FlexiPack 

6237 

20-40GB 8 mm 
68-68 Pin Cable 
Medium Grey 



TAP8MM-021A 

20-40GB 8 mm 
w/o Cable 
Light Gray 




REMOVABLE MEDIA-64 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstorage FlexiPack StorEdge FlexiPack 

6232 6233 6236 6237 

TAP8MM-021A 



CODE 


PART # 


DESCRIPTION 


- 


599-2131 


20-40GB FlexiPack, Light Grey 


- 


599-2166 


20-40GB FlexiPack, Medium Grey 


1 


540-3044 


Half-Height Peripheral Cover, Light Grey 


1 


540-3419 


Half-Height Peripheral Cover, Medium Grey 


2 


540-3125 


• Half-Height Filler Panel 


3 


300-1324 


48 Watt Power Supply, Type A120 


4 


501-4327 


8-Bit Half-Height SCSI I/O Board 


5 


530-2354 


Address Select Cable i 


6 


540-3051 


20-40GB 8 mm Tape Drive Assembly, Light Grey 


- 


240-1530 


• M3 x 6 mm Screw (obsolete) 


- 


240-2730 


• M3 x 6 mm Screw 


7 


340-3645 


• Mounting Bracket 


- 


370-2183 


• 20-40GB 8 mm Tape Drive, Light Grey 


6 


540-3415 


20-40GB 8 mm Tape Drive Assembly, Medium Grey 


- 


240-2730 


• M3 x 6 mm Screw 


7 


340-3645 


• Mounting Bracket I 


- 


370-2184 


• 20-40GB 8 mm Tape Drive, Medium Grey 


8 


540-1982 


Lockbox 


9 


240-2180 


#4-40M/#2-56F Jackscrew I 


10 


540-3045 


Base Assembly, Light Grey j 


10 


540-3416 


Base Assembly, Medium Grey 


NS 


240-1530 


M3 x 6 mm Screw 


NS 


330-1937 


I/O Board Insulation 


NS 


330-2498 


Shipping Spacer (Remove before use. See FIN I0357.) 


NS 


340-4360 


Removable Storage Tray Mounting Bracket 


NS 


370-2395 


170 Meter 8 mm Tape 


NS 


370-2396 


8 mm Cleaning Kit 


NS 


370-2819 


HD50-HD68-Pin Adapter Board 


NS 


530-1884 


External SCSI Cable, HD68 to HD68, 80 cm 


NS 


530-2115 


External SCSI Cable, HD68 to HD50, 1 .2M 


NS 


530-2183 


LED Cable 




802-7739 


SPARCstorage FlexiPack Service Label 



Volume 



II 



REMOVABLE MEDIA-65 



PARTS BREAKDOWN 



9/18/00 



SPARCstorage FlexiPack StorEdge FlexiPack 

6263 6264 6265 

4-8GB 4 mm Tape 4-8GB 4 mm Tape 4-8GB 4 mm Tape 

68-68 Pin Cable 50-68 Pin Cable Expansion Drive 

TAP4MM-020A 

4-8GB 4 mm Tape 
w/o Cable 




REMOVABLE MEDIA-66 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstorage FlexiPack StorEdge FlexiPack 

6263 6264 6265 

TAP4MM-020A 



CODE 


PART # 


DESCRIPTION 


- 


599-2130 


4-8GB 4 mm DDS-2 FlexiPack 


1 


540-3044 


Half-Height Peripheral Cover 


2 


540-3125 


• Half-Height Filler Panel 


3 


300-1324 


48 Watt Power Supply, Type A120 


4 


501-4327 


8-Bit Half-Height SCSI I/O Board 


5 


530-2181 


Address Select Cable 


6 


540-3050 


4-8GB 4 mm DDS-2 Tape Drive Assembly 


- 


240-1530 


• M3 x 6 mm Screw (obsolete) 


- 


240-2730 


• M3 x 6 mm Screw 


7 


340-3645 


• Mounting Bracket 


- 


370-2375 


• 4-8GB 4 mm DDS-2 Tape Drive, Light Grey 


8 


540-1982 


Lockbox 


9 


240-2180 


#4-40M/#2-56F Jackscrew 


10 


540-3045 


Base Assembly 


NS 


240-1530 


M3 x 6 mm Screw 


NS 


330-1937 


I/O Board Insulation 


NS 


370-2181 


DDS-2 Tape, 120M 


NS 


370-1613 


Cleaning Tape 


NS 


370-2819 


HD50-HD68-Pin Adapter Board 


NS 


530-1884 


External SCSI Cable, HD68 to HD68, 80 cm 


NS 


530-2115 


External SCSI Cable, HD68 to HD50, 1 .2M 


NS 


530-2183 


LED Cable 




802-7739 


SPARCstorage FlexiPack Service Label 



Volume II 



REMOVABLE MEDIA-67 



PARTS BREAKDOW 



9/18/00 



SPARCstorage FlexiPack StorEdge FlexiPack 

6284 6285 TAP4MM-021 A 

1 2-24GB 4 mm Tape 1 2-24GB 4 mm Tape 1 2-24GB 4 mmTape 
68-68 Pin Cable 50-68 Pin Cable w/o Cable 




REMOVABLE MEDIA-68 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstorage FlexiPack StorEdge FlexiPack 

6284 6285 TAP4MM-021 A 



CODE 


PART # 


DESCRIPTION 


- 


599-2129 


12-24GB 4 mm DDS-3 FlexiPack 


1 


540-3044 


Half-Height Peripheral Cover 


2 


540-3125 


• Half-Height Filler Panel 


3 


300-1324 


48 Watt Power Supply, Type A120 


4 


501-4327 


Half-Height 16-Bit SCSI I/O Board 


5 


530-2181 


Address Select Cable 


6 


540-3049 


12-24GB 4 mm DDS-3 Tape Drive Assembly 


- 


240-1530 


• M3 x 6 mm Screw (obsolete) 


- 


240-2730 


• M3 x 6 mm Screw 


7 


340-3645 


• Mounting Bracket 


- 


370-2377 


• 1 2-24GB 4 mm DDS-3 Tape Drive, Light Grey 


8 


540-1982 


Lockbox 


9 


240-2180 


#4-40M/#2-56F Jackscrew 


10 


540-3045 


Base Assembly 


NS 


240-1530 


M3 x 6 mm Screw 


NS 


330-1937 


I/O Board Insulation 


NS 


370-2378 


DDS-3 Tape 


NS 


370-1613 


Cleaning Tape ! 


NS 


370-2819 


HD50-HD68-Pin Adapter Board 


NS 


530-1884 


External SCSI Cable, HD68 to HD68, 80 cm 


NS 


530-2115 


External SCSI Cable, HD68 to HD50, 1 .2M 


NS 


530-2183 


LED Cable 




802-7739 


SPARCstorage FlexiPack Service Label 



Volume II 



REMOVABLE MEDIA-69 



PARTS BREAKDOWN 



9/18/00 



SPARCstorage FlexiPack StorEdge FlexiPack 

6290 6291 6294 

72-1 44GB 4 mm Tape 72-1 44GB 4 mm Tape 72-1 44GB 4 mm Tape 
68-68 Pin Cable 50-68 Pin Cable 68-68 Pin Cable 

Light Grey Light Grey Medium Grey 

TAP4MM-031A 

72-144GB4mmTape 
w/o Cable 
Light Grey 




REMOVABLE MEDIA-70 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstorage FlexiPack StorEdge FlexiPack 

6290 6291 6294 

TAP4MM-031A 



CODE 


PART # 


DESCRIPTION 




599-2133 


DDS-3 FlexiPack, Light Grey 


■ 


599-2163 


DDS-3 FlexiPack, Medium Grey 


1 


540-3043 


Full-Height Tape Drive Cover, Light Grey 


1 


540-3418 


Full-Height Tape Drive Cover, Medium Grey 


2 


300-1324 


48 Watt Power Supply, Type A1 20 


3 


501-4356 


8-Bit Full-Height SCSI I/O Board 


4 


530-2181 


Address Select Cable 


5 


540-3048 


72-1 44GB 4 mm DDS-3 Autoloader Assembly 


■ 


240-2660 


• M3 x 4 mm Screw (obsolete) 


- 


240-2731 


• M3 x 5 mm Screw 


| 6 


340-3645 


• Mounting Bracket 




370-2380 


• 72-1 44GB 4 mm DDS-3 Autoloader, Light Grey 


5 


540-3412 


72-1 44GB 4 mm DDS-3 Autoloader Assembly 


- 


240-2731 


• M3 x 5 mm Screw 


6 


340-3645 


• Mounting Bracket 


- 


370-2379 


• 72-1 44GB 4 mm DDS-3 Autoloader, Medium Grey 


7 


540-1982 


Lockbox 


8 


240-2180 


#4-40M/#2-56F Jackscrew 


9 


540-3045 


Base Assembly, Light Grey 


9 


540-3416 


Base Assembly, Medium Grey 


NS 


240-1585 


M3 x 4 mm Screw 


NS 


330-1937 


I/O Board Insulation 


MO 

No 


o4U-4obU 


riemovaDie oiorage iray iviouruiny Dicioi\t?i 


NS 


370-2378 


DDS-3 Tape 


NS 


370-2381 


DDS-3 Magazine 


NS 


370-1613 


Cleaning Tape 


NS 


370-2819 


HD50-HD68-Pin Adapter Board 


NS 


530-1884 


External SCSI Cable, HD68 to HD68, 80 cm 


NS 


530-2115 


External SCSI Cable, HD68 to HD50, 1 .2M 


NS 


530-2183 


LED Cable 




802-7739 


SPARCstorage FlexiPack Service Label 



Volume 



II 



REMOVABLE MEDIA-71 



This page intentionally left blank. 



PARTS BREAKDOWN 
TAPE LIBRARY 



9/18/00 



PARTS BREAKDOWN 



Tape Library 



SPARCstorage Library Model 8/140 2 

SPARCstorage Library Model 8/140 10 

StorEdgeL140 10 

SPARCstorage Library Model 8/400 12 

StorEdgeL400 14 

SPARCstorage DLT4700 16 

StorEdgeL280 17 

StorEdge L1000 18 

ETL4/1000 22 

ETL4/1800 26 

StorEdge L1 800 26 

ETL 7/3500 30 

StorEdge L3500 30 

StorEdge L11000 34 

StorEdge L9 37 

StorEdge L20 38 

StorEdge L40 38 

StorEdge L60 38 

StorEdge L1 80 40 

StorEdge L700 41 



Field Engineer Handbook - Volume II 



PARTS BREAKDOWN 



9/18/00 



SPARCstorage Library Model 8/140 



847 

140-280GB 
14GB 8 mm 
Deskside 
Light Grey 
w/o Scanner 



848 

140-280GB 
14GB 8 mm 
Rack Mount 
Light Grey 
w/o Scanner 



849 

140-280GB 
14GB 8 mm 
Stackable 
Light Grey 
w/o Scanner 



867 

140-280GB 
14GB 8 mm 
Deskside 
Light Grey 
w Scanner 



868 

140-280GB 
14GB 8 mm 
Rack Mount 
Light Grey 
w Scanner 



869 

140-280GB 
14GB 8 mm 
Stackable 
Light Grey 
w Scanner 




LIBRARY-2 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstorage Library Model 8/140 

847 848 849 867 868 869 



CODE 


CI IM 

bUN 

PART # 


t AAD Y I t 

PART # 


DESCRIPTION 


-j 


370-1909 


309011 


Vertical Front Panel Assy (use T1 0 Torx) 


-J 


370-1924 


xxxxxx 


Vertical Front Panel Assy without Logo 


-j 


370-1910 


xxxxxx 


Horizontal Front Panel Assy (use T1 0 Torx) 


-j 


370-1923 


xxxxxx 


Horizontal Front Panel Assy without Logo 


1 


370-1914 


xxxxxx 


Stackable Front Panel Assy (use T1 0 Torx) 


-I 


370-1925 


xxxxxx 


Stackable Front Panel Assy without Logo 


2 


370-1915 


xxxxxx 


Vertical EXB-210 without Tape Drives 


2 


370-1926 


xxxxxx 


Vertical EXB-210 w/o Tape Drives or Logo 


2 


370-1916 


xxxxxx 


Horizontal EXB-210 without Tape Drives 


2 


370-1927 


xxxxxx 


Horizontal EXB-21 0 w/o Tape Drives or Logo 


2 


370-1917 


xxxxxx 


Stackable EXB-210 without Tape Drives 


2 


370-1928 


xxxxxx 


Stackable EXB-21 0 w/o Tape Drives or Logo 


3 


370-1881 


308378 


14GB 8505XL Tape Drive with Carrier 


3 


None 


xxxxxx 


Empty Tape Drive Carrier 


4 


370-1884 


307522 


Empty 1 0 Tape Magazine (x4) 1 


5 


None 


110181 


Service Access Cover (use T10 Torx) 


6 


370-1896 


3701896 


SMCS Card Assembly 


6 


370-2097 


311397 


SMCS Card Assembly 


7 


370-1897 


306558 


Operator Panel Cable (use T8 Torx) 


7 


370-1898 


306557 


CHM Cable (use T8 Torx) 


8 


370-1887 


303247 


Long Axis Motor Module (use T20 Torx) 


9 


370-1893 


303078 


Motor Distribution Card 


10 


370-1899 


302906 


Motor Module Belt 


11 


370-1894 


302396 


1 60 Watt Power Supply 




370-1895 


302692 


• Power Supply External 2.5A Fuse 


12 


None 


302413 


Magazine Mounting Plate (use T15 Torx) 


13 


None 


302969 


Fixed Cartridge Holder (use T20 Torx) 


14 


370-1902 


306561 


Idler Pulley Assembly 


15 


370-1900 


302902 


Long Axis Belt (use T1 0 and T20 Torx) 


16 


370-1901 


306767 


Long Axis Assembly (use T20 Torx) 



1 A magazine loaded with ten 1 12M data tapes and one cleaning tape is 
available from eSun as Option BT-8MM-1 0PACKCL. 



Volume II 



LIBRARY-3 



PARTS BREAKDOWN 



9/18/00 



SPARCstorage Library Model 8/140 - Continued 

847 848 849 867 868 869 



CODE 


SUN 
PART # 


EXABYTE 
PART# 


DESCRIPTION 


17 


370-1874 


306014 


Barcode Scanner (use T10 and T20 Torx) 


18 


None 


xxxxxx 


Long Axis Belt Clamp (use 90° T1 0 Torx) 


19 


None 


xxxxxx 


CHM Cable Strain Relief (use T10 Torx) 


20 


None 


xxxxxx 


CHM Cover (use T10 Torx) 


21 


370-1888 


303339 


Cartridge Handling Mechanism 


22 


370-1892 


302408 


Front Panel Locking Solenoid (use T1 5 Torx) 


NS 


370-1385 


None 


Slide Rail Set (requires 370-1385-04) 


NS 


370-1903 


3701903 


SCSI Jumper Plug 


NS 


370-1904 


3701904 


Tape Magazine Dust Cover 


NS 


370-1905 


3701905 


Door Wipes 


NS 


370-1906 


310386 


T-10 Torx Wrench 


NS 


370-1907 


310387 


T-15 Torx Wrench 


NS 


370-1908 


3701908 


Barcode Labels 


NS 


370-1912 


000053 


115V Power Cord 


NS 


370-1962 


xxxxxx 


Rack Mount Retaining Bracket 


NS 


None 


307407 


Vertical EXB-210 Filters (use T15 Torx) 


NS 


None 


303677 


Horizontal EXB-210 Filter (use T15 Torx) 


NS 


None 


302668 


Vertical EXB-210 Top Cover Stiffener 


NS 


None 


307762 


CHM Alignment Triangle 


NS 


None 


306518 


Left Side Cover (use T20 Torx) 


NS 


None 


306519 


Right Side Cover (use T20 Torx) 


NS 


None 


306520 


Top Cover 


NS 


None 


302984 


Vertical EXB-210 1/4-20 Foot 


NS 


330-1651 


xxxxxx 


Front Panel Key 


NS 


None 


307406 


Vertical Base 


NS 


None 


xxxxxx 


Vertical Base Weight, 0.75 lb (x5) 




None 


510811 


EXB-210 Maintenance (from Exabyte) 




802-2143 


None 


SPARCstorage Library Service Manual 




805-1386 


None 


SPARCstorage Library Service Manual 



LIBRARY-4 



Field Engineer Handbook 



9/18/00 PARTS BREAKDOWN 



This page intentionally left blank. 



Volume II 



LIBRARY-5 



PARTS BREAKDOWN 



9/18/00 



SPARCstorage Library Model 8/140 



6221 

140-280GB 
14GB 8 mm 
Rack Mount 
Medium Grey 
w/o Scanner 



6222 

140-280GB 
14GB 8 mm 
Rack Mount 
Medium Grey 
w Scanner 



6223 

140-280GB 
14GB 8 mm 
Stackable 
Medium Grey 
w/o Scanner 



6224 

140-280GB 
14GB 8 mm 
Stackable 
Medium Grey 
w Scanner 




LIBRARY-6 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstorage Library Model 8/140 

6221 6222 6223 6224 



CODE 


Ql IN 

PART# 


FYARVTP 
CAnu I 1 C 

PART# 


DESCRIPTION 


1 


370-2348 


xxxxxx 


Horizontal Front Panel Assy (use T1 0 Torx) 


1 


370-2349 


xxxxxx 


Stackable Front Panel Assy (use T1 0 Torx) 


2 


370-2346 


xxxxxx 


Horizontal EXB-210 without Tape Drives 


2 


370-2347 


xxxxxx 


Stackable EXB-210 without Tape Drives 


3 


370-1881 


308378 


14GB 8505XL Tape Drive with Carrier 


3 


None 


xxxxxx 


Empty Tape Drive Carrier 


4 


370-1884 


307522 


Empty 10 Tape Magazine (x4) 1 


5 


None 


110181 


Service Access Cover (use T1 0 Torx) 


6 


370-2097 


311397 


SMCS Card Assembly 


7 


370-1897 


306558 


Operator Panel Cable (use T8 Torx) 


7 


370-1898 


306557 


CHM Cable (use T8 Torx) 


8 


370-1887 


303247 


Long Axis Motor Module (use T20 Torx) 


9 


370-1893 


303078 


Motor Distribution Card 


10 


370-1899 


302906 


Motor Module Belt 


11 


370-1894 


302396 


160 Watt Power Supply 


_ 


370-1895 


302692 


• Power Supply External 2.5A Fuse 


12 


None 


302413 


Magazine Mounting Plate (use T15 Torx) 


13 


None 


302969 


Fixed Cartridge Holder (use T20 Torx) 


14 


370-1902 


306561 


Idler Pulley Assembly 


15 


370-1900 


302902 


Long Axis Belt (use T1 0 and T20 Torx) 


16 


370-1901 


306767 


Long Axis Assembly (use T20 Torx) 


17 


370-1874 


306014 


Barcode Scanner (use T1 0 and T20 Torx) 


18 


None 


xxxxxx 


Long Axis Belt Clamp (use 90° T10 Torx) 


19 


None 


xxxxxx 


CHM Cable Strain Relief (use T10 Torx) 


20 


None 


xxxxxx 


CHM Cover (use T10 Torx) 


21 


370-1888 


303339 


Cartridge Handling Mechanism 


22 


370-1892 


302408 


Front Panel Locking Solenoid (use T1 5 Torx) 



1 A magazine loaded with ten 1 12M data tapes and one cleaning tape is 
available from eSun as Option BT-8MM-1 0PACKCL. 



Volume II 



LIBRARY-7 



PARTS BREAKDOWN 



9/18/00 



SPARCstorage Library Model 8/140 - Continued 

6221 6222 6223 6224 



SUN 
PART# 


EXABYTE 
PART# 


DESCRIPTION 


370-2815 


None 


Slide Rail Set 


370-1903 


3701903 


SCSI Jumper Plug 


370-1904 


3701904 


Tape Magazine Dust Cover 


370-1905 


3701905 


Door Wipes 


370-1906 


310386 


T-10 Torx Wrench 


370-1907 


310387 


T-15 Torx Wrench 


370-1908 


3701908 


Barcode Labels 


370-1912 


000053 


115V Power Cord 


370-1962 


xxxxxx 


Rack Mount Retaining Bracket 


None 


303677 


Horizontal EXB-210 Filter (use T15 Torx) 


None 


307762 


CHM Alignment Triangle 


None 


306518 


Left Side Cover (use T20 Torx) 


None 


306519 


Right Side Cover (use T20 Torx) 


None 


306520 


Top Cover 


330-1651 


xxxxxx 


Front Panel Key 


None 


510811 


EXB-210 Maintenance (available from Exabyte) 


802-2143 


None 


SPARCstorage Library Service Manual 


805-1386 


None 


SPARCstorage Library Service Manual 



LIBRARY-8 



Field Engineer Handbook 



9/18/00 PARTS BREAKDOWN 
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Volume II 



LIBRARY-9 



PARTS BREAKDOWN 



9/18/00 



SPARCstorage Library Model 8/140 
StorEdge L140 

6227 6228 6229 

1 40-280GB 1 40-280GB 1 4GB 8 mm 

1 4GB 8 mm 1 4GB 8 mm Expansion Drive 

Deskside Rack Mount 

Medium Grey Medium Grey 

w/o Scanner w/o Scanner 




20 



LIBRARY-10 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



SPARCstorage Library Model 8/140 
StorEdge L140 

6227 6228 6229 



CODE 


CI IM DAPT 
oUN rAn 1 

# 


CYARVTF 

PART# 


DESCRIPTION 


1 


370-2348 


xxxxxx 


Horizontal Front Panel Assy (use T1 0 Torx) 


2 


370-3226 


xxxxxx 


Vertical EXB-210 without Tape Drives 


2 


370-2346 


xxxxxx 


Horizontal EXB-210 without Tape Drives 


3 


370-3128 


xxxxxx 


14GB 8705DX Tape Drive with Carrier 


3 


None 


xxxxxx 


Empty Tape Drive Carrier 


4 


370-1884 


307522 


Empty 10 Tape Magazine (x4) 1 


5 


None 


110181 


Service Access Cover (use T1 0 Torx) 


6 


370-2097 


311397 


SMCS Card Assembly 


7 


370-1897 


306558 


Operator Panel Cable (use T8 Torx) 


7 


370-1898 


306557 


CHM Cable (use T8 Torx) 


8 


370-1887 


303247 


Long Axis Motor Module (use T20 Torx) 


9 


370-1893 


303078 


Motor Distribution Card 


10 


370-1899 


302906 


Motor Module Belt 


11 


370-1894 


302396 


1 60 Watt Power Supply 


12 


None 


302413 


Magazine Mounting Plate (use T15 Torx) 


13 


None 


302969 


Fixed Cartridge Holder (use T20 Torx) 


14 


370-1902 


306561 


Idler Pulley Assembly 


15 


370-1900 


302902 


Long Axis Belt (use T1 0 and T20 Torx) 


16 


370-1901 


306767 


Long Axis Assembly (use T20 Torx) 


17 


370-1874 


306014 


Barcode Scanner (use T10 and T20 Torx) 


18 


None 


xxxxxx 


Long Axis Belt Clamp (use 90° T1 0 Torx) 


19 


None 


xxxxxx 


CHM Cable Strain Relief (use T10 Torx) 


20 


None 


xxxxxx 


CHM Cover (use T10 Torx) 


21 


370-1888 


303339 


Cartridge Handling Mechanism 


22 


370-1892 


302408 


Front Panel Locking Solenoid (use T1 5 Torx) 


NS 


370-2815 


None 


Slide Rail Set 


NS 


370-1903 


3701903 


SCSI Jumper Plug 


NS 


370-1962 


xxxxxx 


Rack Mount Retaining Bracket 


NS 


330-1651 


xxxxxx 


Front Panel Key 




802-2143 


None 


SPARCstorage Library Service Manual 




805-1386 


None 


SPARCstorage Library Service Manual 



1 A magazine loaded with ten 1 12M data tapes and one cleaning tape is 
available from eSun as Option BT-8MM-1 0PACKCL. 



Volume II 



LIBRARY-1 1 



PARTS BREAKDOWN 9/1 8/00 



SPARCstorage Library Model 8/400 

6225 6226 

400-800GB 400-800GB 

20-40GB 8 mm 20-40GB 8 mm 
Stackable Rack Mount 

w Scanner w Scanner 

2 Tape Drives 2 Tape Drives 




LIBRARY-12 



Field Engineer Handbook 



9/18/00 PARTS BREAKDOWN 

SPARCstorage Library Model 8/400 

6225 6226 



CODE 


SUN PART # 


DESCRIPTION 


1 


370-2392 


Horizontal EXB-220 w/o Tape Drives or Scanner 


1 


370-2391 


Stackable EXB-220 w/o Tape Drives or Scanner 


1 


370-3257 


Deskside EXB-220 w/o Tape Drives or Scanner 


2 


370-2393 


Horizontal Front Panel Assembly (use T1 0 Torx) 


2 


370-2394 


Stackable Front Panel Assembly (use T1 0 Torx) 


2 


None 


Deskside Front Panel Assembly (use T10 Torx) 


3 


370-2401 


20-40GB EXB-8900 Tape Drive with Carrier 


3 


None 


Empty Tape Drive Carrier 


4 


370-1884 


Empty 1 0 Tape Magazine 1 


5 


370-2397 


Differential SMCS Card Assembly 


6 


370-2399 


160 Watt Power Supply 


7 


370-2402 


Rotor Assembly 


NS 


370-1874 


Barcode Scanner (use T10 and T20 Torx) 


NS 


370-2403 


Long Axis Belt (use T1 0 and T20 Torx) 


NS 


370-2815 


Slide Rail Set 


NS 


370-2400 


SCSI Jumper Plug, 55 mm 


NS 


370-2398 


Differential SCSI Terminator 


NS 


370-1904 


Tape Magazine Dust Cover 


NS 


370-1905 


Door Wipes 


NS 


370-2395 


170M8mm AM E Tape 


NS 


370-2396 


Cleaning Kit 


NS 


370-1912 


Power Cord 


NS 


330-1651 


Key 




802-7985 


SPARCstorage 8/400 Service Manual 




875-1805 


EXB-220 Maintenance 



1 A magazine loaded with ten 1 12M data tapes and one cleaning tape is 
available from eSun as Option BT-8MM-1 0PACKCL. 



Volume II 



LIBRARY-13 



PARTS BREAKDOWN 



9/18/00 



StorEdge L400 



LIB8MM1-400G 

400-800GB 
20-40GB 8 mm 
Deskside 
w Scanner 
2 Tape Drives 



LIB8MMB-400G 

400-800GB 
20-40GB 8 mm 
Deskside 
w scanner 
1 Tape Drive 



LIB8MMC-400G 

400-800GB 
20-40GB 8 mm 
Rack Mount 
w Scanner 
1 Tape Drive 




LIBRARY-14 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



StorEdge L400 

LIB8MM1-400G LIB8MMB-400G LIB8MMC-400G 



CODE 


SUN PART# 


DESCRIPTION 


1 


370-2392 


Horizontal EXB-220 w/o Tape Drives or Scanner 


1 


370-3257 


Deskside EXB-220 w/o Tape Drives or Scanner 


2 


370-2393 


Horizontal Front Panel Assembly (use T10 Torx) 


2 


None 


Deskside Front Panel Assembly (use T10 Torx) 


3 


370-2401 


20-40GB EXB-8900 Tape Drive with Carrier 


3 


None 


Empty Tape Drive Carrier 


4 


370-1884 


Empty 1 0 Tape Magazine 1 


5 


370-2397 


Differential SMCS Card Assembly 


6 


370-2399 


160 Watt Power Supply 


7 


370-2402 


Rotor Assembly 


NS 


370-1874 


Barcode Scanner (use T10 and T20 Torx) 


NS 


370-2403 


Long Axis Belt (use T1 0 and T20 Torx) 


NS 


370-2815 


Slide Rail Set 


NS 


370-2400 


SCSI Jumper Plug, 55 mm 


NS 


370-2398 


Differential SCSI Terminator 


NS 


370-1904 


Tape Magazine Dust Cover 


NS 


370-1905 


Door Wipes 


NS 


370-2395 


170M 8 mm AME Tape 


NS 


370-2396 


Cleaning Kit 


NS 


370-1912 


Power Cord 


NS 


330-1651 


Key 




802-7985 


SPARCstorage 8/400 Service Manual 




875-1805 


EXB-220 Maintenance 



1 A magazine loaded with ten 1 12M data tapes and one cleaning tape is 
available from eSun as Option BT-8MM-1 0PACKCL. 

Volume II LIBRARY-15 



PARTS BREAKDOWN 

SPARCstorage DLT4700 



6071 

140-280GB Autoloader 
20-40GB DLT4000 



9/18/00 




CODE 


PART # 


DESCRIPTION 


1 


540-2781 


DLT4700 Tape Library 


1 


#540-2781 


DLT4700 Tape Library Spare 


1 


f540-2781 


DLT4700 Tape Library FRU (discontinued) 


1 


540-4478 


DLT4700 Tape Library FRU w/o Tape Drive 


NS 


150-1785 


Terminator 


NS 


180-1179 


110V AC Power Cord 


NS 


261-7607 


Sun Logo 


NS 


261-7608 


Nameplate 


NS 


370-2188 


Data Cartridge IV (20GB-40GB DLT4000 Capacity) 


NS 


370-2189 


Cleaning Cartridge 


NS 


370-2253 


Key 


NS 


370-2254 


Seven Tape Magazine 


NS 


370-2264 


20-40GB DLT4000 Tape Drive 


NS 


530-1792 


External SCSI Cable, 50-Pin to 50-Pin, 2.0M 


NS 


530-2115 


External SCSI Cable, 68-Pin to 50-Pin, 1 .2M 




802-5688 


DLT4700 Installation and User's Guide 



LIBRARY-16 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



StorEdge L280 

LIBDLT1-280G LIBDLT2-280G 

Desktop 280-560GB DLT7000 Rack Mount 280-560GB DLT7000 

HP SureStore Autoloader 718 HP SureStore Autoloader 71 8 




CODE 


PART # 


DESCRIPTION 


1 


540-3722 


Desktop Autoloader 


1 


380-0079 


Desktop Autoloader (replaces 540-3722) 


1 


540-3725 


Rack Mount Autoloader 


1 


380-0080 


Rack Mount Autoloader (replaces 540-3725) 


1 


540-3723 


Autoloader without Drive or Skins 




380-0081 


Autoloader w/o Drive or Skins (replaces 540-3723) 


o 
d. 


04U-O/ ^4 


rroni uoor, ivieaiurn Larey 


3 


370-3425 


Tabletop Top Cover, Medium Grey 


4 


370-3421 


Power Supply with Fan 


5 


370-3424 


Controller C6280-66510 


6 


370-3423 


DLT Tape Drive with Fan 


NS 


150-1890 


Differential SCSI Terminator with LED 


NS 


370-2188 


Data Cartridge 


NS 


370-2189 


Cleaning Cartridge 


NS 


370-3422 


6-Tape Magazine 


NS 


370-3549 


Differential SCSI Terminator without LED 


NS 


370-3554 


SCSI Jumper Ribbon Cable, 15 cm 


NS 


530-2352 


SCSI Cable, HD68 to HD68, 4M 


NS 


530-2384 


SCSI Cable, HD68 to HD68, 2M 


NS 


530-2647 


IEC320 - NEMA 5-15 Grey Power Cord 


NS 


595-4719 


Rack Mount Kit, Option X9643A 


NS 


540-3726 


• Rack Mount Kit 


NS 


370-3630 


• Rack Mount Kit (replaces 540-3726) 




805-3958 


L280 Service Manual 



Volume II 



LIBRARY-17 



PARTS BREAKDOWN 



9/18/00 



StorEdge L1000 



TAPDLT1-1TB 

35-70GB DLT7000 
Expansion Drive 



LIBDLT1-1TB 

35-70GB DLT7000 
1 Drive Deskside 



LIBDLT4-1TB 

35-70GB DLT7000 
4 Drive Deskside 



LIBDLT1 R-1 TB LIBDLT4R-1TG 

35-70GB DLT7000 35-70GB DLT7000 

1 Drive Rack Mount 4 Drive Rack Mount 




LIBRARY-18 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



StorEdge L1000 

TAPDLT1-1TB LIBDLT1-1TB LIBDLT4-1TB 
LIBDLT1 R-1TB LIBDLT4R-1TG 



CODE 


SUN PART # 


DESCRIPTION 


1 


380-0074 


Rackmountable L1000 with 1 DLT Drive 


1 


380-0075 


Rackmountable L1000 with 4 DLT Drives 


1 


380-0076 


Deskside L1000 with 1 DLT Drive 


1 


380-0077 


Deskside L1000 with 4 DLT Drives 


2 


370-3516 


DLT 7000 Tape Drive FRU 


3 


370-3522 


X-Axis Timing Belt, 1/4" Wide 


4 


370-3529 


Extension Axis Assembly 


5 


370-3524 


Right Front Door Assembly with Control Panel 


6 


370-3530 


8-Cartridge Bulk Pack Assembly 


7 


370-3530 


8-Cartridge Load Pack Assembly 


8 


370-3526 


Actuator Driver Board 


9 


370-3525 


Robotic Controller Board with Memory Module 


10 


370-3521 


Wide Differential SCSI Board 


11 


370-3531 


Power Supply with Switch 6220518 1 


11 


370-3531 


Power Supply w/o Switch 6220571 1 




704-6219 


Reference CD-ROM and LibMON 1. 1 Patch 




805-4822 


StorEdge L1 000 Unpacking Instructions 




805-4823 


StorEdge L1000 User's Guide 




805-5577 


Control Panel Password Instructions 



1 Sun Specification 950-31 38-04 identifies 370-3531 -01 as ATL part number 
6220518. ATL changed the part number to 6220571 . 

Volume II LIBRARY-19 



PARTS BREAKDOWN 



9/18/00 



StorEdge L1000 - Continued 

TAPDLT1-1TB LIBDLT1-1TB LIBDLT4-1TB 
LIBDLT1R-1TB LIBDLT4R-1TG 



SUN PART # 


DESCRIPTION 


None 


Rear Upper Air Filter 


None 


Rear Lower Air Filter 


150-1890 


Differential SCSI Terminator 


330-1651 


Key 


370-2188 


DLT Data Cartridge 


a~7f\ o-i on 

370-2189 


Cleaning Cartridge 


o/0-oo4b 


external oCoi cauie, yu hudo to yu hudo, od cm 


370-3517 


Y-Axis 2-Phase Stepper Motor 


370-3518 


X-Axis 2-Phase Stepper Motor 


370-3519 


24V, 41 CFM Fan 


0-7A nroA 

370-3520 


24V, 90 CFM Fan 


370-oo2o 


Y-Axis Timing Belt, 3/8 Wide 


370-3527 


Y-Encode Board 


/•"» — » A T A O 

0/U-JD28 


X-Motor interconnect Board 


370-3532 


Backplane 


O/U-OO'fO 


external 0001 uauie, yu nuoo 10 yu nuoo, io cm 


370-3622 


Slide Rail 


370-3627 


Left Single Fan with Bracket 


370-3628 


Right Double Fan with Bracket 


370-3629 


1 Package of 33 Cleaning Tape Barcode 


370-3544 


1 Package of 99 Data Barcode Labels 


530-2352 


External SCSI Cable, HD68 to HD68, 4M 


565-1477 


Service Kit with Tools, Manuals, and Diagnostics 


704-5684 


StorEdge L1 000 Service CD-ROM 



LIBRARY-20 



Field Engineer Handbook 



9/18/00 PARTS BREAKDOWN 
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Volume II 



LIBRARY-21 



PARTS BREAKDOWN 



9/18/00 



ETL4/1000 

6072 

1 .04-2.08TB 
DLT4000 
ACL 4/52 




LIBRARY-22 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



ETL 4/1000 

6072 



CODE 


SUN PART# 


ATL PART# 


DESCRIPTION j 


1 


595-4164 


6210090 


ETL 4/1000 Assembly 


2 


370-2849 


6210435 


Control Panel Assembly 


3 


370-2862 


6210537 


Fan Assembly 


3 


370-3260 


6211654 


Fan Assembly (DLT7000 requirement) 


4 


370-2859 


6210516 


Door Switch Assembly 


5 


370-2858 


6210515 


X-Axis Confirmation Sensor 


6 


370-2855 


6210510 


Y-Axis Stepper Motor Assembly 


7 


370-2854 


6210480 


X-Axis Interconnect Board 


8 


370-2864 


0645083 


Y-Axis Drive Belt 


9 


370-2863 


6210720 


Extension Axis Assembly 


10 


370-2864 


0645083 


X-Axis Drive Belt 


11 


370-2856 


6210511 


X-Axis Stepper Motor Assembly 


12 


370-2866 


0385016 


Fluorescent Bulb 


13 


370-2853 


6210470 


Robotic Controller Board 


14 


370-2851 


6210450 


Actuator Driver Board 


15 


300-1338 


0355041 


PC Logic Power Supply 


16 


300-1339 


0355038 


Motor Power Supply 


17 


370-2850 


0815032 


Stepper Motor Assembly 


18 


370-2865 


6210200 


Differential DLT 4000 Tape Drive 


19 


None 


Unknown 


#10-32 x 1/2" Screw with Washer 


20 


None 


6210038 


Tape Drive Bay EMI Cover 


21 


None 


6211003 


Tape Drive Shelf 


22 


370-2852 


6210464 


Tape Drive Interface Board 


23 


None 


6210509 


Tape Drive Mounting Bracket 


24 


None 


Unknown 


Air Filter, 7.5" x 6" 


25 


None 


6211005 


Air Filter Cover 


NS 


370-2857 


6210512 


Load Port Door Lockout Solenoid 


NS 


370-2860 


6210518 


Y-Axis Umbilical Cable 


NS 


370-2861 


6210520 


X-Axis Umbilical Cable 



Volume II 



LIBRARY-23 



PARTS BREAKDOWN 



9/18/00 



ETL 4/1 000 -Continued 

6072 



SUN PART# 


ATL PART# 


DESCRIPTION I 


None 


6210526 


Actuator Driver to Robotics Controller Cable 


None 


6210558 


Actuator Driver 48V rower cable 


None 


6210525 


Control Panel Cable 


None 


6210527 


X-Axis Motor Drive Cable 


None 


6210538 


Fan Power Cable 


None 


6210539 


Internal 9-Pin RS-232 Cable 


None 


6210564 


DC "Y" Power Extension Cable 


None 


6210561 


DC Power Extension Cable 


None 


6210565 


68-Pin SCSI #1 Cable, 120 cm 


None 


6210566 


68-Pin SCSI #2 Cable, 60 cm 


None 


6210567 


68-Pin SCSI #3 Cable, 12 cm 


None 


6210573 


Miscellaneous Sensor Cable 


None 


6210562 


Tape Drive Interface 2 Cable 


None 


6210563 


Tape Drive Inport Solenoid Cable 


None 


6210542 


White AC Cable 


None 


6210542 


Black AC Cable 


None 


0325004 


AC Line Filter 


None 


0455175 


AC Power Switch 


150-1890 


0415692 


Differential SCSI Terminator 


370-2188 


0525006 


Data Cartridge 


370-2189 


0525005 


Cleaning Cartridge 


530-2383 


0425033 


External SCSI Cable, HD68 to HD68, 80 cm 


530-2352 


0425034 


External SCSI Cable, HD68 to HD68, 4M 


565-1395 


6210160 


Service and Training Kit 


None 


O^l U I 0 I 


• i raining viueo 


None 


0425003 


• Serial Cable 


None 


6210150 


• Permatex 82324 Lubricant 


704-5684 


6211266 


• Diagnostic and Manuals CD 


875-1807 


6211222 


• Operator's Guide 


875-1808 


6211221 


• Planning and Installation Guide 


875-1809 


6211223 


• Service Manual 


875-1810 


6211224 


• Diagnostic Software Manual 



LIBRARY-24 



Field Engineer Handbook 
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Volume II 



LIBRARY-25 



PARTS BREAKDOWN 



9/18/00 



ETL 4/1 800 StorEdge L1 800 



6063 

35-70GB 
DLT7000 



6073 

1.82-3.64TB 
ACL 2/52 
w LibMon 



6074 

1.82-3.64TB 
ACL 4/52 
w LibMon 



6077 

1 .82-3.64TB 
ACL 2/52 
w/o LibMon 



6078 

1 .82-3.64TB 
ACL 4/52 
w/o LibMon 




LIBRARY-26 Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



ETL 4/1 800 StorEdge L1 800 

6063 6073 6074 6077 6078 



CODE 


SUN PART# 


ATL PART# 


DESCRIPTION 


1 


595-4354 


Unknown 


ETL 4/1800 2-Drive Assembly 


1 


595-4355 


Unknown 


ETL 4/1800 4-Drive Assembly 


2 


370-3255 


6210584 


Touch Panel Assembly 


3 


370-3260 


6211654 


Fan Assembly (ATL recommends 6210537) 


4 


370-2859 


6210516 


Door Switch Assembly 


5 


370-2858 


6210515 


X-Axis Confirmation Sensor 


6 


370-2855 


6210510 


Y-Axis Stepper Motor Assembly 


7 


370-2854 


6210480 


X-Axis Interconnect Board 


8 


370-2864 


0645083 


Y-Axis Drive Belt 


9 


370-2863 


6210720 


Extension Axis Assembly 


10 


370-2864 


0645083 


X-Axis Drive Belt 


11 


370-2856 


6210511 


X-Axis Stepper Motor Assembly 


12 


370-2866 


0385016 


Fluorescent Bulb 


13 


370-2853 


6210470 


Robotic Controller Board (-02 required) 


14 


370-2851 


6210450 


Actuator Driver Board j 


15 


300-1338 


0355041 


PC Logic Power Supply 


16 


300-1339 


0355038 


Motor Power Supply 


17 


370-3272 


6210208 


DLT7000 Assembly/FRU (obsolete) 


17 


370-3332 


6210208 


DLT7000 Assembly/FRU 


17 


None 


Unknown 


• Differential DLT7000 Tape Drive 


18 


370-3261 


0815033 


• Stepper Motor Assembly 


19 


None 


6210509 


• Tape Drive Mounting Bracket 


20 


370-3262 


6211630 


• Tape Drive Interface Board 


21 


None 


6211003 


• Tape Drive Shelf 


NS 


None 


Unknown 


• Tape Drive Air Baffle 


22 


None 


Unknown 


#10-32 x 1/2" Screw with Washer 


23 


None 


6210038 


Tape Drive Bay EMI Cover 


24 


None 


Unknown 


Air Filter, 7.5" x 6" 


25 


None 


6211005 


Air Filter Cover 


NS 


370-2857 


6210512 


Load Port Door Lockout Solenoid 


NS 


370-2860 


6210518 


Y-Axis Umbilical Cable 


NS 


370-2861 


6210520 


X-Axis Umbilical Cable 



Volume II 



LIBRARY-27 



PARTS BREAKDOWN 



9/18/00 



ETL 4/1 800 StorEdge L1 800 - Continued 

6063 6073 6074 6077 6078 



SUN PART# 


ATL PART# 


DESCRIPTION 


None 


6210526 


Actuator Driver to Robotics Controller Cable 


None 


6210558 


Actuator Driver 48V Power Cable 


None 


6210525 


Control Panel Cable 


None 


6210527 


X-Axis Motor Drive Cable 


370-2516 


6210538 


Fan Power Cable 


370-2517 


Unknown 


Shielded Power Cable 


None 


6210539 


Internal 9-Pin RS-232 Cable 


None 


6210564 


DC "Y" Power Extension Cable 


None 


6210561 


DC Power Extension Cable 


None 


6210565 


68-Pin SCSI #1 Cable, 120 cm 


None 


6210566 


68-Pin SCSI #2 Cable, 60 cm 


None 


6210567 


68-Pin SCSI #3 Cable, 12 cm 


None 


6210573 


Miscellaneous Sensor Cable 


None 


6210562 


Tape Drive Interface 2 Cable 


None 


6210563 


Tape Drive Inport Solenoid Cable 


None 


6210542 


White AC Cable 


None 


6210542 


Black AC Cable 


None 


0325004 


AC Line Filter 


None 


0455175 


AC Power Switch 


150-1890 


0415692 


Differential SCSI Terminator 


370-2188 


0525006 


Data Cartridge 


370-2189 


0525005 


Cleaning Cartridge 


530-2515 


Unknown 


External SCSI Jumper Cable, HD68 to HD68 


530-2352 


0425034 


External SCSI Cable, HD68 to HD68, 4M 


565-1395 


6210160 


Service and Training Kit 


None 


6210151 


• Training Video 


None 


0425003 


• Serial Cable 


None 


6210150 


• Permatex 82324 Lubricant 


704-5684 


6211266 


• Diagnostic and Manuals CD 


875-1807 


6211222 


• Operator's Guide 


875-1808 


6211221 


• Planning and Installation Guide 


875-1809 


6211223 


• Service Manual 


875-1810 


6211224 


• Diagnostic Software Manual 



LIBRARY-: 
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PARTS BREAKDOWN 



9/18/00 




LIBRARY-30 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



ETL 7/3500 StorEdge L3500 

6063 6075 6076 6079 6080 



CODE 


SUN PART# 


ATL PART# 


DESCRIPTION 


1 


595-4444 


Unknown 


ETL7/3500 2-Drive Assembly 


1 


595-4445 


Unknown 


ETL7/3500 4-Drive Assembly 


2 


370-3255 


6210584 


Touch Panel Assembly (-02 required) 


3 


370-3297 


6240516 


31 .8 CFM Fan Assembly 


4 


370-2859 


6210516 


Door Switch Assembly j 


5 


370-2858 


6210515 


X-Axis Confirmation Sensor 


6 


370-2855 


6210508 


Y-Axis Stepper Motor Assembly 


7 


370-2854 


6210480 


X-Axis Interconnect Board j 


8 


370-3305 


0645115 


Y-Axis Drive Belt, 188" 


9 


370-2863 


6210720 


Extension Axis Assembly (-02 required) 


10 


370-3304 


0645116 


X-Axis Drive Belt, 240" 


11 


370-2856 


6210511 


X-Axis Stepper Motor Assembly 


12 


370-2866 


0385016 


Fluorescent Bulb 


13 


370-3299 


6240330 


Tape Drive Distribution Board 


14 


370-3295 


6210470 


Robotic Controller Board 


15 


370-2851 


6210450 


Actuator Driver Board 


16 


300-1338 


0355041 


PC Logic Power Supply 


17 


370-3298 


6240320 


Tape Drive Multiplexor Board 


18 


300-1339 


0355038 


Motor Power Supply 


19 


370-3272 


6210208 


DLT7000 Assy/FRU (-02 required) (obs) 


19 


370-3332 


tbd 


DLT7000 Assembly/FRU 


20 


None 


Unknown 


• Tape Drive Fan Shield 


21 


370-3261 


0815033 


• Stepper Motor Assembly 


22 


370-3262 


6211630 


• Tape Drive Interface Board 


23 


None 


Unknown 


• Differential DLT7000 Tape Drive 


24 


None 


Unknown 


• Tape Drive Mounting Bracket 


25 


None 


Unknown 


• Tape Drive Shelf 


26 


None 


Unknown 


• #10-32 x 1/2" Screw with Washer 




None 


Unknown 


• Internal SCSI Cable 


27 


370-3297 


6240516 


Controller Electronics Assembly Fan 


| 28 


370-3296 


6240515 


108 CFM Fan (ATL recommends 6210537) 


! 29 


None 


Unknown 


Air Filter, 7.5" x 6" 


30 


None 


6211005 


Air Filter Cover 
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ETL 7/3500 StorEdge L3500 - Continued 

6063 6075 6076 6079 6080 



SUN PART# 


ATL PART# 


DESCRIPTION 


150-1890 


0415692 


Differential SCSI Terminator 


370-2857 


6210512 


Load Port Door Lockout Solenoid 


370-2860 


6210518 


Y-Axis Umbilical Cable 


370-2188 


0525006 


Data Cartridge 


370-2189 


0525005 


Cleaning Cartridge 


370-3300 


6210520 


X-Axis Umbilical Cable 


530-2352 


0425034 


External SCSI Cable, HD68 to HD68, 4M 


530-2515 


Unknown 


External SCSI Jumper Cable, HD68 to HD68 


565-1395 


6210160 


Service and Training Kit 


None 


6210151 


• Training Video 


None 


0425003 


• Serial Cable 


None 


6210150 


• Permatex 82324 Lubricant 


~7f\ A COO A 

704-5684 


621 1266 


• Diagnostic and Manuals CD 


875-xxxx 


62112xx 


• ETL 4/1000 Installation and Service Manuals 


875-xxxx 


62112xx 


• ETL 4/1800 Installation and Service Manuals 


805-1034 


Unknown 


• ETL 7/3500 Facilities Planning and Installation 


805-1035 


Unknown 


• ETL 7/3500 Operator's Guide 


805-1036 


Unknown 


• ETL 7/3500 Diagnostic Software Guide 


805-1037 


Unknown 


• ETL 7/3500 Software Interface Guide 


805-1038 


Unknown 


• ETL 7/3500 Service Manual 
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StorEdge L11000 

TAPDLT2-1 1TB LIBDLT4-1 1TB LIBDLT16-1 1TB 

35-70GB DLT7000 35-70GB DLT7000 35-70GB DLT7000 

Expansion Drive 4 Drive Cabinet 1 6 Drive Cabinet 
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StorEdge L11000 

TAPDLT2-1 1TB LIBDLT4-1 1TB LIBDLT16-1 1TB 



CODE 


SUN PART # 


DESCRIPTION 


1 


380-0217 


L11000 with 4 DLT Drive 


1 


380-0218 


L11000 with 16 DLT Drives 


2 


None 


DC-DC Converter 6310495 


3 


370-3733 


Backplane 


4 


370-3731 


ACtUatOr Driver #1 (service manual lists these boards as identical) 


5 


370-3730 


ActUatOr Driver #0 (service manual lists these boards as identical) 


6 


370-3728 


Robotics Controller Board with Memory 


- 


None 


• Memory Module 6220349 


7 


370-3732 


Differential SCSI Board 


8 


370-3726 


AC Power Distribution Assembly (up to 2) 


9 


370-3725 


Power Supply Rack Assembly 


10 


370-3724 


400 Watt Power Supply (up to 8) 


11 


370-3723 


DLT 7000 Tape Drive FRU (up to 16) 


12 


370-3727 


Fan Module (x3) 


NS 


370-3729 


US Power Cord 


NS 


370-3734 


Control Panel Assembly 


NS 


370-3735 


Extension Axis Assembly 


NS 


370-3736 


X-Axis and Y-Axis Stepper Motor 


NS 


370-3737 


Rotary Axis Stepper Motor 


NS 


370-3738 


X-Axis Interconnect Board 


NS 


370-3739 


Y-Axis Interconnect Board 


NS 


370-3740 


Rotary Axis Sensor Board 


NS 


370-3741 


MotOr POWer Converter (listed as DC-DC Converter in service manual) 


NS 


370-3742 


Left Drive Tray Board (replaced by 375-0108) 


NS 


370-3743 


Right Drive Tray Board (replaced by 375-0106) 


MO 

NS 


0"7A OT/I A 

370-3744 


Lett Drive oiaeDoara boara (repiacea oy o/o-uiuy; 


NS 


370-3745 


Right Drive Sideboard Board (replaced by 375-01 07) 


NS 


370-3746 


Y-Axis Belt, 1" Wide x 3/8" Pitch 


NS 


370-3747 


X-Axis Belt, 1" Wide x 3/8" Pitch 


NS 


375-0106 


Right Drive Tray Board (replaces 370-3743) 


NS 


375-0107 


Right Drive Sideboard Board (replaces 370-3745) 


NS 


375-0108 


Left Drive Tray Board (replaces 370-3742) 


NS 


375-0109 


Left Drive Sideboard Board (replaces 370-3744) 
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StorEdge L1 1000 - Continued 

TAPDLT2-1 1TB LIBDLT4-1 1TB LIBDLT16-1 1TB 



CODE 


SUN PART # 


DESCRIPTION 


NS 


150-1890 


Differential SCSI Terminator 


NS 


330-1651 


Key 


NS 


370-2188 


DLT Data Cartridge 


NS 


370-2189 


Cleaning Cartridge 


NS 


370-3544 


4 Packages of 99 Data Barcode Labels 


NS 


370-3629 


1 Package of 33 Cleaning Tape Barcode 


NS 


370-3729 


IEC320-C19 to NEMA 5-20 AC Power Cord 


NS 


370-4185 


Left Drive Board Kit, 375-0108 + 375-0109 1 2 


NS 


370-4186 


Right Drive Board Kit, 375-0106 + 375-0107 1 2 


NS 


None 


5/32" Hex Wrench for Rear Doors (not included) 


NS 


None 


International AC Power Cords 


NS 


None 


Internal Cables 


NS 


None 


Internal SCSI Cable 0425017, HD68 to HD68, 1M 


NS 


530-2352 


External SCSI Cable, HD68 to HD68, 4M 


NS 


565-1540 


Service Kit with Tools, Manuals, and Diagnostics 




704-6526 


StorEdge L11 000 Reference CD-ROM 




704-6527 


StorEdge L 11 000 Service CD-ROM 




805-5577 


Control Panel Password Instructions 




805-7275 


StorEdge L 1 1000 User's Guide 




805-7276 


StorEdge L 1 1000 Service Manual 




805-7277 


StorEdge L 1 1000 Unpacking Instructions 




805-7278 


StorEdge L 1 1000 Uncrating Instructions 



1 New Drive Tray Boards are not compatible with old Drive Sideboard Boards. 

2 New Drive Sideboard Boards are not compatible with old Drive Tray Boards. 
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StorEdge L9 

AUTODLT8D-L9 

360-720GB Autoloader 
40-80GB DLT8000 




CODE 


SUN PART # 


DESCRIPTION 


1 


380-0381 


L9 Assembly with DLT Drive 


1 


380-0384 


L9 Assembly/FRU without DLT Drive 


2 


380-0383 


DLT8000 40GB Tape Drive Assembly/FRU 


3 


None 


Power Supply 


4 


None 


Autoloader Controller 


NS 


370-4262 


Empty Magazine/FRU 


NS 


None 


Wide Differential Terminator, HP A1 658-62024 


NS 


None 


SCSI Jumper Cable, HP C71 45-61 601 


NS 


None 


US Power Cord, HP 8120-6812 


NS 


595-5610 


Rack Mount Kit, Option XRACKIT-L9 




None 


• Rack Mount Tray, Rails, Brackets, and Screws 




None 


FRU Replacement Guide, HP C71 45-90020 




None 


User's and Service Manual, HP C71 45-90050 
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StorEdge L20 StorEdge L40 StorEdge L60 



TAPDLT7-L20 

35-70GB DLT7000 
Expansion Drive 



LIBDLT72-L20 

700GB-1 .4TB Library 
2 Drives 20 Slots 
Deskside Option 



LIBDLT71-L20 

700GB-1.4TB Library 

1 Drive 20 Slots 
Deskside Option 

LIBDLT72-L40 

1.4TB-2.8TB Library 

2 Drives 40 Slots 
Deskside Option 



LIBDLT71 R-L20 

700GB-1.4TB Library 

1 Drive 20 Slots 
Rackmount Option 

LIBDLT72R-L20 

700GB-1 .4TB Library 

2 Drives 20 Slots 
Rackmount Option 



LIBDLT72R-L40 

1.4TB-2.8TB Library 
2 Drives 40 Slots 
Rackmount Option 



LIBDLT74R-L60 

2.1TB-4.2TB Library 
4 Drive 60 Slots 
Rackmount Option 
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StorEdge L20 StorEdge L40 StorEdge L60 

TAPDLT7-L20 LIBDLT71-L20 LIBDLT71 R-L20 
LIBDLT72-L20 LIBDLT72-L40 LIBDLT72R-L20 
LIBDLT72R-L40 LIBDLT74R-L60 



v/UUb 


Ql IM DAPT it 


UtoOrilr I IvjN 




380-0321 


Deskside L20 with 1 DLT Drive 

UvOlXOIUu 1 r \J Will 1 1 ■_/ L_ 1 IS 1 IVt» 


1 
i 


380-0322 


Dpsksidp 1 20 with 2 Dl T Drivps 

l-J C/ O ixo 1 \J \j 1 L—\J VV 1 LI 1 t— \-J 1 1 LJ 1 1 V CO 


1 
i 


380-0323 


Rarkmnimtahlp 1 20 with 1 Dl T Drivp 

1 laurvl 1 IUUI HCIUIC LmCKJ VV 1 LI 1 1 I— 'L-l L/l IVU 




380-0324 


Rackmnuntablp 120 with 2 DLT Drives 

1 Idv^lAI 1 IUUI ■ IClky 1 V> 1 f \J Willi Lm. IS 1— 1 1— / 1 IVV/O 


0 

Cm 


380-0325 


Dpsksidp 1 40 with 2 Dl T Drivps 

Ls v70i\dlVJv7 1— "V-» Willi C— 1—/ 1 1 L/l IVCO 


0 
c 


380-0326 


Rarkmm intahlp 1 40 with 2 Dl T Drivps 

1 lUurxl 1 IUUI lldkylO L-rT\J VV 1 LI 1 C— L/LI Ul IVCO 


Q 
O 


3A0-0397 


Rarkmni intahlp 1 fiO with A. Dl T Dri\/PQ 

ndUM 1 IUUI 1 IClUlt? LOU Willi *+ \-J l— 1 L/l IVCO 


A 
H- 


O/ U"*f 1 / 0 


uibpidy Mobciiiijiy/rnu 


0 


o / U -*f 1 / O 


D^mnto M a n ana m ant RoarH Accorinhl\//FRI 1 
nclliUlc IVIal IdyUl 1 lfc?I 11 DUdfU Mbocll luiy/rriu 


Ct 
O 


O/vJ-4 I / i 


oiave L/oniruiier/rriu 


7 


370-4174 


Library Controller Assembly/FRU 


8 


380-0346 


DLT7000 35GB Tape Drive Assembly/FRU 




390-0032 


• DLT7000 35GB Taoe Drive \ 


9 


370-4178 


Power Supply/FRU 


NS 


370-4172 


Vertical Lift Assembly/FRU 


NS 


370-4173 


Empty Magazine/FRU 


NS 


370-4177 


Picker Translate Assembly/FRU 


NS 


None 


Wide Differential Terminator, HP A1 658-62024 


NS 


None 


SCSI Jumper Cable, HP C721 0-61 600 


NS 


None 


US Power Cord, HP 8120-6812 


NS 


None 


Rack Mount Kit, HP C7200-67913 




None 


StorEdge L20 Service Manual, HP C7200-90031 
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StorEdae L180 

XLIBL180-BASE 


SUN PART # 


DESCRIPTION 


595-5626 
380-0385 


Base, Option SG-XLIBL180-BASE 
• L180 Base 


595-5657 
380-0390 


96 Cartridge Upgrade, Option SG-XTXP100A-L180 
• L1 80 Cartridge Upgrade 


595-5265 
380-0315 


Tape Drive, Option SG-XLIB9840-DRV 
• 9840 20GB Tape Drive Assembly 


595-5266 
380-0316 


Starter Kit, Option SG-XMED9840-STR 
• Media Starter Kit 


595-5267 
370-4032 


Media, Option SG-XMED9840-20 
• 9840 Media 20 Pack 


595-5268 
370-4033 


Cleaning Cartridge, Option SG-XMED9840CL-5 
• 9840 Cleaning Cartridge 5 Pack 


595-5292 
370-4034 


Media Magazine, Option SG-XMEDCART-1 MA 
• 9840 Media Magazine 


595-5265 
380-0328 
390-0049 


Tape Drive, Option SG-XTA P D LT7- D R V 
• DLT7000 35GB Tape Drive Assembly 
• DLT7000 35GB Tape Drive 



Note: There are no Sun FRU part numbers for the L180. 

LIBRARY-40 Field Engineer Handbook 
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PARTS BREAKDOWN 



StorFrinp 1700 
XLIBL700-BASE 


SUN PART # 


DESCRIPTION 


595-5261 
380-031 1 


Base, Option SG-XLIBL700-BASE 
• L700 Base 


595-5262 
380-0312 


Second Power, Option SG-XLIBL700-2POWER 
• Second Power and Drive Tower 


595-5263 
380-0313 


Expansion Door, Option SG-XLIBL700-DOOR 
• Expansion Door 


595-5264 
380-0314 


Cartridge Cap, Option SG-XLIBL700-CAP 
• 20 Cartridge Cap 


595-5265 
380-0315 


Tape Drive, Option SG-XLIB9840-DRV 
• 9840 20GB Tape Drive Assembly 


595-5266 
380-0316 


Starter Kit, Option SG-XMED9840-STRKIT 
• Media Starter Kit 


595-5267 
370-4032 


Media, Option SG-XMED9840-20 
• 9840 Media 20 Pack 


595-5268 
370-4033 


Cleaning Cartridge, Option SG-XMED9840CL-5 
• 9840 Cleaning Cartridge 5 Pack 


595-5292 
370-4034 


Media Magazine, Option SG-XMEDCART-1 MAG 
• 9840 Media Magazine 


595-5265 
595-5265 
380-0328 
390-0049 


Tape Drive, Option SG-XTAPDLT7-DRV 
Tape Drive, Option SG-XTAPDLT7-L700 (obsolete) 
• DLT7000 35GB Tape Drive Assembly 
• DLT7000 35GB Tape Drive 



Note: There are no Sun FRU part numbers for the L700. 
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MISCELLANEOUS 
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PARTS BREAKDOWN 



Miscellaneous 



56-inch Expansion Cabinet 4 

56-inch Enterprise Expansion Cabinet 6 

68-inch Enterprise Expansion Cabinet 8 

72-inch StorEdge Expansion Cabinet 10 

E4x00 SSA SPARCstorage Library 

Caster Base 12 

Locking Module 12 

SS1 000 Tower Stand 13 

SS1000 and SPARCstorage Array 

Locking Module 14 

Stacking Unit 14 

56-inch Cabinet Rack Mount Kit 15 

56-inch Cabinet Rack Mount Kit 16 

56-inch Cabinet Blower 16 

E3x00 Floor Mount Brackets 17 

E5x00 and E6x00 Floor Mount Brackets 17 

StorEdge A1 000 and D1 000 Tower Stand 17 

E4000 and E4500 

56-inch Cabinet Rack Mount Kit 18 

Air Baffle 18 

68-inch Cabinet Rack Mount Kit 18 

68-inch Enterprise Expansion Cabinet 

Second Power Sequencer 19 

Second Power Sequencer Rack Mount Kit 19 

FlexiPack Removable Storage Tray 19 

FC-AL Hub Rack Mount Kit 20 

FC-AL Switch 20 

StorEdge A5x00 

68-inch Cabinet Air Baffle Kit 21 

68-inch Cabinet EMI Kit 21 
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Miscellaneous Options - Continued 

StorEdge A5x00 

56-inch Cabinet Rack Mount Kit 22 

StorEdge A1 000 and D1 000 Rack Mount Kit 22 

StorEdge A5x00 

68-inch Cabinet Rack Mount Kit 23 

72-inch Cabinet Rack Mount Kit 23 

E4500 and E5500 Air Baffle Kit 24 

E4000 and E4500 

72-inch Cabinet Rack Mount Kit 24 

72-inch Cabinet Air Baffle Kit 24 

Ultra 30/60/80 

72-inch Cabinet Rack Mount Kit 25 

Ultra Enterprise 450 Rack Mount Kit 25 

Enterprise 250 

Deskside to Rack Mount Kit 26 

Rack Mount to Deskside Kit 26 

72-inch StorEdge Expansion Cabinet 

Front Door Kit 27 

Cabinet Cooling Kit 27 

SBus Expansion Subsystem 28 

SunScreen SPF-1 00 30 

SunScreen SPF-100G 31 

JavaStation JJ 32 

JavaStation JK 33 

Sun Ray 1 34 

Sun Ray 100 35 

Sun Ray 150 36 

MISCELLANEOUS-2 Field Engineer Handbook 
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PARTS BREAKDOWN 



56-inch Expansion Cabinet 



955 



CODE 


PART # 


DESCRIPTION 


1 


340-1884 


Anti-Tilt Panel 


2 


540-1857 


Vented Panel Assembly 


3 


540-1947 


1/2" Tape Panel Assembly with Cutout 


4 


540-2252 


Front Panel with 4 Tape Drive Cutouts 


5 


540-1859 


Cap Panel Assembly 


6 


240-1630 


#6-32 Ballstud 


7 


340-1840 


Top Panel 


8 


540-2393 


Keyswitch Assembly (replaced 540-1285) 


9 


340-1913 


Filler Panel, 5.2" x 19" 


10 


340-1885 


Side Restraint Bracket, Upper 


11 


240-1372 


M4 0.7 x 10 mm Screw 


12 


540-1718 


Frame Assembly 


13 


340-1848 


Side Panel 


14 


370-1983 


230/240V Blower 


15 


240-1953 


#10-32 x 1/2" Screw (replaced 240-1207) 


16 


340-1886 


Side Restraint Bracket, Lower 


17 


240-1717 


Caster (replaced 370-1210) 


18 


240-1373 


M4 0.7 Kepnut 


19 


230-1418 


Leveler Foot (replaced 230-1 181) 


20 


300-1263 


230V Power Sequencer (replaced 370-1 155) 


20 


300-1264 


240V Power Sequencer (replaced 370-1 156) 


21 


540-1929 


230V Fan Assembly 1 


21 


540-1930 


240V Fan Assembly 1 


22 


240-1655 


#10-32x3/4" Screw 


23 


340-1845 


Rear Panel 


24 


340-2047 


Kick Panel 


NS 


230-1166 


Cable Tie 5.5", Reusable 


NS 


230-1170 


Cable Tie 1 0", Reusable 


NS 


340-2138 


Ballast, 30 lbs 


NS 


530-1303 


Remote Keyswitch Cable 




800-6371 


56-inch Data Center Exp Cabinet Service Manual 



1 The Fans are not installed in Expansion Cabinets built after June 1993, 
unless a Front Load Tape Drive is ordered as a factory installed option. 
The Fans were replaced by Blower 370-1983 in July 1995. 
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56-inch Enterprise Expansion Cabinet 

956 




MISCELLANEOUS-6 



Field Engineer Handbook 



9/18/00 PARTS BREAKDOWN 

56-inch Enterprise Expansion Cabinet 



956 



CODE 


PART# 


DESCRIPTION I 


1 


540-2809 


56-inch Cabinet Assembly 


- 


540-2591 


• Frame Assembly 


- 


340-3360 


• Frame 


2 


300-1290 


Universal Power Sequencer 


2 


300-1403 


Universal Power Sequencer 


3 


540-2709 


Fan Tray Assembly (-02 with Fingerguards) 


- 


540-3271 


Fingerguard Installation Kit for 540-2709-01 


4 


340-3267 


Fan Tray Rear Cover 


5 


340-3405 


Fan Tray Mounting Bracket, Bottom 


6 


340-3434 


Fan Tray Mounting Bracket, Top 


7 


340-3352 


Top Panel, Medium Grey 


8 


340-3354 


Side Panel, Medium Grey 


9 


540-2810 


Door Assembly with 4 Vented Panels 


10 


540-2746 


Top Door Panel Assembly with Blank Filler Insert 


- 


330-1983 


• Blank Filler Panel Insert 


- 


330-1982 


Filler Panel Insert with 4 Tape Drive Cutouts 


11 


540-2393 


Keyswitch Assembly with Key 330-2014 


12 


340-3272 


Door Hinge Bracket 


13 


340-1885 


Side Restraint Bracket, Upper 


14 


340-1886 


Side Restraint Bracket, Lower 


15 


340-3355 


Anti-Tilt Panel, Medium Grey 


16 


230-1418 


Leveler Foot 


17 


240-1717 


Caster 


MO 

NS 


o4U-ooy4 


Front Door Catch 


NS 


340-3353 


Screw Mounted Rear Panel, Medium Grey 


NS 


595-4389 


Hinged Rear Panel Assy (UG-ent-bkdoor = 556-3386) 


NS 


530-1619 


Ground Cable 


NS 


530-2234 


Fan Sense Cable to AC Power Sequencer 


NS 


530-2236 


Remote Keyswitch Control Cable, 3.2M 


NS 


530-2284 


Keyswitch Cable Extension, Single Sequencer 


NS 


530-2369 


Keyswitch Cable Extension, Dual Sequencers 



Volume 
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68-inch Enterprise Expansion Cabinet 

9610 
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68-inch Enterprise Expansion Cabinet 



9610 



CODE 


PART # 


DESCRIPTION 


1 


C A A OC7/I 

540-3574 


68-inch Cabinet Assembly 




540-3571 


• Frame Assembly 




340-471 1 


• Frame 


2 


OA a -4 A AO 

300-1403 


Universal Power Sequencer 


3 


C/1A A-7AA 


Fan Tray Assembly 


4 


OylA OOC7 

340-3267 


Fan Tray Rear Cover 


r- 

0 


o40-o40b 


ran iray Mounting DracKet, Douom 


o 

6 


O Af\ D AO A 

340-3434 


Fan Tray Mounting Bracket, Top 


7 


o /in ooco 

340-3352 


Top Panel, Medium Grey 


8 


O vl A 0^-7-4 

340-3671 


Side Panel, Medium Grey 


9 


540-3555 


Door Assembly with 5 Vented Panels 


A O 

10 


CAf\ OOAO 

540-2393 


Keyswitcn Assemoiy witn i\ey oou-^u 14 


11 


O A A O O - 70 

340-3272 


Door Hinge Bracket 


12 


O Jl A ■< O AC 

340-1885 


Side Restraint Bracket, Upper 


13 


340-1886 


Side Restraint Bracket, Lower 


14 


240-1717 


Caster 


15 


230-1418 


Leveler Foot 


16 


340-3355 


Anti-Tilt Panel, Medium Grey 


NS 


340-3266 


Lower Sequencer Mounting Bracket 


NS 


340-3394 


Front Door Catch 


NS 


r\ a r\ a f\r\ a 

340-4624 


Hinged Rear Panel, Medium Grey 


NS 


340-5189 


Front Power Sequencer Mounting Bracket 


NS 


340-5251 


Front Sequencer Mounting Bracket Filler Panel 


NS 


530-1619 


Ground Cable 


NS 


530-2197 


IEC320 to AMP Mate-N-Lok rower oora 


NS 


COA OOO A 

530-2234 


Fan bense uauie to au rower oequencer 


MC 




Rpmotp Kpv<;witrh Control Cablp 3 2M 


NS 


530-2284 


Keyswitch Cable Extension, Single Sequencer 


NS 


530-2369 


Keyswitch Cable Extension, Dual Sequencers 


NS 


530-2265 


Power Cord, Harting Han 6HsB to NEMA L6-30P 


NS 


530-2266 


Power Cord, Harting Han 6HsB to IEC309 


NS 


530-2567 


Power Cord, Harting Han 6HsB to NEMA L6-30P 


NS 


530-2568 


Power Cord, Harting Han 6HsB to IEC309 


NS 


530-2645 


Fan Tray to Sequencer Sense Cable 



Volume 
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72-inch StorEdge Expansion Cabinet 

ARY030A 
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72-inch StorEdge Expansion Cabinet 



ARY030A 



CODE 


PART # 


DESCRIPTION j 


1 


595-4706 


72-inch Cabinet Assembly 


1 


540-3707 


72-inch Cabinet Assembly 


1 


370-3406 


72-inch Cabinet 


2 


300-1393 


Universal Power Sequencer 


3 


370-3547 


Keyswitch 


4 


340-4939 


Side Panel 


NS 


330-2610 


1U Filler Panel 


NS 


330-2611 


2U Filler Panel 


NS 


330-2612 


2U Power Sequencer Keyswitch Filler Panel 


NS 


330-2613 


3U Filler Panel 


NS 


330-2614 


4U Filler Panel 


NS 


330-2615 


5U Filler Panel 


NS 


330-2616 


1 U Trim Strip 


NS 


330-2617 


2U Trim Strip 


NS 


^30-2618 


3U Trim Strio 

\J \J II 1 1 1 1 1 |k/ 


NS 


330-2619 


4U Trim Strip 


NS 


330-2620 


51) Trim Strip 


MQ 

I 1 NO 


340-4471 


Sequencer Mounting Bracket 


NS 


340-4472 


Sequencer Mounting Bracket 


NS 


340-4624 


Hinged Rear Panel 


NS 


340-4940 


Rear Door Assembly 


NS 


370-3592 


IEC320 to AMP Mate-N-Lok Power Cord 


NS 


370-3675 


Front Door for A5000/51 00/5200, Option X981 8A 


NS 


530-2369 


Keyswitch Cable Extension, Dual Sequencers 


NS 


530-1619 


Ground Cable 


NS 


530-2236 


Remote Keyswitch Control Cable, 3.2M 


NS 


530-2284 


Keyswitch Cable Extension, Single Sequencer 


NS 


530-2674 


Power Cord, Harting Han 6HsB to NEMA L6-30P 


NS 


530-2675 


Power Cord, Harting Han 6HsB to IEC309 


NS 


540-3887 


AC Fan Assembly, Option X9819A 




370-3674 


• Fan(x3) 




805-3067 


Installation and Service Manual 



Note: There is no Sun Part Number for the Caster, Rack Foot, Side Cover, 
Left Slide Rail, Right Slide Rail, Slide Rail Foot, Slide Rail Retaining Screw, 
1/4-20 Slide Rail Shoulder Screw, or Top Cover. 
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Caster Base and Locking Module 

E4000 E4500 SPARCstorage Array SPARCstorage Library 
952 953 

Caster Base Locking Module 




CODE 


PART # 


DESCRIPTION 




595-4055 


Caster Base, Option X952A 




540-2956 


• Caster Base Assembly 


1 


340-3600 


• Caster Base 


2 


240-2184 


• Swivel Caster (x2) 


3 


240-1368 


• M6 1.0x16 mm Screw 


4 


370-1794 


• Locking Caster (x2) 


5 


540-2958 


• Locking Module (x1) 


NS 


340-3578 


• Right Shroud 


NS 


340-3579 


• Left Shroud 




802-5034 


• Installation Guide 


5 


595-4056 


Locking Module, Option X953A 




540-2958 


• Locking Module 



Notes 

1 . The Caster Base supports one E4x00 and two peripheral enclosures. 

2. Supported peripheral enclosures are the SPARCstorage Array Model 
100 Series and the SPARCstorage Library. 

3. Install the SPARCstorage Library in the top position. 

4. Only one SPARCstorage Library is supported. 
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Tower Stand 

SS1000 
962 




4 



CODE 


PART # 


DESCRIPTION 




540-2485 


Tower Stand Assembly, Option X962A 


1 


330-1686 


• Vertical Support 


2 


370-1659 


• Caster (x2) 


3 


240-2136 


• #8-32 x 3/8" Screw 


4 


330-1687 


• Horizontal Support 


NS 


250-1196 


• Air Filter, 179x428mm 


NS 


330-1589 


• Cover Plug (x4) 




801-5344 


Tower Stand Installation Instructions 
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Locking Module and Stacking Unit 

SS1000 SPARCstorage Array 
963 964 

Locking Module Stacking Unit 




CODE 


PART # 


DESCRIPTION 




540-2506 


230V Stacking Unit Assembly, Option X964A 




540-2508 


240V Stacking Unit Assembly, Option X964A 




540-2581 


• 


Locking Module Assembly (x2) 


1 


540-2383 




• Locking Module Assembly, Option X963A 


2 


530-2121 


• 


Remote Sequencer Cable, 2M 


3 


300-1216 


• 


230V Power Sequencer 


3 


300-1217 


• 


240V Power Sequencer 


4 


340-2907 


• 


Base 


5 


240-2184 


• 


Rear Caster (x2) 


6 


240-1368 


• 


M6 1.0 x 16mm Screw 


7 


370-1794 


• 


Front Caster (x2) 


NS 


180-1683 


• 


IEC 320 -Reverse IEC 320 Power Cord, 240V 


NS 


Unknown 


• 


EC 320 - NEMA 6-15 Power Cord, 230V 


NS 


540-2579 


• 


Cable Management Assembly 


NS 


540-2580 


• 


Cable Cover Assembly 


NS 


801-5343 


• 


Stacker Unit Installation Instructions 
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Rack Mount Kit 

SS1000 SPARCstorage Array 
965 

56-inch Cabinet 
Rack Mount Kit 




CODE 


PART # 


DESCRIPTION 




595-3382 


56-inch Cabinet Rack Mount Kit, Option X965A 


NS 


240-1953 


• #10-32 x 1/2" Screw (x16) 


NS 


240-2184 


• M6 1 .0 x 8mm Screw (x4) 


1 


340-3016 


• Rack Mounting Bracket, Left 


2 


340-3015 


• Chassis Mounting Bracket, Left 


3 


340-3017 


• Chassis Mounting Bracket, Right 


4 


340-3018 


• Rack Mounting Bracket, Right 


NS 


530-1343 


• I EC 320 - Reverse I EC 320 Power Cord, 240V 


NS 


530-1351 


• IEC 320 -NEMA 6-15 Power Cord, 230V 


5 


540-1929 


230V Fan Assembly (not included with X965A) 


5 


540-1930 


240V Fan Assembly (not included with X965A) 




801-7161 


Rack Mount Kit Installation Manual 



Notes 

1 . The Rack Mount Kit is not designed to fit standard 19-inch racks. 

2. Install up to four SPARCserver 1000, disktower 1000, or SPARCstorage 
Array chassis in the 56-inch Cabinet. 

3. One fan is required when two chassis are in adjacent positions. 

4. Two fans are required when two chassis are in non-adjacent positions. 

5. Two fans are required when more than two chassis are installed. 

6. Fans are available from the Spares Price List. 

7. The rails are not designed to withstand shock and vibration encountered 
during shipping of a configured cabinet. Sun did not ship factory 
configured cabinets with these rails. 
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Rack Mount Kit and Blower 

SS1000 SPARCstorage Array 
965 966 

56-inch Cabinet 56-inch Cabinet 

Rack Mount Kit Blower 




CODE 


PART # 


DESCRIPTION 




595-3775 


56-inch Cabinet Rack Mount Kit, Option X965A 


1 


240-2248 


• M6 1 .0 x 10 mm Screw (x4) 


2 


340-3239 


• Chassis Mounting Bracket 


3 


340-3237 


• Rack Mounting Bracket, Left 


4 


240-1953 


• #10-32 x 1/2" Screw (x12) 


5 


340-3235 


• Rack Mounting Bracket, Right 




595-3858 


Blower Option X966A 


6 


370-1983 


• Blower (not included with Option 965) 


NS 


530-1343 


• IEC 320 - Reverse IEC 320 Power Cord, 240V 


NS 


530-1351 


• IEC 320 -NEMA 6-15 Power Cord, 230V j 




802-3778 


Blower Product Note 




801-7161 


Rack Mount Kit Installation Manual 



Notes 

1 . This Rack Mount Kit and Blower were introduced in July 1 995. 

2. The Rack Mount Kit is not designed to fit standard 19-inch racks. 

3. Install up to four SPARCserver 1000, disktower 1000, or SPARCstorage 
Array chassis in the 56-inch Cabinet. 

4. One blower is required when two chassis are in adjacent positions. 

5. Two blowers are required when two chassis are in non-adjacent 
positions or when more than two chassis are installed. 

6. Do NOT mix Blower 370-1983 with Fan 540-1929 or 540-1930. 
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Floor Mount Brackets 

E3000 E3500 
968 


PART # 


DESCRIPTION 


595-4182 
540-2921 
240-1460 
340-3327 
802-7248 


Floor Mount Brackets, Option 968 
• Floor Bracket Assembly 

• Foam Strip 

• Floor Bracket 

Floor Brackets Installation Guide 


Floor Mount Brackets 

E5000 E6000 E5500 E6500 
56-inch Enterprise Expansion Cabinet 
68-inch Enterprise Expansion Cabinet 
9602 


PART # 


DESCRIPTION 


595-4238 
240-1632 
240-2367 
330-2194 
340-3621 
340-3622 
340-3623 
340-3624 
340-3649 
802-7543 


Floor Mount Brackets, Option 9602 

• 3/8-16x3/4" Hex Head Cap Screw 

• M6 1.0 x 16 mm Screw 

• 11 mm ID Shoulder Washer 

• Large Front Floor Bracket 

• Large Rear Floor Bracket 

• Small Front Floor Bracket 

• Small Rear Floor Bracket 

• Mounting Plate 

J^abinet Floor Brackets Mounting Guide 




A1000 and D1000 Tower Stand 




9606 


PART # 


DESCRIPTION 


330-2719 
330-2720 
330-2721 
805-2627 


Tower Base 
Tower Side 
Tower Foot 

Tower Stand Installation Guide 
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Rack Mount Kit and Air Baffle 

E4000 E4500 
972 9601 9621 

56-inch Cabinet Air Baffle 68-inch Cabinet 

Rack Mount Kit Rack Mount Kit 




CODE 


PART # 


DESCRIPTION 




595-4157 


56-inch Cabinet Rack Mount Kit, Option X972A 




595-4157 


68-inch Cabinet Rack Mount Kit, Option X9621A 


1 


240-2367 


• M6 1 .0 x 16 mm Screw (x4) 


2 


340-3609 


• Chassis Mounting Bracket 


3 


340-3608 


• Rack Mounting Bracket, Left 


4 


240-1953 


• #10-32 x 1/2" Screw (x16) 


5 


340-3607 


• Rack Mounting Bracket, Right 




802-7249 


Ultra Enterprise 4000 Rackmounting Guide 




595-4227 


Expansion Cabinet Air Baffle, Option X9601 A 


4 


240-1953 


• #10-32 x 1/2" Screw (x6) 


6 


340-3302 


• Air Baffle 




802-7725 


Air Baffle Installation Guide 



Notes 

1 . Rack mount options are designed for the Enterprise Expansion Cabinet. 

2. Rack mount options are not designed for the 56-inch Expansion Cabinet. 

3. Rack mount options are not designed to fit standard 19-inch racks. 

4. Three E4000s can be installed in the 56" Enterprise Expansion Cabinet. 

5. One E4000 can be installed in the Enterprise 5000 System Cabinet. 

6. Option X9601 A is required when three E4000s are installed in the 
56-inch Enterprise Expansion Cabinet. 
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68-inch Cabinet Second Power Sequencer 



9620 9626 


PART # 


DESCRIPTION 




bo-incn oaDinet bequencer, uption xyb^UA » 


300-1403 


• Universal Power Sequencer 


530-1619 


• Ground Cable 


530-2197 


• IEC320 to AMP Mate-N-Lok Power Cord 


530-2236 


• Remote Keyswitch Control Cable, 3.2M 


530-2369 


• Expansion Rack Dual Sequencer Keyswitch Y Cable 


805-5621 


• Power Sequencer Installation Guide 


595-4998 


Second Sequencer Mounting Bracket Option X9626A * 


340-5205 


• E5500/E6500 Front Sequencer Mounting Bracket 


* The E5501 and E6501 include a second sequencer mounting bracket. 


FlexiPack Removable Storage Tray 




9640 9641 


PART # 


DESCRIPTION 


595-4461 


System Cabinet, Option 9640 (one tray maximum) 


540-3499 


• Tray Assembly 


340-4359 


• Removable Storage Tray 


340-4361 


• Rack Mounting Bracket (x2) 


530-1885 


• External SCSI Cable, HD68 to HD68, 2M 


540-3500 


• Front Panel Assembly 


330-2379 


• Front Panel 


340-4362 


• Filler Panel 


805-1913 


Removable Storage Tray Installation Guide 


595-4460 


Expansion Cabinet, Option 9641 (two trays maximum) 


540-3499 


• Tray Assembly 


240-1953 


• #10-32 x 1/2" Screw (x1 6) 


340-4359 


• Removable Storage Tray 


340-4361 


• Rack Mounting Bracket (x2) 


530-2352 


• External SCSI Cable, HD68 to HD68, 4M 




Items included with Options 6059, 6062, 6237, and 6294 


340-4360 


SPARCstorage FlexiPack Mounting Sled 
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FC-AL Hub Rack Mount Kit 



6735 



PART # 


DESCRIPTION 


595-4551 
240-1396 
340-3899 
805-0315 


Option X6735A 

• #1 0-32 x 3/8" Screw (x8) 

• Tray 

Installation Guide 



FC-AL Switch 



6744 6746 



PART # 


DESCRIPTION 


595-5358 


Option UG-X6744A 


595-5560 


Option X6746A Switch 


595-5562 


Option X6746A Documentation 


595-5563 


Option X6746A Rack Mounting Kit 


180-1932 


AC Power Cord 


599-2340 


Switch Assembly 


340-5771 


Rail 


340-5889 


Baffle 


530-1871 


RJ45 to RJ45 Cable, 4M 


540-4189 


3U Vented Panel 


540-4372 


Switch Assembly/FRU 


340-5773 


• Slide Rail 


370-4035 


• Ancor SANB-008-004 Switch 


875-1881 


Installation Guide 
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StorEdge A5x00 68-inch Cabinet Air Baffle Kit 



9622 


PART # 


DESCRIPTION 


595-4916 


Option X9622A 


540-3886 


• Air Baffle Kit 


240-1953 


• #10-32 x 1/2" Screw (x4) 


340-3300 


• Air Baffle 


805-5468 


Installation Guide 


StorEdge A5x00 68-inch Cabinet EMI Kit 




9623 9624 




E5500/E650 68" Expansion Cabinet 


PART # 


DESCRIPTION 


595-4925 


Option X9623A 


595-4926 


Option X9624A 


340-3535 


• Door Pin 


340-5191 


• 68-inch Expansion Cabinet EMI Door 


340-5192 


• E5500 and E6500 System Cabinet EMI Door 


340-5193 


• E5500 and E6500 System Cabinet EMI Panel 


340-5194 


• Door Hinge 


340-5195 


• Door Latch 


240-1043 


• #6-32 x 1/2" Screw 


240-1953 


• #10-32x3/8" Screw 
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StorEdge A5x00 56-inch Cabinet Rack Mount Kit 



9650 




CODE 


PART # 


DESCRIPTION 




595-4360 


Option X9650A 


1 


340-4042 


• Right Side Mounting Rail 


2 


340-4044 


• Tray for 56-inch Cabinet 


3 


340-4043 


• Left Side Mounting Rail 


NS 


240-1396 


• #10-32 x 3/8" Screw (x10) 


NS 


240-2083 


e M6 x 14 mm Screw (x4) 



StorEdge A1000 and D1000 Rack Mount Kit 



9653 




CODE 


PART# 


DESCRIPTION 




595-3906 


Option X9653A 


1 


340-4470 


• Side Mounting Bracket 


2 


340-4469 


• Tray 


NS 


240-1953 


• #10-32 x 1/2" Screw (x1 6) 
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StorEdge A5x00 68-inch Cabinet Rack Mount Kit 
StorEdge A5x00 72-inch Cabinet Rack Mount Kit 



9654 9655 

68-inch Cabinet 72-inch Cabinet 

Rack Mount Kit Rack Mount Kit 




CODE 


PART # 


DESCRIPTION 




595-4940 


Option X9654A 


1 


340-4042 


• Right Side Mounting Rail 


2 


340-5261 


• Tray 


3 


340-4043 


• Left Side Mounting Rail 


NS 


240-1396 


• #10-32 x 3/8" Screw (x10) 


NS 


240-2083 


• M6 x 14 mm Screw (x4) 




802-6945 


Rackmount Placement Matrix 




805-4748 


Rackmount Placement Matrix 




595-4951 


Option X9655A 


1 


340-5262 


• Right Side Mounting Rail 


2 


340-5264 


• Right Tray 


2 


340-5265 


• Left Tray 


3 


340-5263 


• Left Side Mounting Rail 


NS 


240-1396 


• #10-32 x 3/8" Screw (x 10) 


NS 


240-2083 


• M6 x 14 mm Screw (x4) 




802-6945 


Rackmount Placement Matrix 




805-4748 


Rackmount Placement Matrix 
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E4500 and E5500 56-inch Cabinet Air Baffle Kit 
E4500 and E5500 68-inch Cabinet Air Baffle Kit 



9625 



PART # 


DESCRIPTION S 


240-1953 


#10-32 x 1/2" Screw (x4) 


340-3302 


Air Baffle 


802-7725 


Installation Guide 


E4000 and E4500 72-inch Cabinet Rack Mount Kit 




9659 


PART # 


DESCRIPTION 


595-5203 


Option X9659A 


240-1953 


• #10-32 x 1/2" Screw (x1 6) 


240-2367 


• M6 1.0 x 16 Screw (x4) 


340-5672 


• Left Mounting Bracket 


340-5673 


• Right Mounting Bracket 


340-5674 


• Base 


330-2619 


• 4U Trim Strip (x4) 


805-7687 


Installation Guide 



E4000 and E4500 72-inch Cabinet Air Baffle Kit 



9660 



PART # 


DESCRIPTION 


595-5204 


Option X9660A 


240-1953 


• #10-32 x 1/2" Screw (x6) 


330-2610 


• 11) Trim Strip (x1) 


340-5665 


• Main Baffle 


340-5766 


• Side Baffle 


806-0274 


Installation Guide 
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Ultra 30/60/80 72-inch Cabinet Rack Mount Kit 



9627 



PART # 


DESCRIPTION 


560-2548 


Option X9627A 


340-5849 


• Left Rear Rail 


340-5850 


• Right Rear Rail 


340-5851 


• Left Front Rail 


340-5852 


• Right Front Rail 


340-5853 


• Tray 


340-5854 


• Mounting Bar, Ultra 80 


340-5855 


• Left Top Bracket, Ultra 80 


340-5856 


• Right Top Bracket, Ultra 80 


340-6000 


• Mounting Bar, Ultra 30/60 


806-1453 


Rack Mount Installation Guide 



Ultra Enterprise 450 Rack Mount Kit 



9690 



PART # 


DESCRIPTION 


595-4428 


56-inch, 68-inch, and 72-inch Cabinet, Option X9690A j 


540-3371 


• 


Front Handle Assembly 


330-3122 




• Dress Panel 


340-3509 




• Front Handle 


540-3372 


• 


Tray Assembly ! 


240-2306 




• Accuride C3607-28 Slides 


340-3418 




• Tray 


540-3373 


• 


Top Rack Mounting Bracket Assembly 


330-2367 




• Bracket Cushion (x4) 


340-3617 




• Top Right Rack Mounting Bracket 


340-3618 




• Top Left Rack Mounting Bracket 


560-2528 


• 


68-inch Cabinet Mounting Screw and Washer Kit 


240-2310 


• 


Accuride 4010-0501/CE Slide Bracket A (x2) 


240-2351 


• 


Accuride 4010-0502/CE Slide Bracket B (x2) 


340-3510 


• 


Rear Rack Mounting Bracket (x1) 


805-1912 


E450 Rack Mount Installation Manual 


806-0027 


68-inch Expansion Cabinet Mounting Screw Kit 
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Enterprise 250 Deskside to Rack Mount Kit 



9691 



PART # 


DESCRIPTION 


595-4953 


Option X9691A 


540-3917 


• Side Cover Kit 


340-5245 


• Right Side Cover (Bottom Firepanel) 


540-3453 


• Left Side Cover 


560-2528 


• 68-inch Cabinet Mounting Screw and Washer Kit 


595-4872 


• Slide Rail Kit 


240-2314 


• Slide Rail (Accuride C3607-28-SO) 


340-4856 


• Front Bracket 


340-5149 


• Stop Bracket 


340-5161 


• Rear Bracket 


805-3611 


E250 Rack Mount Installation Manual 


805-4625 


E250 Rack Mount Installation Manual 


806-0027 


68-inch Expansion Cabinet Mounting Screw Kit 



Note: The 68-inch Cabinet requires Slide Rail 240-2314-03, Stop Bracket 
340-5149-02, and Screw/Washer Kit 560 2528-01. 



Enterprise 250 Rack Mount to Deskside Kit 



9696 



PART # 


DESCRIPTION 


595-4883 


Option X9696A 


330-2138 


• Light Grey Upper Right Side and Top Cover 


330-2152 


• Purple Lower Left/Right Side Cover j 


330-2522 


• Foot 


340-4844 


• Foot Bracket 


540-3918 


• Side Cover Kit 


330-2137 


• Light Grey Upper Left Side and Top Cover 


330-2152 


• Purple Lower Left/Right Side Cover 


540-3453 


• Left Side Cover 


805-4985 


E250 Conversion Kit Installation Manual 


805-5671 


E250 Conversion Kit Installation Manual 
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72-inch StorEdge Expansion Cabinet Front Door Kit 



9818 



PART it 
rnn I # 


DF^nRIPTION 


595-4999 


Option X9818A 


370-3675 


• Front Screen Door Kit 


None 


• Front Screen Door 


None 


• Front Screen Door Key 


None 


• 1/4-20 x 3/4" Bolt (x1 2) 


None 


• Hinge Bracket with Plastic Sleeve (x2) 


None 


• Latch Bracket without Plastic Sleeve (x2) 


805-5992 


StorEdge Expansion Cabinet Fan Tray Installation Guide 



72-inch StorEdge Expansion Cabinet Cooling Kit 



9819 



PART # 


DESCRIPTION 


595-4954 
540-3887 
530-2236 
340-5285 
805-5774 


Option X9819A 

• Fan Tray Assembly (x2) 

• Cable, Fan Tray to J4 on AC Sequencer (x2) i 

• Fan Tray Top Panel 

StorEdge Expansion Cabinet Front Door Installation Guide 
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SBus Expansion Subsystem 

Option 1072 




10 



CODE 


PART # 


DESCRIPTION 


1 


240-1761 


#8-32 x 1/2" Screw 


2 


330-1371 


Rear Panel Assembly 


3 


540-2071 


Base Assembly 


4 


330-1427 


• Front Foot 


5 


330-1167 


• Rear Foot 


6 


300-1038 


Power Supply 


7 


530-1755 


LED Assembly 


8 


540-2122 


Top Cover Assembly 


9 


370-1392 


424MB Disk Drive 


10 


240-1878 


#6-32x5/16" Screw 


11 


330-1343 


Disk Drive Mounting Bracket (requires 330-1343-02) 


12 


530-1453 


DC Power Harness 


13 


530-1451 


Disk Command Cable 


NS 


501-1840 


SBus Expansion Adapter 


NS 


501-1841 


SBus Expansion Controller 


NS 


530-1855 


Interface Cable, 96-Pin High-Density, 1 .6M 




800-5965 


Installation and Troubleshooting Guide 
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SunScreen SPF-100 



SS5 with SunScreen Administration Station 




CODE 


PART # 


DESCRIPTION 






Order Number SCREEN-100 


1 


603-2362 


SPARCstation 5 Model 110 


NS 


501-2062 


• Quad Ethernet, Option 1058 


NS 


501-2367 


• PCMCIA Adapter, Option 1030 


NS 


530-2239 


• 1 0BASE-T Crossover Cable 






Order Number SCREEN-1 1 0 


2 


600-3886 


486DX2 Administration Station 


NS 


370-2294 


• NEC SCREEN-1 10 Mouse FRU 


2 


370-2295 


• NEC SCREEN-1 10 Administration Station FRU 


2 


370-2385 


• Dell SCREEN-1 10 Administration Station FRU 


3 


370-2296 


• SCREEN-1 1 0/1 10G 14" Monitor FRU 


NS 


370-2297 


• NEC SCREEN-1 1 0 Keyboard FRU 


NS 


370-2383 


• Dell SCREEN-1 1 0/1 1 0G Mouse FRU 


NS 


370-2384 


• Dell SCREEN-1 1 0/1 10G Keyboard FRU 






Order Number SCREEN-1 20 


NS 


600-3886 


486DX2 Administration Station 


1 


603-2362 


SPARCstation 5 Model 1 1 0 






Order Number SCREEN-1 30 


NS 


600-3886 


486DX2 Administration Station 


1 


603-2362 


SPARCstation 5 Model 110 (x2) 
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SunScreen SPF-100G 



SS5 with SunScreen Administration Station 




CODE 


PART# 


DESCRIPTION 






Order Number SCREEN-100-G 


1 


603-2531 


SPARCstation 5 Model 110 


NS 


501-2062 


• Quad Ethernet, Option 1 058 


NS 


530-2239 


• 1 0BASE-T Crossover Cable 






Order Number SCREEN-1 1 0-G 


2 


603-2555 


SCREEN-110G Administration Station 


| 2 


370-2382 


• Dell SCREEN-1 1 0/1 1 0G Admin Station FRU 


2 


370-2386 


• NEC 1 10G Administration Station FRU 


3 


370-2296 


• SCREEN-1 1 0/1 1 0G 1 4" Monitor FRU 


NS 


370-2383 


• Dell SCREEN-1 1 0/1 1 0G Mouse FRU 


NS 


370-2384 


• Dell SCREEN-1 1 0/1 1 0G Keyboard FRU 
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JavaStation 

JJ-8 JJ-16 JJ-32 JJ-40 JJ-64 
Logic Enclosure 




CODE 


PART# 


DESCRIPTION 




600-4251 


JJ-8 JavaStation Assembly, 8MB Memory i 




600-4252 


JJ-16 JavaStation Assembly, 16MB Memory 1 




600-4253 


JJ-32 JavaStation Assembly, 32MB Memory 1 




600-4254 


JJ-40 JavaStation Assembly, 40MB Memory 1 




600-4255 


JJ-64 JavaStation Assembly, 64MB Memory 1 


1 


540-1982 


Lockbox 


2 


540-2959 


Top Cover and Empty Base Assembly/FRU 




540-2890 


• Top Cover 




540-2865 


• Base Assembly 


3 


540-2866 


Power Supply Assembly/FRU 




300-1282 


• 30 Watt Power Supply 




370-1986 


• Fan 


4 


240-2281 


#4-40 Jackscrew 


5 


540-2865 


Base Assembly 


6 


530-2300 


LED Cable Assembly/FRU 


7 


501-3141 


0MB CPU FHU 


8 


540-2454 


Speaker Assembly/FRU 



1 Whole unit replacements are available as FRUs in some geographies. 
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JavaStation 

JK-xx-16 JK-xx-32 JK-xx-64 
Logic Enclosure 




CODE 


PART # 


DESCRIPTION 




595-4513 


JavaStation FRU, 16MB Memory and 0MB Flash 




595-4514 


JavaStation FRU, 16MB Memory and 4MB Flash 




595-4515 


JavaStation FRU, 16MB Memory and 8MB Flash 




595-4516 


JavaStation FRU, 32MB Memory and 0MB Flash 




595-4517 


JavaStation FRU, 32MB Memory and 4MB Flash 




595-4518 


JavaStation FRU, 32MB Memory and 8MB Flash 




595-4519 


JavaStation FRU, 64MB Memory and 0MB Flash 




595-4520 


JavaStation FRU, 64MB Memory and 4MB Flash 




595-4521 


JavaStation FRU, 64MB Memory and 8MB Flash 


1 


540-2998 


Chassis Assembly 




540-3384 


• Left Cover Assembly 




330-2212 


• Foot 




540-3385 


• Right Cover 


2 


530-2300 


LED Cable Assembly 


3 


540-3486 


Speaker Assembly/FRU 


4 


330-2200 


Left Shroud 


5 


300-1329 


Power Supply 


6 


540-3347 


Lockbox 


7 


330-2201 


Right Shroud 
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Sun Ray 1 



Logic Enclosure 




CODE 


PART# 


DESCRIPTION 


1 


600-6166 


Sun Ray 1 Assembly/FRU with Stand 




380-0299 


• Sun Ray 1 Assembly/FRU 




370-3918 


• System Stand FRU 


1 


380-0299 


Sun Ray 1 Assembly/FRU w/o Stand (<380-0299-05) 




375-0081 


• System Board with 100MHz microSPARC !!ep 




370-3913 


• Power Supply 


1 


380-0299 


Sun Ray 1 Assembly/FRU w/o Stand (>380-0299-06) 




375-0103 


• System Board with 100MHz microSPARC Hep 




370-4188 


• Power Supply 


2 


370-3918 


System Stand FRU 


NS 


370-3916 


RJ45 to RJ45 Cable, 4M 


NS 


370-3917 


Mouse Pad 




805-7871 


Sun Ray 1 Quick Reference 
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Sun Ray 100 

Logic Enclosure 




CODE 


PART # 


DESCRIPTION 


1 


600-6809 


Sun Ray 100 Assembly/FRU 




380-0344 


• Sun Ray 1 00 Assembly 




375-0105 


• 100MHz System Board 




370-4232 


• RJ45 to RJ45 Cable, 4M 




806-5237 


Sun Ray 100 Quick Reference 
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Sun Ray 150 



Logic Enclosure 




CODE 


PART # 


DESCRIPTION 


i 1 


600-6808 


Sun Ray 150 Assembly/FRU 




380-0343 


• Sun Ray 150 Assembly 




370-4183 


• AC Power Adapter 




375-0104 


e 100MHz System Board 




375-0113 


• Philo Board 




370-4232 


• RJ45 to RJ45 Cable, 4M 




806-5238 


Sun Ray 150 User's Guide 
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PROM 



IDPROM 2 

Boot PROM 

Sun-4m 5 

microSPARC Hep 7 

Sun-4d 8 

Sun-4u 10 

Firmware 

SPARCstorage Array 21 

Enterprise Network Array A5000 25 

StorEdge A5000/51 00/5200 25 

Ultra Enterprise 3000-6000 I/O Boards 26 

Ultra Enterprise 3500-6500 I/O Boards 26 

Flash PROM Update 

Sun-4u Flash Update 28 
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IDPROM 

The IDPROM address space provides system information 
including Machine Type, Serial Number, Ethernet Address, 
and Manufacturing Date. This information may be stored in 
an IDPROM, NVRAM, or EEPROM. The 32 Bytes of IDPROM 
content are shown below. 



BYTE 


FIELD 


SIZE i 


j 1 


Format 


1 Byte 


2 


Machine Type 


1 Byte 


3 


Ethernet Address 


6 Bytes 


4 


Date 


4 Bytes 


5 


Serial Number 


3 Bytes 


6 


Checksum 


1 Byte 


7 


Reserved 


16 Bytes 



The Machine Type and Serial Number are combined to create the 
Hostid. Licensed software may use the Hostid. 

Prior to the SPARCstation 1 0, the Machine Type was used by the 
operating system to identify the architecture and the architecture 
implementation. 

Beginning with the SPARCstation 10, systems are not assigned a 
unique Machine Type. The device tree in the Open Boot PROM 
provides the system characteristics to the operating system. The 
high-order bit of the Machine Type is set to 1 . The lower 7 bits of 
the Machine Type and Serial Number fields are used at Sun's 
discretion. 

The alpha-numeric code on the barcode label can be used by Sun 
to create a duplicate part. Provide this information when ordering 
a replacement part. 




Barcode Label 
Alpha-Numeric Code 
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IDPROM 

IDPROMs, NVRAMs, and EEPROMs are not interchangeable. 

Programmed components that have a unique machine type are 
not interchangeable. The 48T02, 48T08, 48T18, and 48T59 are 
not interchangeable. The 48T08 and 48T1 8 are not pin compatible 
with the 48T59. 

The NVRAM also contains a Time of Day clock. Accuracy of the 
clock is typically ±1 minute per month at 25°C. The 32,768Hz 
oscillator is tested not to exceed ±1 .53 minutes per month 
(35PPM) error rate at 25°C. 



NVRAM Component Types 



24 M 




28 .I1IIIIII1IIIII 




28MIIII I I I IIIII 




28 ,11111111111111 




MK48T02 

100-1628-01 150ns 
Consumption life = 3.3yrs 
TOPHAT battery 

M48T02 

100-1628-01 150ns 
Consumption life = 3.7yr 
CAPHAT battery 



MK48T08 

100-2822-01 150ns 
Consumption life = 10yr 
TOPHAT battery 

M48T08 

100-2822-02 100/1 50ns 
Consumption life = 11 yr 
CAPHAT battery 



MK48T18 

100-3923-01 150ns 
Consumption life = 10yr 
TOPHAT battery 

M48T18 

100-4196-01 150ns 
Consumption life = 11yr 
CAPHAT battery 



M48T59 with Carrier 
100-4316-01 70ns 
Consumption life = 7yr 
CAPHAT battery 

M48T59 w/o Carrier 
100-4007-01 70ns 
Consumption life = 7yr 
CAPHAT battery 



MK48T08 

100-3528-01 100ns 
Consumption life = 10yr 
TOPHAT battery 



M48T59 with Carrier 
100-5800-01 70ns 
Consumption life = 7yr 
CAPHAT battery 



M48T08 

100-4195-01 150ns 
Consumption life = 1 1yr 
CAPHAT battery 



M48T59 with Carrier 
100-6595-01 70ns 
Consumption life = 7yr 
CAPHAT battery 



NVRAM Battery Types 



TOPHAT Battery 



CAPHAT Battery 



|pg a r—^t ATOPHA1 contains 



a battery and crystal. 
It is soldered to the 
integrated circuit and 
sealed with epoxy 
during assembly. 



M48T59 with Carrier 
100-6948-01 70ns 
Consumption life = 7yr 
CAPHAT battery 



A battery and crystal 
are soldered to the 
integrated circuit. The 
h part is inserted into an 
] epoxy filled CAPHAT. 



SNAPHAT Battery 



A removable SNAPHAT 
contains the battery and 
crystal. There is no Sun 
part number for this part 
that is used in the RSM 
Array 2000 and A1000. 



Beginning with the Sun Blade 1000, the IDPROM functionality is 
controlled by a Serial EEPROM. Separate circuitry controls the 
Time of Day clock. 
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IDPROM 



ARCH 


SYSTEM 


HOSTID 


COMPONENT TYPE 


PART# 


SOCKET 


Sun-4m 


SPARCclassic X 


80xxxxxx 


48T08 NVRAM 


525-1343 


U0707 


Sun-4m 


SPARCclassic 


80xxxxxx 


48T08 NVRAM 


525-1203 


U0707 


Sun-4m 


SS LX 


80xxxxxx 


48T08 NVRAM 


525-1203 


U0707 


Sun-4m 


SPARC Xterm 1 


80xxxxxx 


48T08 NVRAM 


525-1391 


U1605 


Sun-4m 


SS4 


80xxxxxx 


48T08 NVRAM 


525-1391 


U1605 


Sun-4m 


SS5 


80xxxxxx 


48T08 NVRAM 


525-1369 


U1506 


Sun-4m 


SS10 


72xxxxxx 


48T08 NVRAM 


525-1184 


U1004 


Sun-4m 


SS10SX 


72xxxxxx 


48T08 NVRAM 


525-1184 


U1004 


Sun-4m 


SS20 


72xxxxxx 


48T18 NVRAM 


525-1378 


U1004 


Sun-4m 


SS600MP 


71xxxxxx 


48T08 NVRAM 


525-1181 


U2701 


Sun-4m 


SS Voyager 


80xxxxxx 


48T08 NVRAM 


525-1373 


U1506 


Sun-4m 


JavaStation JJ 


80xxxxxx 


48T08 NVRAM 


525-1657* 


U1505 


micro Hep 


JavaStation JK 


xxxxxxxx 


Serial EEPROM 


525-1733* 


U1302 


Sun-4d 


SS1 000/1 000E 


80xxxxxx 


Ctrl Bd EEPROM 


100-2922* 


U0209 


Sun-4d 


SS1 000/1 000E 


80xxxxxx 


48T08 NVRAM 


100-3528* 


U1007 


Sun-4d 


SS1 000/1 000E 


80xxxxxx 


48T08 NVRAM 


100-4195* 


U1007 


Sun-4d 


SC2000/2000E 


80xxxxxx 


Ctrl Bd EEPROM 


100-2922* 


U0203 


Sun-4d 


SC2000/2000E 


80xxxxxx 


48T08 NVRAM 


100-2822* 


U1205 


Sun-4d 


SC2000/2000E 


80xxxxxx 


48T08 NVRAM 


100-4195* 


U1205 


Sun-4u 


A1 1 Ultra 1 


80xxxxxx 


48T59 NVRAM 


525-1430 


U2006 


Sun-4u 


A12 Ultra 1 


80xxxxxx 


48T59 NVRAM 


525-1430 


U2006 


Sun-4u 


A14Ultra2 


80xxxxxx 


48T59 NVRAM 


525-1417 


U2006 


Sun-4u 


A21/22 Ultra 5/10 


80xxxxxx 


48T59 NVRAM 


525-1430 


U13 


Sun-4u 


A21/22 Ultra 5/10 


80xxxxxx 


48T59 NVRAM 


525-1817 


U13 


Sun-4u 


A16 Ultra 30 


80xxxxxx 


48T59 NVRAM 


525-1430 


U2706 


Sun-4u 


A23 Ultra 60 


80xxxxxx 


48T59 NVRAM 


525-1430 


U2706 


Sun-4u 


A26 E250 


80xxxxxx 


48T59 NVRAM 


525-1726 


U2706 


Sun-4u 


A20/25 E450 


80xxxxxx 


48T59 NVRAM 


525-1673 


U3104 


Sun-4u 


A27 Ultra 80 


80xxxxxx 


48T59 NVRAM 


525-1785 


U3008 


Sun-4u 


A36 Blade 100 


80xxxxxx 


48T59 NVRAM 


100-6889 




Sun-4u 


A28 Blade 1000 


xxxxxxxx 


SEEPROM 


525-1785 


U2101 j 


Sun-4u 


ExOOO Clock 


80xxxxxx 


48T59 NVRAM 


100-4007 


U0205 


Sun-4u 


ExOOO I/O 


80xxxxxx 


48T59 NVRAM 


100-4007 


U2501 



* These part numbers are not available as FRUs. 
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Boot PROM 

Sun-4m Architecture 

SS4 SS5 

SPARC Xterminal 1 512K x 8 
U1601 PLCC Revision 
525-1399-01 Pre-fcs 
525-1407-01 Pre-fcs 
525-1 407-02 2.20 Version 5 

SPARCstation 4 Models 70 and 85 512K x 8 
U1601 PLCC Revision 
525-1390-01 Pre-fcs 
525-1390-02 2.20 Version 5 

SPARCstation 4 Model 110 512K x 8 
U1601 PLCC Revision 
525-1439-01 Pre-fcs 
525-1 439-02 2.24 Version 8 

SPARCstation 5 Models 70, 85, and 1 10 256K x 8 
U1500 PLCC Revision 
525-1370-02 2.15 Pilot Version 0 

525-1 370-03 2.15 Version 1 (last code for 501 -2286 and 501 -2572) 
525-1419-01 2.15 Version 3 (Model 110 only) 

SPARCstation 5 Models 70, 85, and 1 10 512K x 8 
U1500 PLCC Revision 

525-1439-02 2.15 Version 3 (this code was incorrect) 
525-1 667-01 2.24 Version 8 

SPARCstation 5 Model 170 512K x 8 

U1500 PLCC Revision 

525-1660-01 

525-1660-02 2.28 

525-1 660-03 2.29 Version 50 
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Boot PROM 

Sun-4m Architecture 



SS20 


SPARCstation 20 


U1 UUo 




O^O I O / / U I 




525-1377-02 


Pre-fcs 


525-1377-03 


Pre-fcs 


525-1377-04 


2.15a Version 3 


525-1377-05 


2.15 Version 7 


525-1377-06 


2.19 Version 3 (adds hyperSPARC support) 


525-1377-07 


2.22 Version 1 (adds SuperSPARC II support) 


525-1377-08 


2.25 Version 0 (adds 150MHz hyperSPARC support) 


560-2048 


Boot PROM Upgrade Kit 
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Boot PROM 

Sun-4m Architecture 



JavaStation JJ 



JavaStation JJ 


512Kx8 


U1603 


Flash PROM Revision 


525-1663-01 




525-1663-02 




COC H COO AO 


2.28 Version 1 (JavaStation 1 banner) 


525-1663-04 


2.30 Version 0 (JavaStation banner) 




Boot PROM 




microSPARC Hep Architecture 




JavaStation JK 


JavaStation JK 512Kx8 


U1203 


Flash PROM Revision 


525-1732-01 




525-1732-02 




525-1732-03 




525-1732-04 




525-1732-05 




525-1732-06 


Revision unknown, Engineering Release 


525-1732-07 


Revision unknown, ECO WO_11774 


525-1732-10 


OBP 3.12.FW12 + POST 3.2 
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Boot PROM 

Sun-4d Architecture 

SS1000 SC2000 
SPARCserver 1000 and SPARCcenter 2000 128K x 8 



SS1000U1000 


SS1000U1001 


SS1000U1003 


SS1000U1004 


Revision 


SC2000U1200 


SC2000U1201 


SC2000U1204 


SC2000U1206 


Revision 


525-1325-01 


croc 

525- 


A OOO OH 


croc: 

525- 


H 007 OH 


roc 

525- 


■A OOO OH 

1328-01 


prefcs 


525-1325-02 


r- OCT 

52b- 


A OOC OO 

1 325-02 


525- 


a oo~7 no 
1 327-02 


roc 

525- 


A OOO OO 

1 328-02 


prefcs 


525-1325-03 


525- 


■* ooo no 

1 326-03 


/— o tr 

525- 


H oO~7 OO 

1 327-03 


525- 


A OOO OO 

1 328-03 


prefcs 


525-1325-04 


525- 


h ooc o/i 

1 326-04 


coc 

525- 


Hi oo~7 r\A 

1 327-04 


croc 

525- 


A OOO O A 

1 328-04 


2.9oc4.1 


525-1325-05 


525- 


■i ooe nc 
1 32O-05 


coc 

525- 


A 007 OC 

1 327-05 


coc 

525- 


A ooo oc 

1 328-05 


2.9(31.3 


525-1325-06 


525- 


1326-06 


525- 


1327-06 


525- 


1328-06 


2.10P2 


525-1325-07 


525- 


1326-07 


525- 


1327-07 


525- 


1328-07 


2.11v714 


525-1325-08 


525- 


1326-08 


525- 


1327-08 


525- 


1328-08 


2.13v819 


525-1325-09 


525- 


1326-09 


525- 


1327-09 


525- 


1328-09 


2.18V931 


525-1325-10 


525- 


1326-10 


525- 


1327-10 


525- 


1328-10 


2.21 v1 004 


525-1325-11 


525- 


1326-11 


525- 


1327-11 


525- 


1328-11 


2.23v1143 


525-1325-12 


525- 


1326-12 


525- 


1327-12 


525- 


1328-12 


2.26v1203 


525-1325-13 


i- r\r~ 


1326-13 


525- 


1327-13 


525- 


1328-13 


2.27v1207 


525-1325-14 


525- 


1326-14 


525- 


1327-14 


525- 


1328-14 


2.27v1402 


525-1325-15 


525- 


1326-15 


525- 


1327-15 


525- 


1328-15 


2.30v1501 


525-1325-16 


525- 


1326-16 


525- 


1327-16 


525- 


1328-16 


2.31v1601 



SS1000 and SC2000 PROM Changes 



2.10 


Adds support for 3.x SuperSPARC 


2.11 


Adds update-system-idprom OBP command 


2.13 


Change from master-nvram scheme to auto-master scheme 


2.18 


Supports 3.x MXCC on SM51 and SM61 SuperSPARC Modules 


2.18 


Disables SS1000 boards installed with 50MHz Control Board 


2.18 


Disables SC2000 boards installed with 50MHz Control Board 


2.23 


Adds support for SuperSPARC II j 


2.26 


Fixes FEPS hme reset BugID 1228182 


2.27 


Fixes Bug IDs 1243788 and 1254006 


2.27 


Fixes BugID 1243788 (-14 not released) 


2.30 


Fixes BugID 1243788 


2.31 


Fixes BugID 4071558 
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Boot PROM 

Sun-4d Architecture 



SS1000 SC2000 



560-1962-01 Boot PROM 2.13 Kit/FRU 

560-1 962-02 Boot PROM 2.1 8 Kit/FRU 

560-1 962-03 Boot PROM 2.21/2.23 Kit/FRU 

560-1 962-04 Boot PROM 2.26 Kit/FRU 

560-1 962-05 Boot PROM 2.27 Kit/FRU 

560-1 962-06 Boot PROM 2.30 Kit/FRU 

560-1962-07 Boot PROM 2.31 Kit/FRU 

560-2043-01 Boot PROM 2.18 Kit for SM61 SuperSPARC upgrade 

560-2043-02 Boot PROM 2.21 Kit for SM61 SuperSPARC upgrade 

560-2043-03 Boot PROM 2.23 Kit for SM81 SuperSPARC upgrade 

560-2043-04 Boot PROM 2.26 Kit for SM81 SuperSPARC upgrade 

560-2043-05 Boot PROM 2.27 Kit for SM81 SuperSPARC upgrade 

560-2043-06 Boot PROM 2.30 Kit 

560-2043-07 Boot PROM 2.31 Kit 

595-3850-01 UG-SERV-PROM Boot PROM 2.23 Kit 

595-3850-02 UG-SERV-PROM Boot PROM 2.26 Kit 

595-3850-03 UG-SERV-PROM Boot PROM 2.27 Kit 

595-3850-04 UG-SERV-PROM Boot PROM 2.30 Kit 

595-3850-05 UG-SERV-PROM Boot PROM 2.31 Kit 



Notes 

1. Boot PROM revisions >2.13 have the same layout based on 2.13. Use 
the print-nvram-stat OBP command to display the major and minor 
PROM revision for all system boards installed. Add the major and minor 
revisions to determine the PROM revision. High Availability Autoboot 
requires PROM revision >2.13 on all system boards. 

ok print-nvram-stat 

Board#0 - nvram slave, Prom Version 2.13+0.05 (revision 2.18) 
Board#1 -- nvram slave, Prom Version 2.13+0.08 (revision 2.21) 
Board#2 -- nvram slave, Prom Version 2.13+0.10 (revision 2.23 or 2.26) 
Board#3 -- nvram slave, Prom Version 2.13+0.14 (revision 2.27) 

2. OBP 2.26 reports the same revision information as 2.23 when using the 
print-nvram-stat OBP command. See BugID 1254006. 

3. The patch for BugID 1 164828 adds the following to nvramrc: 
ffef06c4 l@ if ffef0878 l@ l@ 1346780a = ffef06c4 I! then (OBP 2.1 1) 
ffef06c4 \@ if ffef0870 l@ l@ 1346780a = ffef06c4 I! then (OBP 2.13) 

4. A Data Access Exception error occurs with OBP 2.31 if the patch for 
BugID 1 164828 is installed and use-nvramrc? is true. Edit nvramrc to 
remove the patch. 
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Boot PROM 

Sun-4u Architecture 



Ultra 1 

Ultra 1 Model 140 512Kx8 Patch 104881 
U2003 Flash PROM Revision 

525-1 41 0-01 OBP 3.0 Version 2 + POST 2.0.4 
525-1 41 0-02 OBP 3.0 Version 4 + POST 2.0.4 

525-1410-03 OBP 3.1 Version 1 + POST 3.10.2 (128MB SIMM support) 

525-1410-04 OBP 3.1 Version 2 + POST 3.10.6 (not released) 

525-1410-05 OBP 3.5 Version 0 + POST 3.10.6 (1229983 & 4018056) 

525-1410-06 OBP 3.11 Version 1 + POST 3.10.6 

Required for Solaris 7 64-bit operating system 

None OBP 3.25 Version 0 + POST 3.10.6 (Flash Update 2.2) 



Ultra 1 Model 170 512Kx8 Patch 104881 

U2003 Flash PROM Revision 

525-1 448-01 OBP 3.0 Version 0 + POST 2.0.4 

525-1 448-02 OBP 3.0 Version 2 + POST 2.0.4 

525-1448-03 OBP 3.1 Version 1 + POST 3.10.2 (128MB SIMM support) 

525-1448-04 OBP 3.1 Version 2 + POST 3.10.6 (not released) 

525-1448-05 OBP 3.5 Version 0 + POST 3.10.6 (1229983 & 4018056) 

525-1448-06 OBP 3.1 1 Version 1 + POST 3.10.6 

Required for Solaris 7 64-bit operating system 

None OBP 3.25 Version 0 + POST 3.10.6 (Flash Update 2.2) 
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Boot PROM 

Sun-4u Architecture 



Ultra 1 



Ultra 1 Model 140E 512Kx8 Patch 104288 



U2003 

525-1681-01 

525-1681-02 

525-1681-03 

525-1681-04 

525-1681-05 

525-1681-06 

None 

Ultra 1 Model 

U2003 

525-1411-01 

525-1411-01 

525-1411-02 

525-1411-03 

525-1411-04 

525-1411-05 

None 

525-1411-06 
525-1411-07 

None 

Ultra 1 Model 

U2003 

525-1662-01 

525-1662-02 

525-1662-03 

525-1662-04 

525-1662-05 

525-1662-06 

525-1662-07 

None 



Flash PROM Revision 

OBP 3.3 Version 3 + POST 3.10.6 
Not released 

OBP 3.5 Version 1 + POST 3.10.6 (not released) 

OBP 3.7 Version 1 + POST 3.1 1 .4 (supports Rev3 PHY) 

OBP 3.1 1 Version 1 + POST 3.1 1 .4 
Required for Solaris 7 64-bit operating system 

OBP 3.25 Version 0 + POST 3.1 1 .4 (Flash Update 2.2) 

170E 512Kx8 Patch 104288 
Flash PROM Revision 
OBP 3.0 Beta3 Version 3 
OBP 3.0 Beta4 Version 0 
OBP 3.0 Version 4 + POST 2.0.6 
OBP 3.1 Version 2 + POST 3.10.2 
Not released 

OBP 3.5 Version 1 + POST 3.10.6 (not released) 

OBP 3.5 Version 2 + POST 3.10.6 (on Flash Update 1 .5) 

OBP 3.7 Version 1 + POST 3.1 1 .4 (supports Rev3 PHY) 

OBP 3.1 1 Version 1 + POST 3.1 1 .4 
Required for Solaris 7 64-bit operating system 

OBP 3.25 Version 0 + POST 3.1 1 .4 (Flash Update 2.2) 

200E 512Kx8 Patch 104288 
Flash PROM Revision 

OBP 3.3 Alphal Version 0 + POST 3.10.2 (P0 build) 
OBP 3.3 Alpha2 Version 2 + POST 3.10.3 (P2 build) 
OBP 3.3 Version 2 + POST 3.10.3 (FCS build) 
Not released 

OBP 3.5 Version 1 + POST 3.10.6 (not released) 

OBP 3.7 Version 1 + POST 3.1 1 .4 (supports Rev3 PHY) 

OBP 3.1 1 Version 1 + POST 3.1 1 .4 
Required for Solaris 7 64-Bit operating system 

OBP 3.25 Version 0 + POST 3.1 1 .4 (Flash Update 2.2) 
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Boot PROM 

Sun-4u Architecture 



Ultra 2 

U2003 Flash PROM Revision 512Kx8 Patch 104169 

525-1414-01 OBP 3.0 Beta4 Version 4 (P1.2 build) 

525-1 41 4-01 OBP 3.0 Alphal Version 1 (P1 .3 build) 

525-1414-01 OBP 3.1 Alphal Version 2 + POST 1 .1 .9 (P1 .4 /P2.0 build) 

525-1414-02 OBP 3.1 Betal Version 0 + POST 2. 1.1 (200MHz support) 

525-1414-03 OBP 3.1 Version 2 + POST 3.1 .3 or 3.1 .4 

525-1414-04 OBP 3.1 .3 Version 3 + POST 3.1 .4 

525-1414-05 OBP 3.1.3 Version 3 + POST 3.1.5 (not released) 

525-1414-06 OBP 3.1.4 Version 4 + POST 3.1.5 (not released) 

525-1414-07 OBP 3.1 .5 Version 5 + POST 3.1 .5 (Flash Update 1 .3) 

None OBP 3.1 Version 6 + POST 3.1 .5 

525-1414-08 OBP 3.5 Version 2 + POST 3.1 .5 (not released) 

525-1 41 4-09 OBP 3.7 Version 0 + POST 3.2.1 

525-1414-10 OBP 3.1 1 Version 2 + POST 3.3.5 (not structured) 

525-1414-1 1 OBP 3.1 1 Version 2 + POST 3.3.7 

525-1414-12 OBP 3.11 Version 2 + POST 3.3=8 

525-1414-13 OBP 3.19 Version 0 + POST 3.3.8 

None OBP 3.25 Version 0 + POST 3.3.8 (Flash Update 2.2) 



Ultra 2 PROM Changes 


-02 


Adds support for 200MHz UltraSPARC 


-04 


Previous OBP versions set the UPA speed to 148MHz when 
2.2 and 4.0 UltraSPARC processors are mixed. 


-07 


Fixes wrong SIMM pair error reporting BugID 1262941 . 
Reports memory errors as a single SIMM. Available in 
Flash Update 1.3 and Patch 104169-03. 


-09 


Fixes BuglDs 1229983 and 4018056. 
Adds support for 300MHz UltraSPARC II. 
Power down if mixed modules are installed. 


-10 


Not structured because of POST external cache ram crosstalk 
test BuglDs 4115766 and 4116867. Included on Flash Update 
1 .7. Required for Solaris 7 64-bit operating system. 


-11 


Removed external cache ram crosstalk test. 


-12 


Adds support for 400MHz UltraSPARC II 


-13 


Fixes BuglDs 4004140, 4129194, 4145990, and 4203848 


-13 


Adds tape drive boot support and UXFL support 
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PARTS BREAKDOWN 



Boot PROM 

Sun-4u Architecture 



Ultra 5 Ultra 10 



U2703 

370-3202-01 

370-3202-02 

370-3202-03 

370-3202-04 

370-3202-05 

370-3202-06 

370-3886-03 

370-3886-06 

U2703 

370-3697-02 

370-3886-03 

370-3886-04 

370-3886-06 

U2703 

370-3886-01 

370-3886-02 

370-3886-03 

370-3886-04 

370-3886-05 

370-3886-05 

370-3886-06 

U2703 
370-3886-04 
370-3886-05 
370-3886-06 



375-0009 Flash PROM Revision 1 
OBP 3.1 1 Version 2 + POST 2.2.2 
OBP 3.1 1 Version 5 + POST 2.2.2 
OBP 3.1 1 Version 6 + POST 2.2.8 
OBP 3.1 1 Version 7 + POST 2.2.8 
OBP 3.1 1 Version 9 + POST 2.2.9 
OBP 3.1 1 Version 12 + POST 2.2.< 
OBP 3.19 Version 4 + POST 3.0.7 
OBP 3.25 Version 3 + POST 3.0.9 



Mx8 Patch 106121 
+ OBDIAG 2.2 
+ OBDIAG 2.2 
+ OBDIAG 2.5 
+ OBDIAG 2.6 
+ OBDIAG 2.6 
} + OBDIAG 2.6 
+ OBDIAG 2.8 
+ OBDIAG 2.8 



375-0066 Flash PROM Revision 1M x 8 Patch 106121 
OBP 3.15 Version 2 

OBP 3.19 Version 4 + POST 3.0.7 + OBDIAG 2.8 
OBP 3.25 Version 1 + POST 3.0.8 + OBDIAG 2.8 
OBP 3.25 Version 3 + POST 3.0.9 + OBDIAG 2.8 

375-0079 Flash PROM Revision 1M x 8 Patch 106121 

OBP 3.19 Version 0 

OBP 3.19 Version 2 + POST 3.0.5 

OBP 3.19 Version 4 + POST 3.0.7 + OBDIAG 2.8 

OBP 3.25 Version 1 + POST 3.0.8 + OBDIAG 2.8 

OBP 3.25 Version 2 + POST 3.0.9 + OBDIAG 2.8 

OBP 3.25 Version 3 + POST 3.0.9 + OBDIAG 2.8 

OBP 3.25 Version 3 + POST 3.0.9 + OBDIAG 2.8 

375-01 15 Flash PROM Revision 1M x 8 Patch 106121 
OBP 3.25 Version 1 + POST 3.0.8 + OBDIAG 2.8 
OBP 3.25 Version 2 + POST 3.0.9 + OBDIAG 2.8 
OBP 3.25 Version 3 + POST 3.0.9 + OBDIAG 2.8 



Ultra 5 and Ultra 10 PROM Changes 



3886-03 
3886-04 
3886-05 
3886-06 



DRAM timing change for 333/360/440MHz Sapphire Red 
DRAM timing change for 400MHz Sapphire Red 
DRAM timing change for 440MHz Sapphire Red 
Micron memory timeing change for 360/400/440MHz 
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Boot PROM 

Sun-4u Architecture 



Ultra 30 



U2003 Flash PROM Revision 1M x 8 Patch 105930 

525-1669-01 Pre-FCS 

525-1 669-02 OBP 3.5.3 Pre-FCS 

525-1 669-03 OBP 3.5.0 Pre-FCS 

525-1 669-04 OBP 3.5.5 Pre-FCS 

525-1 669-05 OBP 3.5.1 0 Pre-FCS 

525-1 669-06 OBP 3.5.0 Pre-FCS 

525-1 669-07 OBP 3.5 P2.0 Version 1 6 1 

525-1 669-08 OBP 3.5 Version 1 7 

525-1 669-09 OBP 3.5 Version 1 7 

525-1669-10 OBP 3.9 Version 4 + POST 1.1.1 +OBDIAG 2.1.1 

525-1669-11 OBP 3.9 Version 5 + POST 1.1.1 +OBDIAG 2.1.1 

525-1669-12 OBP 3.11 Version 1 + POST 1.1.1 +OBDIAG 2.1.1 2 

525-1669-13 OBP 3.11 Version 1 + POST 1.1.1 + OBDIAG 2.2 3 

525-1669-14 OBP 3.11 Version 2 + POST 1 .1 .1 + OBDIAG 2.2 

None OBP 3.25 Version 0 + POST 1.1.1 + OBDIAG 2.2 



Ultra 30 PROM Changes 



-14 
-14 
-14 



Fixes Symbios SCSI controller booting BugID 41 14784 
Changed pci-page mask from 4K to 8K BugID 41 19734 
Fixes hex parsing of IP address BugID 4129194 



1 Add the following lines to nvramrc if a serial console is used with OBP 3.5 
P2.0. Refer to BuglDs 4023405 and 4030675. 

' false f0036644 f003a5e0 (patch 
' false f0036650 f003a5e0 (patch 

2 Checksum A2B2FAO. Not released. On Flash Update 1.8. 

3 Checksum A2B2CA3. WO_12833 cancelled. Shipped by WO_12559. 
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Boot PROM 

Sun-4u Architecture 



Ultra 60 



U2703 Flash PROM Revision 1M x 8 Patch 106455 

525-1701-01 P1.0 

525-1701-02 P1.0B 

525-1701-03 OBP 3.11 Version 15 

525-1 701 -04 OBP 3. 1 1 Version 1 8 

525-1701-05 OBP 3.11 Version 18 

525-1701-06 OBP 3.11 Version 19 

525-1701-07 OBP 3.1 1 Version 24 

525-1701-08 OBP 3.11 Version 25 + POST 1 .0.8 1 

525-1701-09 OBP 3.11 Version 26 + POST 2.0.0 + OBDIAG 1 .3 

525-1701-10 OBP 3.11 Version 27 2 

525-1701-11 OBP 3.1 3 Version 1 + POST 2.0.1 + OBDIAG 1.3 3 

525-1701-12 OBP 3.17 Version 0 + POST 2.0.2 + OBDIAG 1.3 

525-1 701 -1 3 OBP 3.23 Version 1 + POST 2.0.2 + OBDIAG 1 .3 

None OBP 3.25 Version 0 + POST 2.0.2 + OBDIAG 1 .3 



Ultra 60 PROM Changes 




Fixes Symbios SCSI controller booting BugID 41 14784 
Adds 400:100, 440:110, 480:120, and 500:125 -4 modes 
Supports mixing 360MHz UltraSPARC mask#<80 and 80 
Changed pci-page mask from 4K to 8K BugID 41 19734 
Fixes hex parsing of IP address BugID 4129194 
Adds tape drive boot support 

Adds 450:1 12 ^4 mode. Fix max memory hang during POST. 
Adds NVRAM variables for the Enterprise 220R 



1 Parts labeled 525-1701-08 with an arrow symbol are not write enabled. 
Trying to flash update a 525-1701-08 with an arrow symbol will fail. 

2 Not used. Not ECO released. Not structured. 

3 Not ECO released. Not structured to the board. On Flash Update 1.10. 
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Boot PROM 

Sun-4u Architecture 



Ultra 80 


U3007 

525-1780-01 

525-1780-02 

525-1780-03 

525-1780-04 

525-1780-05 

525-1780-06 

109082-01 


Flash PROM Revision 1M x 8 Patch 109082 

Pre-FCS 

Pre-FCS 

Pre-FCS 

Pre-FCS 

Pre-FCS 

OBP 3.23 Version 0 + POST 1 .2.7 + OBDIAG 1 .0 
OBP 3.25 Version 0 + POST 1 .2.7 + OBDIAG 1 .0 


Sun Blade 100 


Uxxxx 
370-4116 


Flash PROM Revision 
Unknown 


Sun Blade 1000 


U2103 

525-1807-01 

525-1807-08 


Flash PROM Revision 2M x 8 
Pre-FCS 525-1807-01 to 525-1807-07 
Unknown 
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Boot PROM 

Sun-4u Architecture 



Enterprise 250 



U2703 Boot Flash PROM Revision 1M x 8 Patch 106503 

525-1 71 8-05 OBP 3.7 Version 1 

525-1 71 8-06 OBP 3.7 Version 2 

525-1718-07 OBP 3.7 Version 3 + POST 6.0.2 + OBDIAG 3.17.1 

525-1718-08 OBP 3.7 Version 7 + POST 6.0.4 + OBDIAG 3.19.1 

525-1718-09 OBP 3.12 Version 10 + POST 6.0.8 + OBDIAG 4.5.1 

525-1718-10 OBP 3.1 2 Version 11 + POST 6.0.8 + OBDIAG 4.5.1 

525-1718-1 1 OBP 3.12 Version 12 + POST 6.0.8 + OBDIAG 4.5.1 

525-1718-13 OBP 3.16 Version 1 + POST 6.0.9 + OBDIAG 4.5.1 

U4401 Remote System Control Flash PROM Revision 1 M x 8 

525-1 724-04 RSC main b0.22 

525-1 724-05 RSC main b0.22 m0.25 

525-1 724-06 RSC main b0.22 m0.28 

525-1724-07 RSC main b1.1 m1.12 (not released) 

525-1724-08 RSC main b1.3 m1.14 



Enterprise 250 Boot PROM Changes 




Adds 400MHz support - Not used 
Adds 400MHz support 

Fixes SCMP timing problem with 400MHz BugID 4212155 
Adds 501-5440 support. Adds 5:1 clock ratio support. 



Enterprise 250 RSC PROM Changes 



-08 



Required if System Board has 64MB DRAM at U4405. 
The 501-4681-09 and 501-5440-01 use 64MB DRAM. 
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Boot PROM 

Sun-4u Architecture 



Ultra 450 Ultra Enterprise 450 Enterprise 450 



U31 01 501 -2996 Flash PROM Revision 1 M x 8 Patch 1 061 22 

U3101 501-5028 Flash PROM Revision 1M x 8 Patch 106122 

525-1 672-01 Pre-FCS (525-1 672-01 , 525-1 672-02, and 525-1 672-03) 

525-1672-04 P1.4 

525-1 672-05 P2 (525-1 672-05, 525-1 672-06, and 525-1 672-07) 

525-1 672-08 OBP 3.5 Version 1 05 + POST 4.0.6 

525-1672-09 Not used 

525-1 672-1 0 OBP 3.7 Version 1 07 + POST 5.0.8 + OBDIAG 3.9.2 
Required for Solaris 7 64-Bit operating system 



Enterprise 450 



U3101 501-5270 Flash PROM Revision 1M x 8 Patch 106122 

525-1776-01 OBP 3.12 Version 1 + POST 6.0.6 + OBDIAG 

525-1776-02 OBP 3.12 Version 2 + POST + OBDIAG 

525-1776-03 OBP 3.12 Version 3 + POST + OBDIAG 

525-1776-04 OBP 3.14 Version 1 + POST 6.0.9 + OBDIAG 4.4.1 

525-1776-05 OBP 3.16 Version 2 + POST 6.0.9 + OBDIAG 4.4.1 



Enterprise 450 

U3101 501-5672 Flash PROM Revision 1M x 8 Patch 106122 

U3101 501-5673 Flash PROM Revision 1M x 8 Patch 106122 

525-1776-05 OBP 3.16 Version 2 + POST 6.0.9 + OBDIAG 4.4.1 
525-1776-06 OBP 3.18 Version 0 + POST 6.1.0 + OBDIAG 4.4.1 



525-1776 PROM Changes 
"^03 I Fixes CPU2 timeout error during POST BugID 41 951 1 6 
-05 Enable slave CPU error reporting BugID 4302752 
-06 Adds support for 480MHz UltraSPARC II 
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Boot PROM 

Sun-4u Architecture 

E3000/4000/5000/6000 E3500/4500/5500/6500 



CPU/Memory Board 


U2501 


Boot PROM Revision 512K x 8 Patch 103346 


525-1387-01 


Pre-fcs 


525-1387-02 


Pre-fcs 


525-1387-03 


Not released 


525-1387-04 


Released by WO_09136 


525-1387-05 


OBP 3.2 Version 4 + POST 3.2.2 (FCS release) i 


525-1387-06 


OBP 3.2 Version 5 + POST 3.2.3 


525-1387-07 


OBP 3.2 Version 6 + POST 3.4.1 


525-1387-08 


OBP 3.2 Version 7 + POST 3.5.1 


525-1387-09 


OBP 3.2 Version 8 + POST 3.6.1 


525-1387-10 


OBP 3.2 Version 9 + POST 3.6.1 


525-1387-11 


OBP 3.2 Version 10 + POST 3.7.2 


525-1387-12 


OBP 3.2 Version 1 1 + POST 3.7.3 


525-1387-13 


OBP 3.2 Version 12 + POST 3.8.4 (first release for Ex500) 


525-1387-14 


OBP 3.2 Version 13 + POST 3.9.2 (ecr12877 cancelled) 


525-1387-15 


OBP 3.2 Version 14 + POST 3.9.2 


525-1387-16 


OBP 3.2 Version 15 + POST 3.9.3 


525-1387-17 


OBP 3.2 Version 16 + POST 3.9.4 


525-1387-18 


OBP 3.2 Version 17 + POST 3.9.6 (WO_13965 cancelled) 


525-1387-19 


OBP 3.2 Version 18 + POST 3.9.4 


525-1387-20 


OBP 3.2 Version 19 + POST 3.9.8 


525-1387-21 


OBP 3.2 Version 21 + POST 3.9.10 


None 


OBP 3.2 Version 22 + POST 3.9.22 (Patch 103346-22) 


525-1387-22 


OBP 3.2 Version 23 + POST 3.9.23 


525-1387-23 


OBP 3.2 Version 24 + POST 3.9.24 


525-1387-24 


OBP 3.2 Version 25 + POST 3.9.25 (WO_1 741 8 cancelled) 


525-1387-25 


OBP 3.2 Version 26 + POST 3.9.26 ! 
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Sun-4u Architecture 



E3000/4000/5000/6000 E3500/4500/5500/6500 



CPU/Memory Board PROM Changes 


-07 


Adds 250MHz UltraSPARC support 


-07 


Adds 256MB SIMMs support 


-07 


Sets UltraSPARC I to run at 168MHz 


-07 


Deconfigures modules not compatible with master system board 


-07 


POST runs checksum on plug-in card FCode 


-08 


Adds 250MHz UltraSPARC with 4MB Cache 


-08 


Adds SOC+ I/O and I/O Graphics Cards support 


-09 


Adds PCI I/O Board support 


-10 


Adds FFB2 support 


-11 


Adds SOC AL WorldWideNumber support 


-12 


Fixes BuglDs 4018294, 4045138, 4086435, and 4092765. 
Older versions are compatible with AMD AM29F040 but are 
not compatible with SGS Thompson AM29F040 


-13 


Adds support for 300MHz - 400MHz UltraSPARC, 100MHz 
Clock and System boards, and 90-100MHz Centerplanes. 


-14 
-15 


Fixes BugID 41 16452 where a DIMM failure detected during ; 
POST prevents booting with versions 3.7.2, 3.7.3, and 3.8.4. 
Adds FC-AL disk display capability to OBP probe-scsi-all. 
Oldest OBP supported is systems with 83 and 100mhz boards. 
Oldest OBP supported in E3500-E6500. 


-16 


Fixes BuglDs 4105947, 4120409, 4126710, and 4123660. 
Adds CPU DR support. Introduces BugID 4131463 where 
POST fails connecting to a slot lower than first CPU board. 


-17 


Fixes OBP BugID 4115981 and POST BugID 4132713. 
Required for Solaris 7 64-bit operating system. 


-18 


Fixes OBP BualD 41 66670 where 400MHz module comes ud at 
200MHz. Fixes POST BugID 4131463. Required for 400MHz. 
Release ECO WO_13965 was cancelled. 


-19 


Fixes OBP BugID 41 66670 where 400MHz module comes up at 
200MHz. Required for 400MHz 4MB Cache. 


-21 


Fixes .speed OBP command BugID 41 68353. 

Supports 5:1 clock board. Required for 400MHz 8MB Cache. 


None 


Patch 103346-22 fixes mixed cache module BugID 4224994. 


-22 


Adds 256MB DIMM support. 


-23 


Fixes BuglDs 4276401 , 4276722, and 4298992. 


-25 


Fixes 2GB memory bank BugID 4323635. 
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SPARCstorage Array 



SSA Model 100 Array Controller Firmware 



Do*-+ -LL 

part it 


U1202 

Surface 
Mount 


U1203 
Surface 
Mount 

1 V IV/UI 1 L 


U1204 

Surface 
Mount 


U1210 

di r^r^ 
rLOO 


Rev 


Nnt ii^pH 


525-1367-01 


525-1368-01 


525-1365-01 


525-1366-01 




501-2080-05 


525-1367-02 


525-1368-02 


525-1365-02 


525-1 366-02 




501-2080-06 


525-1367-03 


525-1368-03 


525-1365-03 


525-1366-03 




501-2080-07 


525-1367-04 


525-1 368-04 


525-1365-04 


525-1366-03 


1.3 


501-2080-08 


525-1367-04 


525-1368-04 


525-1365-04 


525-1 366-04 


1.3 


Not uspd 


525-1367-05 


525-1368-05 


525-1365-05 


525-1366-05 


1.9 


Nnt rp|p3«?pH 


Nnt rp|pfl<;pH 


Nnt rp|pfl<;prl 


Not rplpfiQpH 


525-1 366-xx 


1.10 


Nnt rplpa^pH 


Nnt rplpfl^pH 


Not releaspd 


Not relpaspd 


525-1 366-xx 


1.11 


Nnt rplpa^pd 


Nnt rplpa^pd 


Not released 


Not released 


525-1 366-xx 


1.12 


501-2080-09 


525-1367-06 


525-1368-06 


525-1365-06 


525-1366-06 


2.0 


501-2080-10 


525-1367-06 


525-1368-06 


525-1365-06 


525-1366-07 


2.0 


Nnt rplpa^pH 


Nnt relpased 


Not relpa^pd 


Not released 


525-1 366-xx 


2.1 


Nnt rplpfl^prl 


Nnt rplpfl^pH 


Nnt rplpa^pH 


Not relpaspd 


525-1 366-xx 


2.3 


501-2080-1 1 


525-1367-07 


525-1368-07 


525-1365-07 


525-1366-07 


2.4 


Not released 


Not released 


Not released 


Not released 


525-1 366-xx 


3.3 


Not released 


Not released 


Not released 


Not released 


525-1 366-xx 


3.4 1 


501-2080-12 


525-1437-03 


525-1438-03 


525-1435-03 


525-1366-07 


3.4 


Not released 


Not released 


Not released 


Not released 


525-1 366-xx 


3.5 2 


501-2080-13 


525-1437-04 


525-1438-04 


525-1435-04 


525-1366-07 


3.6 3 


Not released 


Not released 


Not released 


Not released 


525-1 366-xx 


3.9 4 


501-2080-14 


525-1437-05 


525-1438-05 


525-1435-05 


525-1366-07 


3.11 


501-2080-15 


525-1437-07 


525-1438-07 


525-1435-07 


525-1366-07 


3.12 



1 Revision 3.4 was approved for use by DEV WO_08815. 

2 Revision 3.5 is included with Solaris 2.5.1 . 

3 Revision 3.6 is included with Patches 103351-01 (Solaris 2.3), 
103290-02 (Solaris 2.4), and 103017-04 (Solaris 2.5). 

4 Revision 3.9 is included with Patches 103290-04 (Solaris 2.4), 
103017-05 (Solaris 2.5), and 103766-02 (Solaris 2.5.1). 
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Firmware 

SPARCstorage Array 



SSA Model 112 Array Controller Firmware 



Dnrt it 

ran if 


U1202 
ounace 
Mount 


U1203 
ounace 
Mount 


U1204 
ounace 
Mount 


U1210 
pi rr 


Rev 


501-2872-02 


525-1437-01 


525-1438-01 


525-1435-01 


525-1436-01 




501-2872-02 


Not released 


Not released 


Not released 


525-1 436-xx 


3.3 1 


501-2872-02 


Not released 


Not released 


Not released 


525-1 436-xx 


3.4 2 


501-2872-03 

\J\J 1 C— \J 1 L— \J\J 


525-1437-03 


525-1438-03 


525-1435-03 


525-1436-02 


3.4 


Not released 


Not released 


Not released 


Not released 


525-1 436-xx 


3.5 3 


501-2872-04 


525-1437-04 


525-1438-04 


525-1435-04 


525-1436-02 


3.6 4 


501-4271-01 


525-1437-04 


525-1438-04 


525-1435-04 


525-1436-02 


3.6 4 


Not released 


Not released 


Not released 


Not released 


525-1 436-xx 


3.9 5 


501-2872-05 


525-1437-05 


525-1438-05 


525-1435-05 


525-1436-02 


3.11 


501-4271-02 


525-1437-05 


525-1438-05 


525-1435-05 


525-1436-02 


3.11 


501-2872-06 


525-1437-07 


525-1438-07 


525-1435-07 


525-1436-03 


3.12 


501-4271-03 


525-1437-07 


525-1438-07 


525-1435-07 


525-1436-03 


3.12 



1 Revision 3.3 was approved for use by DEV WO_08658. 

2 Revision 3.4 was approved for use by DEV WO_08815€. 

3 Revision 3.5 is included with Solaris 2.5.1. 

4 Revision 3.6 is included with Patches 103351-01 (Solaris 2.3), 
103290-02 (Solaris 2.4), and 103017-04 (Solaris 2.5). 

5 Revision 3.9 is included with Patches 103290-04 (Solaris 2.4), 
103017-05 (Solaris 2.5), and 103766-02 (Solaris 2.5.1). 
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Firmware 

SPARCstorage Array 



SSA Model 200 Array Controller Firmware 



Part# 


U1202 
Surface 

IVIUUl 11 


U1203 
Surface 

IVIUUl 11 


U1204 
Surface 

IVIUUl 11 


U1210 
PLCC 


Rev 




Dc.D-\ 4U1 -U1 


coc -\Af\o m 


coc 1 Ann m 

O^O- 1 4UU-U I 


coc 1/inc m 


1.9 


bu i-^bbl-u^ 


coc i oc7 nc 
O^O-l ob/-Ub 


COC HOCQ 

b^b- lobo-ub 


coc i occ nc 
b^o-1 dbb-ub 


coc i /inc ni 
b^b- i4Ub-Ul 


2.0 


cnn occh no 


COC i OCT nc 


coc i oco nc 
b^b-lobo-ub 


coc -i occ nc 
b^b- 1 obb-Ub 


coc i /inc no 
b^b- l4Ub-U^i 


2.0 


Not released 


Not released 


Not released 


Not released 


coc -i /inc ww 


2.1 


Not released 


Not released 


Not released 


Not released 


coc 1 /inc w V 


2.3 


cni occ-i c\A 


COC i OC7 H7 


COC 1 QCQ A7 


COC 1 OCC CY7 


coc i/inc no 
b^b- i4Ub-U*i 


2.4 


inch rcicdbcu 


INUl IcIcdbcU 


INUI IcIcdbcU 


INUl IcIcdbcU 


O^O- I *f UO XX 


3.3 


Not released 


Not released 


Not released 


Not released 


525-1 405-xx 


3.4 1 


501-2651-05 


525-1437-03 


525-1438-03 


525-1435-03 


525-1405-02 


3.4 


Not released 


Not released 


Not released 


Not released 


525-1 405-xx 


3.5 2 


501-2651-06 


525-1437-04 


525-1438-04 


525-1435-04 


525-1405-02 


3.6 3 


Not released 


Not released 


Not released 


Not released 


525-1 405-xx 


3.9 4 


501-2651-07 


525-1437-05 


525-1438-05 


525-1435-05 


525-1405-02 


3.11 


501-2651-08 


525-1437-07 


525-1438-07 


525-1435-07 


525-1405-02 


3.12 



1 This code was approved for use by DEV WO_08815. 

2 Revision 3.5 is included with Solaris 2.5.1. 

3 Revision 3.6 is included with Patches 103351-01 (Solaris 2.3), 
103290-02 (Solaris 2.4), and 103017-04 (Solaris 2.5). 

4 Revision 3.9 is included with Patches 103290-04 (Solaris 2.4), 
103017-05 (Solaris 2.5), and 103766-02 (Solaris 2.5.1). 
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Firmware 

SPARCstorage Array 



SSA Model 210 Array Controller Firmware 



Dor* -H- 

ran it 


U1202 
Surface 
Mount 


U1203 
Surface 
Mount 


U1204 
Surface 
Mount 


U1210 
di c^r^ 


Rev 


501-3021-02 


525-1437-01 


525-1438-01 


525-1435-01 


525-1441-01 




501-3021-02 


Not released 


Not released 


Not released 


525-1 441 -xx 


3.3 1 


501-3021-02 


Not released 


Not released 


Not released 


525-1 441 -xx 


3.4 2 


501-3021-03 


525-1437-03 


525-1438-03 


525-1435-03 


525-1441-02 


3.4 


Not released 


Not released 


Not released 


Not released 


525-1 441 -xx 


3.5 3 


501-3021-04 


525-1437-04 


525-1438-04 


525-1435-04 


525-1441-02 


3.6 4 


Not released 


Not released 


Not released 


Not released 


525-1 441 -xx 


3.9 5 


501-3021-05 


525-1437-05 


525-1438-05 


525-1435-05 


525-1441-02 


3.11 


501-3021-06 


525-1437-07 


525-1438-07 


525-1435-07 


525-1441-02 


3.12 



1 Revision 3.3 was approved for use by DEV WO_08658. 

2 Revision 3.4 was approved for use by DEV WO_08815€. 

3 Revision 3.5 is included with Solaris 2.5.1 . 

4 Revision 3.6 is included with Patches 103351-01 (Solaris 2.3), 
103290-02 (Solaris 2.4), and 103017-04 (Solaris 2.5). 

5 Revision 3.9 is included with Patches 103290-04 (Solaris 2.4), 
103017-05 (Solaris 2.5), and 1 03766-02 (Solaris 2.5.1). 
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Firmware 

Enterprise Network Array A5000 
StorEdge A5000 StorEdge A5100 StorEdge A5200 



FC100/S FC-AL Host Adapter Firmware 



Assy Part # 


Part# 


U0202 PLCC 


Revision 


540-2989-01 


501-3060-02 


525-1690-01 


Pre-release 


540-2989-01 


501-3060-03 


525-1690-01 


Pre-release 


540-2989-02 


501-3060-04 


525-1690-02 


Unknown 


Not used 


Not used 


525-1690-03 


Not used 


540-2989-03 


501-3060-05 


525-1690-04 


Unknown 


540-2989-04 


501-5202-01 


525-1690-04 


Unknown 


540-2989-04 


501-5202-02 


525-1690-04 


Unknown 


540-2989-05 


501-5266-01 


525-1690-04 


Unknown 


None 


None 


None 


1.101 


540-2989-06 


501-5266-02 


525-1690-05 


1.11 2 


Interface Board Firmware 


Assy Part # 


Part# 


U0602 PLCC 


Revision 


None 


501-2951-04 


525-1689-04 


Pre-release 


540-2988-01 


501-2951-04 


525-1689-05 


Pre-release 


540-2988-02 


501-2951-05 


525-1689-06 


Unknown 


540-2988-03 


501-2951-06 


525-1689-07 


Unknown 


Unknown 


Unknown 


Unknown 


1.01 


None 


None 


None 


1.031 


540-2988-04 


501-2951-09 


525-1689-08 


1.05 


540-2988-04 


501-2951-10 


525-1689-08 


1.05 


540-2988-05 


501-2951-11 


525-1689-09 


1.07 


540-2988-06 


501-2951-12 


525-1689-10 


1.08 


540-4033-01 


501-5217-02 


525-1689-10 


1.08 


540-2988-07 


501-2951-13 


525-1689-11 


1.09 


540-4033-02 


501-5217-03 


525-1689-11 


1.09 


Interconnect Board Firmware 


Assy Part # 


Part# 


U0704 PLCC 


Revision 


540-2864-04 


501-2948-06 


525-1691-02 


Pre-release 


540-2864-05 


501-2948-07 


525-1691-03 


Unknown 


540-2864-06 


501-2948-08 


525-1691-04 


Unknown 


540-2864-08 


501-2948-09 


525-1691-05 


1.05 


540-2864-09 


501-2948-10 


525-1691-06 


1.07 


540-2864-10 


501-2948-11 


525-1691-07 


1.08 


540-2864-1 1 


501-2948-12 


525-1691-08 


1.09 
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Firmware 

E3000/4000/5000/6000 E3500/E4500/E5500/E6500 



I/O Board 



U2501 I/O Type 1 Board Firmware Revision 512K x 8 

525-1 445-04 Released by WO_091 36 

525-1 445-05 1 .7.0 + iPOST 3.2.2 

525-1445-06 1.7.0 + iPOST 3.4.1 (adds FFB 501-3129 support) 

525-1445-07 1 .8.0 + iPOST 3.4.1 (fixes BugID 401 1323) 

525-1445-08 1 .8.1 + iPOST 3.4.2 (fixes BuglDs 401 1323 and 4024654) 

525-1 445-09 1 .8.3 + iPOST 3.4.4 

Older versions are compatible with AMD AM29F040 but 
are not compatible with SGS Thompson AM29F040. 

525-1 445-1 0 1 .8.3 + iPOST 3.4.6 

525-1445-11 1.8.3 + iPOST 3.4.8 1998/10/27 

525-1 445-1 2 1 .8.3 + iPOST 3.4.8 1 999/02/1 9 

None 1 .8.22 + iPOST 3.4.22 (Patch 1 03346-22) 

525-1 445-1 3 1 .8.23 + iPOST 3.4.23 1 999/1 0/01 

525-1 445-1 4 1 .8.24 + iPOST 3.4.24 1 999/1 2/23 

525-1445-15 1 .8.25 + iPOST 3.4.25 2000/03/29 (WO_1 741 8 cancelled) 

525-1445-16 1 .8.26 + iPOST 3.4.26 2000/05/09 

U2501 I/O Type 2 Graphics Board Firmware Revision 512K x 8 

525-1 446-04 Released by WO_091 36 

525-1 446-05 1 .7.0 + iPOST 3.2.2 

525-1446-06 1 .7.0 + iPOST 3.4.1 (adds FFB 501-3129 support) 

525-1446-07 1 .8.0 + iPOST 3.4.1 (fixes BugID 401 1323) 

525-1446-08 1 .8.1 + iPOST 3.4.2 (fixes BuglDs 401 1323 and 4024654) 

525-1 446-09 1 .8.3 + iPOST 3.4.4 

Older versions are compatible with AMD AM29F040 but 
are not compatible with SGS Thompson AM29F040. 

525-1 446-1 0 1 .8.3 + iPOST 3.4.6 

525-1 446-1 1 1 .8.3 + iPOST 3.4.8 1 998/1 0/27 

525-1446-12 1.8.3 + iPOST 3.4.8 1999/02/19 

None 1 .8.22 + iPOST 3.4.22 (Patch 1 03346-22) 

525-1 446-1 3 1 .8.23 + iPOST 3.4.23 1 999/1 0/01 

525-1 446-1 4 1 .8.24 + iPOST 3.4.24 1 999/1 2/23 

525-1 446-1 5 1 .8.25 + iPOST 3.4.25 2000/03/29 (WO_1 741 8 cancelled) 

525-1 446-1 6 1 .8.26 + iPOST 3.4.26 2000/05/09 
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PARTS BREAKDOWN 



Firmware 

E3000/4000/5000/6000 E3500/E4500/E5500/E6500 



I/O Board - Continued 



U2501 


PCI I/O Type 3 Board Firmware Revision 512K x 8 


525-1680-01 


1.8.7 + iPOST 3.0.2 


525-1680-02 


1.8.7 + iPOST 3.0.3 


None 


1 .8.22 + iPOST 3.0.22 (Patch 103346-22) 


525-1680-03 


1.8.23 + iPOST 3.0.23 1999/10/01 


525-1680-04 


1 .8.24 + iPOST 3.0.24 1999/12/23 


525-1680-05 


1 .8.25 + iPOST 3.0.25 2000/03/29 (WO_1 741 8 cancelled) 


525-1680-06 


1 .8.26 + iPOST 3.0.26 2000/05/09 


U2501 


I/O Type 4 Board Firmware Revision 512K x 8 


525-1757-01 


1.8.6 + iPOST 3.4.4 


525-1757-02 


1 .8.7 + iPOST unknown 


525-1757-03 


1.8.7 + iPOST 3.4.6 


525-1757-04 


1.8.7 + iPOST 3.4.8 1998/10/27 


525-1757-05 


1.8.7 + iPOST 3.4.8 1999/02/19 


None 


1.8.22 + iPOST 3.4.22 (Patch 103346-22) 


525-1757-06 


1 .8.23 + iPOST 3.4.23 1999/10/01 


525-1757-07 


1 .8.24 + iPOST 3.4.24 1999/12/23 


525-1757-08 


1 .8.25 + iPOST 3.4.25 2000/03/29 (WO_1 741 8 cancelled) 


525-1757-09 


1 .8.26 + iPOST 3.4.26 2000/05/09 


U2501 


I/O Graphics Type 5 Board Firmware Revision 512K x 8 


525-1760-01 


Unknown 


525-1760-02 


Unknown 


525-1760-03 


1.8.7 + iPOST 3.4.6 


525-1760-04 


1.8.7 + iPOST 3.4.8 1998/10/27 


525-1760-05 


1 .8.7 + iPOST 3.4.8 1999/02/19 


None 


1 .8.22 + iPOST 3.4.22 (Patch 103346-22) 


525-1760-06 


1 .8.23 + iPOST 3.4.23 1999/10/01 


525-1760-07 


1.8.24 + iPOST 3.4.24 1999/12/23 


525-1760-08 


1 .8.25 + iPOST 3.4.25 2000/03/29 (WO_1 741 8 cancelled) 


525-1760-09 


1 .8.26 + iPOST 3.4.26 2000/05/09 
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Flash PROM Update 

Sun-4u Architecture 



Sun-4u Flash Update 


794-4637-03 


Flash Update 1 .2 Assembly (May 1 996) 


704-5079-12 


• Flash Update 1 .2 CD-ROM 


Ultra 1 140 


OBP 3.1 Version 1 + POST 3.10.2 


Ultra 1 170 


OBP 3.1 Version 1 + POST 3.10.2 


Ultra 1 140E 


Not included 


Ultra 1 170E 


OBP 3.1 Version 2 + POST 3.10.2 


Ultra 1 200E 


Not included 


Ultra 2 


OBP 3.1 Version 2 + POST 3.1.4 


ExOOO CPU 


OBP 3.2 Version 3 + POST 3.1 .4 


I/O Type 1 


FCode 1 .7.0 + SOC 1 .3 + iPOST 3.1.4 (SBus) 


I/O Type 2 


FCode 1 .7.0 + SOC 1 .3 + iPOST 3.1 .4 (UPA/SBus) 


794-4637-04 


Flash Update 1.3 Assembly (September 1996) 


704-5079-13 


• Flash Update 1 .3 CD-ROM 


Ultra 1 140 


OBP 3.1 Version 1 + POST 3.10.2 


Ultra 1 170 


OBP 3.1 Version 1 + POST 3.10.2 


Ultra 1 140E 


Not included 


Ultra 1 170E 


OBP 3.1 Version 2 + POST 3.10.2 


Ultra 1 200 E 


OBP 3.3 Version 2 + POST 3.10.3 


Ultra 2 


OBP 3.1 .5 Version 5 + POST 3.1 .5 


ExOOO CPU 


OBP 3.2 Version 5 + POST 3.2.3 


I/O Type 1 


FCode 1 .7.0 + SOC 1 .3 + iPOST 3.2.2 (SBus) 


I/O Type 2 


FCode 1.7.0 + SOC 1.3 + iPOST 3.2.2 (UPA/SBus) 


794-4637-05 


Flash Update 1.4 Assembly (November 1996) 


704-5079-14 


• Flash Update 1 .4 CD-ROM 


Ultra 1 140 


Not included 


Ultra 1.170 


Not included 


Ultra 1 140E 


Not included 


Ultra 1 170E 


Not included j 


Ultra 1 200E 


Not included 


Ultra 2 


Not included 


ExOOO CPU 


OBP 3.2 Version 6 + POST 3.4.1 


I/O Type 1 


FCode 1 .7.0 + SOC 1 .3 + iPOST 3.4.1 (SBus) j 


I/O Type 2 


FCode 1 .7.0 + SOC 1 .3 + iPOST 3.4.1 (UPA/SBus) ; 
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PARTS BREAKDOWN 



Flash PROM Update 

Sun-4u Architecture 



Sun-4u Flash Update - Continued 



794-4637-06 

l C" "UJ / \J\J 


Flash Undate 1 5 Assembly (Marrh 1997^ 

i icioi i \*j yj\jcii\s i .\j nooci i luiy ^ivicii i i c c / y 


704-5079-1 5 


• Flash Uodate 1 5 CD-ROM 

W 1 ICIOI 1 O WVJ CI IC 1 .W W \—t 1 VWIVI 


Ultra 1 140 


OBP 3 5 Version 0 + POST 3 10 6 


Ultra 1 170 


OBP 3.5 Version 0 + POST 3.10.6 


Ultra 1 140E 


OBP 3.5 Version 2 + POST 3.10.6 


Ultra 1 170E 


OBP 3.5 Version 2 + POST 3.10.6 


Ultra 1 200F 


OBP 3 5 Version 2 + POST 3 10 6 


Ultra 2 


OBP 3 7 Version 0 + POST 3 2 1 


FxOOO CPU 

LAUuU WP V— ' 


OBP 3 2 Version 7 + POST 3 5 1 


I/O Tvoe 1 


FCode 17 0 + SOC 1 3 + iPOST 341 (SBus^ 


I/O Tvne 2 


FCode 17 0 + SOC 13 + iPOST 341 fUPA/SBus^ 


794-4637-07 


Flash Undate 1 6 Assemblv (Aucmst 1997^ 


704-5079-16 


• Flash Uodate 1 6 CD-ROM 


Ultra 1 140 

O 1 U CI 1 1 tU 


OBP 3 5 Version 0 + POST 3 10 6 


Ultra 1 170 


OBP 3 5 Version 0 + POST 3 10 6 


Ultra 1 140E 


OBP 3.5 Version 2 + POST 3.10.6 


Ultra 1 170E 


OBP 3.5 Version 2 + POST 3.10.6 


Ultra 1 200E 


OBP 3.5 Version 2 + POST 3.10.6 


Ultra 2 


OBP 3.7 Version 0 + POST 3.2.1 


Ultra 30 


OBP 3.9 Version 5 + POST 1.1.1+ OBDIAG 2.1 .1 


ExOOO CPU 


OBP 3.2 Version 8 + POST 3.6.1 


I/O Type 1 


FCode 1.8.1+ iPOST 3.4.2 (SBus) 


I/O Type 2 


FCode 1.8.1 + iPOST 3.4.2 (UPA/SBus) 


I/O Type 3 


FCode 1.8.7 + iPOST 3.0.2 (PCI) 
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Flash PROM Update 

Sun-4u Architecture 



Sun-4u Flash Update - Continued 



794-4637-08 


Flash Update 1.7 Assembly (October 1997) 


704-5079-17 


• Flash Update 1 .7 CD-ROM 


Ultra 1 140 


OBP 3.5 Version 0 + POST 3.10.6 


Ultra 1 170 


OBP 3.5 Version 0 + POST 3.10.6 


Ultra 1 140E 


OBP 3.5 Version 2 + POST 3.10.6 


Ultra 1 170E 


OBP 3.5 Version 2 + POST 3.10.6 


Ultra 1 200E 


OBP 3.5 Version 2 + POST 3.10.6 


Ultra 2 


OBP 3.7 Version 0 + POST 3.2.1 


Ultra 30 


OBP 3.9 Version 5 + POST 1.1.1 + OBDIAG 2.1.1 


ExOOO CPU 


OBP 3.2 Version 10 + POST 3.7.2 


I/O Type 1 


FCode 1 .8.1 + SOC 1 .3 + iPOST 3.4.2 (SBus) 


I/O Type 2 


FCode 1 .8.1 + SOC 1 .3 + iPOST 3.4.2 (UPA/SBus) 


I/O Type 3 


FCode 1 .8.7 + iPOST 3.0.2 (PCI) 


I/O Type 4 


FCode 1 .8.6 + SOC+ 1.10 + iPOST 3.0.2 (SBus) 


I/O Type 5 


FCode 1.8.6 + SOC+ 1.10 + iPOST 3.4.4 (UPA/SBus) 


794-4637-09 


Flash Update 1.8 Assembly (February 1998) 


704-5079-18 


• Flash Update 1 .8 CD-ROM 


Ultra 1 140 


OBP 3.1 1 Version 1 + POST 3.1 0.6 


Ultra 1 170 


OBP 3.11 Version 1 + POST 3.10.6 


Ultra 1 140E 


OBP 3.1 1 Version 1 + POST 3.1 1 .4 


Ultra 1 170E 


OBP 3.1 1 Version 1 + POST 3.1 1 .4 


Ultra 1 200E 


OBP 3.1 1 Version 1 + POST 3.1 1 .4 


Ultra 2 


OBP 3.1 1 Version 2 + POST 3.3.5 


Ultra 5/10 


OBP 3.1 1 Version 7 + POST 2.2.8 


Ultra 30 


OBP 3.1 1 Version 1 + POST 1.1.1+ OBDIAG 2.1 .1 


Ultra 60 


OBP 3.1 1 Version 25 + POST 1 .0.8 + OBDIAG 2.1 .1 


Ultra 450 


OBP 3.7 Version 107 + POST 5.0.8 


ExOOO CPU 


OBP 3.2 Version 12 + POST 3.8.4 


I/O Type 1 


FCode 1 .8.3 + iPOST 3.4.4 (SBus) 


I/O Type 2 


FCode 1 .8.3 + iPOST 3.4.4 (UPA/SBus) 


I/O Type 3 


FCode 1 .8.7 + iPOST 3.0.2 (Type 3 Dual-PCI) 


I/O Type 4 


FCode 1 .8.7 + iPOST 3.4.4 (Type 4 Dual-SBus SOC+) 


I/O Type 5 


FCode 1 .8.7 + iPOST 3.4.4 (Type 5 UPA-SBus SOC+) 
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Flash PROM Update 

Sun-4u Architecture 



Sun-4u Flash Update - Continued 



794-4637-10 


Flash Uodate 1 9 Assemblv (June 1998} 


704-5079-19 


• Flash Update 1 .9 CD-ROM 


Ultra 1 


OBP 3.11 Version 1 + POST 3.10.6 (140/170) 


Ultra 1 


OBP 3.11 Version 1 + POST 3.1 1.4 (140E/170E/200E) 


Ultra 2 


OBP 3.1 1 Version 2 + POST 3.3.7 


Ultra 5/10 


OBP 3.1 1 Version 9 + POST 2.2.9 + OBDIAG 2.6 


Ultra 30 


OBP 3.1 1 Version 2 + POST 1.1 .1 


Ultra 60 


OBP 3.1 1 Version 26 + POST 2.0.0 


Ultra 450 


OBP 3.7 Version 107 + POST 5.0.8 


ExOOO CPU 


OBP 3.2 Version 15 + POST 3.9.3 


I/O Tvoe 1 


FCode 1 .8.3 + SOC 1 .3 + iPOST 3.4.6 (SBus) j 


I/O Type 2 


FCode 1 .8.3 + SOC 1 .3 + iPOST 3.4.6 (UPA/SBus) 


I/O Tvoe 3 


FCode 1.8.7 + iPOST 3.0.2 (PCI) 


I/O Tvoe 4 


FCode 1 .8.7 + SOC+ 1.11+ iPOST 3.4.6 (SBus) 


I/O Tvoe 5 


FCode 1 .8.7 + SOC+ 1.11+ iPOST 3.4.6 (UPA/SBus) 


794-4637-1 1 


Flash Update 1.10 Assembly (August 1 998) 


704-5079-20 


• Flash Uodate 1 10 CD-ROM 

W 1 ICAwi 1 W W>JLAlW 1 ■ 1 \J \~s 1— / 1 iwivi 


Ultra 1 140 


OBP 3 1 1 Version 1 + POST 3 10 6 (140/170) 


Ultra 1 170 


OBP 3 1 1 Version 1 + POST 3 10 6 


Ultra 1 140E 


OBP 3.1 1 Version 1 + POST 3.1 1 .4 


Ultra 1 170E 


OBP 3 1 1 Version 1 + POST 3 114 


Ultra 1 200E 

Will CI 1 t_ W V_/ 1 — 


OBP 3 1 1 Version 1 + POST 3 114 

ImmJ 1 \J ill V V> 1 Jlv 1 1 1 1 1 >— / 1 w ■ 1 1 > r 


Ultra 2 


OBP 3.1 1 Version 2 + POST 3.3.7 


Ultra 5/10 


OBP 3.11 Version 12 + POST 2.2.9 + OBDIAG 2.6 


Ultra 30 


OBP 3.1 1 Version 2 + POST 1.1.1 


Ultra 60 


OBP 3.13 Version 1 + POST 2.0.1 + OBDIAG 1.3 


E250 


OBP 3.7 Version 7 + POST 6.0.4 + OBDIAG 3.19.1 


E450/U450 


OBP 3.7 Version 107 + POST 5.0.8 


ExOOO CPU 


OBP 3.2 Version 16 + POST 3.9.4 


I/O Type 1 


FCode 1 .8.3 + SOC 1 .3 + iPOST 3.4.6 (SBus) 


I/O Type 2 


FCode 1 .8.3 + SOC 1 .3 + iPOST 3.4.6 (UPA/SBus) 


I/O Type 3 


FCode 1 .8.7 + iPOST 3.0.2 (PCI) 


I/O Type 4 


FCode 1 .8.7 + SOC+ 1.11+ iPOST 3.4.6 (SBus) 


I/O Type 5 


FCode 1 .8.7 + SOC+ 1.11+ iPOST 3.4.6 (UPA/SBus) 
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Flash PROM Update 

Sun-4u Architecture 



Sun-4u Flash Update - Continued 



724-3382-01 


Flash Update 2.0 Assembly (March 1999) 


704-6667-10 


• Flash Update 2.0 CD-ROM 


Ultra 1 140 


OBP 3.11 Version 1 + POST 3.1 0.6 


Ultra 1 170 


OBP3.11 Version 1 + POST 3.1 0.6 j 


Ultra 1 140E 


OBP 3.1 1 Version 1 + POST 3.1 1 .4 


Ultra 1 170E 


OBP 3.1 1 Version 1 + POST 3.1 1 .4 


Ultra 1 200E 


OBP 3.1 1 Version 1 + POST 3.1 1 .4 


Ultra 2 


OBP 3.1 1 Version 2 + POST 3.3.8 


Ultra 5/10 


OBP 3.17 Version 1 + POST 2.3.1 + OBDIAG 2.8 


Ultra 30 


OBP 3.1 1 Version 2 + POST 1.1.1+ OBDIAG 2.2 


Ultra 60 


OBP 3.1 7 Version 0 + POST 2.0.2 + OBDIAG 1 .3 


E250 


OBP 3.12 Version 2 + POST 6.0.8 + OBDIAG 4.5.1 


E450/U450 


OBP 3.14 Version 1 + POST 6.0.9 + OBDIAG 4.4.1 


ExOOO 


Not Included 


724-3382-02 


Flash Update 2.1 Assembly (September 1999) 


704-6667-11 


• Flash Update 2.1 CD-ROM 


Ultra 1 


OBP 3.11 Version 1 + POST 3.10.6 (140/170) 


Ultra 1 


OBP 3.1 1 Version 1 + POST 3.1 1 .4 (140E/170E/200E) 


Ultra 2 


OBP 3.1 1 Version 2 + POST 3.3.8 


Ultra 5/10 


OBP 3.19 Version 4 + POST 3.0.7 + OBDIAG 2.8 


Ultra 30 


OBP 3.1 1 Version 2 + POST 1.1.1+ OBDIAG 2.2 


Ultra 60 


OBP 3.23 Version 1 + POST 2.0.2 + OBDIAG 1.3 


E250 


OBP 3.16 Version 1 + POST 6.0.9 + OBDIAG 4.5.1 


E450/U450 


OBP 3.14 Version 1 + POST 6.0.9 + OBDIAG 4.4.1 


ExOOO CPU 


OBP 3.2 Version 22 + POST 3.9.22 


I/O Type 1 


FCode 1 .8.22 + iPOST 3.4.22 (SBus) 


I/O Type 2 


FCode 1 .8.22 + iPOST 3.4.22 (UPA/SBus) 


I/O Type 3 


FCode 1 .8.22 + iPOST 3.0.22 (PCI) 


I/O Type 4 


FCode 1 .8.22 + iPOST 3.4.22 (SBus) 


I/O Type 5 


FCode 1 .8.22 + iPOST 3.4.22 (UPA/SBus) 
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Flach PROM 1 Inrlato 

Sun-4u Architecture 

Sun-4u Flash Update - Continued 


724-3382-03 


Flash Update 2.2 Assembly (March 2000) 


704-6667-12 


• Flash Update 2.2 CD-ROM 


Ultra 1 


OBP 3.25 Version 0 + POST 3.10.6 (140/170) j 


Ultra 1 


OBP 3.25 Version 0 + POST 3.1 1 .4 (140E/170E/200E) 


Ultra 2 


OBP 3.25 Version 0 + POST 3.3.8 


Ultra 5/10 


OBP 3.25 Version 1 + POST 3.0.8 + OBDIAG 2.8 


1 1 1 x ^ _ r\r\ 

Ultra 30 


OBP 3.25 Version 0 + POST 1.1.1 + OBDIAG 2.2 


Ultra 60 


OBP 3.25 Version 0 + POST 2.0.2 + OBDIAG 1 .3 


Ultra 80 


OBP 3.25 Version 0 + POST 1 .2.7 + OBDIAG 1 .0 


\ZdO\J 


Ubr o. lb version 1 + rUo 1 D.U.y + UbUIAiji 4.O. 1 


E450/U450 


OBP 3.16 Version 2 + POST 6.0.9 + OBDIAG 4.4.1 1 


ExOOO CPU 


OBP 3.2 Version 24 + POST 3.9.24 


I/O Type 1 


FCode 1 .8.24 + iPOST 3.4.24 (SBus) 


I/O Type 2 


FCode 1 .8.24 + iPOST 3.4.24 (UPA/SBus) ' 


I/O Type 3 


FCode 1 .8.24 + iPOST 3.0.24 (PCI) 


I/O Type 4 


FCode 1 .8.24 + iPOST 3.4.24 (SBus) 


I/O Type 5 


FCode 1 .8.24 + iPOST 3.4.24 (UPA/SBus) i 
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CPU 

Sun-4m Architecture 



SPARC Xterminal 1 



DADT -H- 
rAM 1 it 


UtoUnlr I IUN 




OMR ROMH7 ^PARP. Ytprminal 1 PPI \ FRI I 


«_JV_/ 1 OUc.J 


OMR R0MH7 9PARP Ytprminpil 1 PPI I FRI I 
wiviLj owl vi i iz. ornnu /xicii i in idi I w r u r 


501-2470 


8MB DIMM 


340-3123 


SBus Filler Panel 


525-1391 


48T08 NVRAM 


530-1869 


Serial Port Adapter Cable, 50 cm 


530-1871 


RJ45 to RJ45 Cable, 4M 


530-2093 


Shielded RJ45 to RJ45 Cable, 4M 


530-2021 


10BASE-5 Ethernet Adapter Cable, 4M 


530-2068 


DB25 to 36-Pin Centronics Parallel Cable, 5M 


SPARCstation 4 


PART# 


DESCRIPTION 


501-2861 


0MB 70MHz SS4 CPU FRU 


501-3002 


0MB 70MHz SS4 CPU FRU 


501-2549 


0MB 85MHz SS4 CPU FRU 


501-2928 


0MB 85MHz SS4 CPU FRU 


501-3008 


0MB 1 1 0MHz SS4 CPU FRU 


501-3109 


0MB 1 10MHz SS4 CPU FRU (obsolete) 


501-3134 


0MB 1 1 0MHz SS4 CPU FRU 


501-2470 


8MB DIMM 


501-2471 


32MB DIMM 


501-2592 


SS4 Audio Module 


340-3123 


SBus Filler Panel 


525-1391 


48T08 NVRAM 


530-1869 


Serial Port Adapter Cable, 50 cm 


530-1871 


RJ45 to RJ45 Cable, 4M 


530-2093 


Shielded RJ45 to RJ45 Cable, 4M 


530-2021 


10BASE-5 Ethernet Adapter Cable, 4M 


530-2068 


DB25 to 36-Pin Centronics Parallel Cable, 5M 
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SPARCstation 5 



PART# 


DESCRIPTION 


501-2286 


0MB 70MHz SS5 CPU FRU 


501-2798 


0MB 70MHz SS5 CPU FRU 


501-2572 


0MB 85MHz SS5 CPU FRU 


501-2799 


0MB 85MHz SS5 CPU FRU 


501-2815 


0MB 85MHz SS5 CPU FRU 


501-2778 


0MB 1 1 0MHz SS5 CPU FRU 


501-3059 


0MB 170MHz SS5 CPU FRU 


501-2470 


8MB DIMM 


501-2471 


32MB DIMM 


240-2101 


M3 Machine Screw 


250-1200 


Spring for M3 Machine Screw 


340-1763 


SBus Filler Panel 


525-1369 


48T08 NVRAM 


530-2021 


10BASE-5 Ethernet Adapter Cable, 25 cm 


530-1857 


HD26 to 36=Pin Centronics Parallel Port Cable, 5M 


530-1861 


HD26 to DB25 IBM Parallel Port Cable, 5M 


530-1869 


Serial Port Adapter Cable, 50 cm 


530-1871 


RJ45 to RJ45 Cable, 4M 


530-2093 


Shielded RJ45 to RJ45 Cable, 4M 
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SPARCstation 20 



PART it 
rrtn I it 


nFQPRIPTIOM 


501-P3?4 


OMR SS20 CPU FRU 

wivi i_> oolu uru i nu 


S01 -2QP4 


OMR SS90 CPl 1 FRl 1 
uivid ou^u uru rnu 


501-2961 

JU 1 C-\J\J 1 


OMR SS20 CPU FRU 

UIVIU UvJt-U Vy 1 U 1 1 1U 


501-2479 


16MR DIMM 

1 UIVIU UIIVIIVI 


501-2622 


32MR DIMM 

J£- 1 V 1 1— J l_/IIVIIVI 


501-2480 


64MR DIMM 

U~IVIU 1-/ II VII VI 


501-2771 


64MR DIMM (internal u^p onM 

u~iviu Lyiiviivi in iiv/i i icti uow ui iiy i 


501-2481 


4MR VSIMM 

TMVIU VUIIVIIVI 


501-2482 


8MR VSIMM 

UIVIU VUIIVIIVI 


501-2528 


SM50 SunprSPARC Modulp 3 5 

uiviju oupci ornnv iviuuuic j.j 


501-2568 

VW 1 C—JUU 


SM50 SunprSPARC Module 5 x 

VJIVIUU vyUUCIOI 1 V 1 ivy IVIUUUlu J.A 


501-2708 

JU 1 £— I UU 


SM50 SunprSPARC Modulp 5 x 

uiviju uuuci ui i v i ivy iviuuuic j.a 


501-2712 


SM50 SunprSPARC Modulp 5 x 

uivuu uujjcior nnu iviuuuic j.a 


501-2562 


SM51 SunprSPARC Modulp 3 5 

uivij i uumci ui ni ivy iviuuuic j.j 


501-2607 

JU 1 uUU / 


SM51 SunprSPARC Modulp 3 5 

«JIVIJ 1 NJUUCIUI / V 1 ivy IVIUUUIC J.J 


501-2617 


SM51 SunerSPARC Module 5 x 

vyivij i vjuuui wi #vi ivy iviuuuic j.a 


501-2707 


SM51 SunprSPARC Modulp 5 x 

oivu i ouuci ornnu iviuuuic j.a 


501-2754 

JU 1 / \J'~T 


SM51 SunprSPARC Modulp 5 2 

uivij i ouuci orrvnu iviuuuic j - c- 


501-2780 

ju i / uu 


SM52X SunerSPARC Module 3 5 

uivij£./\ uupciurni iu iviuuuic j.j 


501-2756 

JU 1 £— / 


SM52X SunerSPARC Module 5 2 

UIVIUl./\ uul/ui UI ill IV_/ IVIUUUIC J - 1_ 


501-2613 


SM61 SunerSPARC Modulp 5 x 

uiviu i ouuci ui r\i ivy iviuuuic j.a 


501-2519 

JU 1 C—\J 1 c 


SM61 SunprSPARC Modulp 5 x 

UIVIU 1 UUUCI UI #V 1 1U IVIUUUIC J.A 


501-2769 

JU 1 / U J 


SM61 SunprSPARC Modulo 5 x 

uiviu i uuuciurnnu iviuuuic j.a 


501-2752 


SM61 SuperSPARC Module 5.2 j 


501-2825 


SM61 SuperSPARC Module 5.2 


501-2520 


75MHz SuperSPARC II Module 1.6 


501-2904 


75MHz SuperSPARC II Module 2.3 


501-2925 


75MHz SuperSPARC II Module 2.4.5 


501-2940 


75MHz SuperSPARC II Module 2.4 


501-3001 


75MHz SuperSPARC II Module 2.4.3 


501-4130 


75MHz SuperSPARC II Module 2.4.5 
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CPU 
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SPARCstation 20 - Continued 



PART# 


DESCRIPTION 


370-1864 


HS11 hyperSPARC Module (obsolete) 


370-1866 


HS11 hyperSPARC Module 


370-1867 


HS14 hyperSPARC Module 


370-1867 


HS14 hyperSPARC Module 


370-1865 


HS21 hyperSPARC Module 


370-2162 


SM151 hyperSPARC Module 


240-2101 


M3 Machine Screw 


250-1200 


Spring for M3 Machine Screw 


340-2963 


MBus/SBus Filler Panel 


240-2076 


MBus/SBus Filler Panel Screw, M2.5 0.5 x 6mm 


340-2860 


MBus/SBus Filler Panel Washer 


525-1378 


48T18 NVRAM 


530-2021 


10BASE-5 Ethernet Adapter Cable, 25 cm 


530-1857 


HD26 to 36-Pin Centronics Parallel Port Cable, 5M 


530-1861 


HD26 to DB25 IBM Parallel Port Cable, 5M 


530-1869 


Serial Port Adapter Cable, 50 cm 


530-1871 


RJ45 to RJ45 Cable, 4M 


530-2093 


Shielded RJ45 to RJ45 Cable, 4M 
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JavaStation JJ-xx 



PART # 


DESCRIPTION 


501-3141 


0MB JavaStation CPU 


501-4188 


4MB SIMM 


501-4216 


16MB SIMM 


525-1657 


NVRAM, 48T08 


^0-1871 

JJU 1 o / 1 


R I4R tn R I4R HflhlP 4M 


530-2093 


Shielded RJ45 to RJ45 Cable, 4M 


530-2357 


HD15M to DB13W3F Video Adapter Cable 




CPU 




microSPARC Hep Architecture 




JavaStation JK-xx 


PART# 


DESCRIPTION 

l_/ 1— VJVI 111 1 1 V-/ 1 >i 


501-4267 


0MB CPU 


501-4637 


16MB DIMM 


501-4639 


32MB DIMM 


501-4732 


8MB NVSIMM 


501-4733 


4MB NVSIMM 


530-1871 


RJ45 to RJ45 Cable, 4M 


530-2093 


Shielded RJ45 to RJ45 Cable, 4M 


530-2357 


HD15M to DB13W3F Video Adapter Cable 
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SPARCserver 1000 



PART# 


DESCRIPTION 


501-1977 


0MB SS1000 CPU FRU (for internal use only) 


501-2336 


0MB SS1 000 CPU FRU 


501-1817 


8MB DIMM 


501-2196 


32MB DIMM 


501-2270 


SM41 SuperSPARC Module (501-2270-04 only) 


501-2359 


SM41 SuperSPARC Module 3.x 


501-2360 


SM51 SuperSPARC Module 3.x 


501-2562 


SM51 SuperSPARC Module 3.5 


501-2617 


SM51 SuperSPARC Module 5.x 


501-2707 


SM51 SuperSPARC Module 5.x 


501-2754 


SM51 SuperSPARC Module 5.2 


501-2519 


SM61 SuperSPARC Module 5.x 


501-2825 


SM61 SuperSPARC Module 5.2 


501-2953 


SM81 SuperSPARC II Module 


501-3033 


SM81 SuperSPARC !! Module 


501-4810 


SM81 SuperSPARC II Module 


100-3528 


Unprogrammed NVRAM, 48T08-10 (obsolete) 


100-2822 


Unprogrammed NVRAM, 48T08-15 


340-2458 


SBus Filler Panel 


240-1571 


#4-40 x 3.9 mm Jackscrew 


240-1584 


#2-56 x 3/16" Screw, SCSI Connector 


330-1664 


Standoff 


530-1871 


RJ45 to RJ45 Cable, 4M 


530-2093 


Shielded RJ45 to RJ45 Cable, 4M 
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SPARCserver 1000E 



PART it 

rnn 1 ft 


ncQDRIPTION 


501 -2668 


0MB SS1000E CPU FRU 


501-1817 


8MB DIMM 

\*J 1 V 1 L- / L-/ 1 1 V 1 1 V 1 


501-2196 


^2MR DIMM 


501 -251 Q 


^M61 ^unprSPARH MnHulp R y 


501-2825 


SM61 SuperSPARC Module 5.2 


501-2953 


SM81 SuperSPARC II Module 


501-3033 


SM81 SuperSPARC II Module 


501-4810 


SM81 SuperSPARC II Module 


100-3528 


Unprogrammed NVRAM, 48T08-10 


340-2458 


SBus Filler Panel 


530-1871 


RJ45 to RJ45 Cable, 4M 


530-2093 


Shielded RJ45 to RJ45 Cable, 4M 
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SPARCcenter 2000 



PART# 


DESCRIPTION 




SPARCcenter 2000 


501-1866 


0MB SC2000 CPU FRU 


501-2334 


0MB SC2000 CPU FRU 


501-1817 


8MB DIMM 


501-2196 


32MB DIMM 


501-2197 


1MB NVSIMM 


501-2318 


SM41 SuperSPARC Module 3.x (pre-fcs) 


501-2270 


SM41 SuperSPARC Module 3.x (501-2270-04 only) 


501-2359 


SM41 SuperSPARC Module 3.x 


501-2353 


SM51-2 SuperSPARC Module 3.x 


501-2601 


SM51-2 SuperSPARC Module 3.5 


501-2618 


SM51-2 SuperSPARC Module 5.x 


501-2755 


SM51-2 SuperSPARC Module 5.2 


501-2543 


SM61-2 SuperSPARC Module 5.x 


501-2757 


SM61-2 SuperSPARC Module 5.2 


501-3022 


SM81-2 SuperSPARC II Module 


501-3098 


SM81-2 SuperSPARC II Module 


501-4780 


SM81-2 SuperSPARC II Module 


501-5056 


SM81-2 SuperSPARC II Module 


100-2822 


Unprogrammed NVRAM, 48T08-15 


330-1664 


SBus and SPARC Module Standoff 


340-2528 


SBus Filler Panel 


530-1871 


RJ45 to RJ45 Cable, 4M 


530-2093 


Shielded RJ45 to RJ45 Cable, 4M 
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SPARCcenter 2000E 



DAPT it 
rAn I it 


UtOL/nlr I IVJIM 


\J\J 1 C 1 \ o 


OMR snpnonF CPU FRU 


^01-1817 

\J\J 1 1 O 1 / 


ftMR DIMM 

OIVID L/ II VII VI 




QpMB DIMM 

0&-IVID 1 — / 1 1 VI 1 VI 


JU 1 C 1 <D 1 


1MR NV9IMM 

1 IVIO INVOIIVIIVI 


cni -9^4. *3 
OU 1 _ ^o*+o 


oivid I c. ou[Jci ornnw iviuuuit; o.a 


crj1 -97R7 


OIVIO I C. OUpciOirVriL/ IVIUUUIW O.c. 




OIVIO \ -c. OUpciOi r\no II IVIUUUIt; 


501-3098 


SM81-2 SuperSPARC II Module 


501-4780 


SM81-2 SuperSPARC II Module 


501-5056 


SM81-2 SuperSPARC II Module 


100-2822 


Unprogrammed NVRAM, 48T08-15 


330-1664 


SBus and SPARC Module Standoff 


340-2528 


SBus Filler Panel 


530-1871 


RJ45 to RJ45 Cable, 4M 


530-2093 


Shielded RJ45 to RJ45 Cable, 4M 
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Ultra 1 Models 140 and 170 



PART# 


DESCRIPTION | 




1 Iltra 1 MoHpI -MO (A 1 1 ^ 
Ulllcl I IVIUUcl 1 H-U \r\ 1 1^ 




501-2836 

w w 1 £— V-/ w V-/ 


OMR PPI 1 FRI 1 

WIVI LJ UlU i FlLJ 




540-2761 

w r w *— # w i 


a 1 lltraQPARP Fan AcQPmhlv/ Micrnntini ipH R/Q~7 - 
w I u do in n \y ran /Aoociiiuiy ^uiouui mi iucu oi<ji 


fi/Q7^ 


501-2479 

w w I r # w 


1RMR DIMM 

1 VJIVID I—/ 1 1 VI 1 VI 




501-2622 


\jcL\y\lD L/ II VII VI 




501-2480 

W w 1 £— ~KJ\J 


64MB DIMM 




501-5691 


64MB DIMM 




501-3136 


1P8MR DIMM 

l£_OIVIl—> L/IIVIIVI 




525-1430 


NVRAM 4ftT^Q 

IN V PiAAl VI , H-O 1 0<j 




340-3187 


QRiiq Filler Panpl 

ODUO lllld l dl ItJI 




530-2068 

www L. WVJ 


DB2^ to 36-Pin Ppntronir<5 Parallpl Cablp *SM 

1— ✓ LU vJU 1 II 1 V_/^l III Wl llvO 1 Gil Q 1 1 1 V^Glk/IC, <JIVI 




530-1871 


R to R PpNp 4.M 




530-2093 

wvjv/ £_www 


^hiplrlprl R to R \AR Pahlp AM 




595-3780 

WWW W f W W 


IVyi 1 1 tn Al II Pr»n\/prtpr /rpm iit*pc AP nn\A/pr^ 
i vi ■ i iu nui uui ivcji lei ^i cv_|uu co mo jjuvvei ) 






1 lltra 1 MoHpI 170. iA1 1^ 

\J\ucL I IVIUUtJI i / \J \r\ 1 1 J 




501-3082 


OMR PPI 1 FRI 1 
uivid or u rrnj 




501-5139 


omr ppi i fri i 




540-2761 


* 1 lltra^PARP Fan AcQPmhlx/ Microntini ipH R/Q7 - 

• i u do rr\nw nail rAoociiiuiy ^uiouui un iucu oizji 


U/ v7 / ) 


501-2479 


ifiMR DIMM 

1 vJIVIEJ LyIIVIIVI 




501-2622 


O^IVIEJ L/ II VII VI 




501-2480 


64MB DIMM 




501-5691 


64MB DIMM \ 




501-3136 


128MB DIMM 




525-1430 


NVRAM, 48T59 




340-3187 


SBus Filler Panel 




530-2068 


DB25 to 36-Pin Centronics Parallel Cable, 5M 




530-1871 


RJ45 to RJ45 Cable, 4M 




530-2093 


Shielded RJ45 to RJ45 Cable, 4M 




595-3780 


Mil to AUI Converter (requires AC power) 
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PART# 


DESCRIPTION 




Ultra 1 Model 140E (A12) 




r~ r\ -4 a oo ■* 

501-4291 


0MB CPU FRU 




540-2761 


• UltraSPARC Fan Assembly (discontinued 5/97 - 


6/97) 


501-4677 


0MB CPU FRU 




r~ r\A o A TO 

501-2479 


16MB DIMM 




r~ r\ A oooo 

501-2622 


32MB DIMM 




501-2480 


64MB DIMM 




501-5691 


64MB DIMM 




501-3136 


128MB DIMM 




con h a oo 

525-1430 


NVRAM, 48T59 




O A o OH 0"7 

340-3187 


SBus Filler Panel 




coo onco 


DB25 to 36-Pin Centronics Parallel Cable, 5M 




con -i ("> ~ 7 -4 

530-1871 


RJ45 to RJ45 Cable, 4M 




roA oooo 

530-2093 


Shielded RJ45 to RJ45 Cable, 4M 




croc o"7nn 

595-3780 


MM to AUI Converter (requires AC power) 






Ultra 1 Model 170E (A12) 




rr o h o /i oo 

501-2486 


0MB CPU FRU 




C A O (~\~J A 

540-2761 


• UltraSPARC Fan Assembly (discontinued 5/97 - 


6/97) 


r~ r\ A A 0"70 

501-4676 


0MB CPU FRU 




501-2479 


16MB DIMM 




con oooo 

501 -2622 


32MB DIMM 




501-2480 


o a k /id pviiv jiiv a 

64Md DIMM 




con _COQ1 


64MB DIMM 




501-3136 


128MB DIMM 




525-1430 


NVRAM, 48T59 




340-3187 


SBus Filler Panel 




530-2068 


DB25 to 36-Pin Centronics Parallel Cable, 5M 




530-1871 


RJ45 to RJ45 Cable, 4M 




530-2093 


Shielded RJ45 to RJ45 Cable, 4M 




595-3780 


MM to AUI Converter (requires AC power) 
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Ultra 1 Model 200E 



PART # 


DESCRIPTION 




1 ll+ro "1 H/lrtH^I OHflC /A"IO\ 

uura i ivioaei *iuut \t\\d) 


OUT "41 o4 


UIVlD UrU rnU 


OU I -4ooo 


uivid uru rnu 


OUT -04Uo 


omr pdi i cdi i 
UIVlD UrU rnU 


04U-*i/ Dl 


• uiiraorAnu ran AssernDiy ^aisconunuea o/y/ - o/y// 


ftH1 Q/I7Q 


1 OIVID UIIVMVI 1 


OU 1 ~cX}d.d. 


ooyD niiv/iiv/i 

OillVID UMVIIVI 


OU1 -*i4oU 


04IVID UMVIIVI 


501-5691 


64MB DIMM 

\Jt 1 V 1 1 — / 1 — / 1 1 V 1 1 V 1 


501-3136 


128MB DIMM 


525-1430 


NVRAM, 48T59 


340-3187 


SBus Filler Panel 


530-2068 


DB25 to 36-Pin Centronics Parallel Cable, 5M 


530-1871 


RJ45 to RJ45 Cable, 4M 


530-2093 


Shielded RJ45 to RJ45 Cabie, 4M 


595-3780 


Mil to AUI Converter (requires AC power) 
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Ultra 2 



PART# 


DESCRIPTION 




1 IUxa O / A H A \ 

Ultra 2 (A14) 


50 1-2487 


0MB GPU FRU (pre-tcs) 


con o ■< on 

501-3132 


amd oni 1 rni 1 

0MB CPU FRU 


rnn a -7-70 

501-4772 


0MB CPU FRU (ECO Released 12/97, not manufactured) 


con /i 000 

501-4826 


amid oni i rni i /c/"*^ n 1 _ _ _ _ _j -t 0/0-7 — i-f/-,^.+i i M /J\ 

0MB CPU FRU (bCO Released 12/97, not manufactured) 


540-2603 


• CPU Fan and Shroud Assembly 


rr\4 0/1-70 

501-2479 


16MB DIMM 


rftj 0000 
501-2622 


32MB DIMM 


ETOH O /I OO 

501 -2480 


£> /I IV /ID l~MIV/IIV/l 

64MB DIMM 


501-5691 


A/n/in i-mivaii/i 

64MB DIMM 


501-31 3d 


128MB DIMM 


rrtJ 07AO 

501-2702 


167MHz UltraSPARC Module 


COH OO/IO 

501 -2942 


H 0"7IV /ll_l-» ■ Mi-nCDADP A .I^x 

167MHz UltraSPARC Module 


COH OO /I HI 

501-3041 


200MHz UltraSPARC Module 


con /(-7nH 

501-4791 


OOOA/ILJ-. 1 N^nCDABr 1 K ~ y-J . , 1 ^ 

200MHz UltraSPARC Module 


PAH A A 0^ 

501-4196 


300MHz UltraSPARC li Module 


COH A O /I O 

501 -4849 


oooiv/ii_i-» i iuvaOda d/^ ii it /i ^. j-j ■ 1 1 

300MHz UltraSPARC II Module 


Ou I OOH- I 


AC\C\M\-\-7 1 lltraQPARP II MnHiilo 9MR Parhp 


501-5445 


400MHz UltraSPARC II Module, 2MB Cache 


525-1417 


NVRAM, 48T59 


340-3187 


SBus Filler Panel 


530-2068 


DB25 to 36-Pin Centronics Parallel Cable, 5M 


530-1871 


RJ45 to RJ45 Cable, 4M 


530-2093 


Shielded RJ45 to RJ45 Cable, 4M 


595-3780 


MM to AUI Converter (requires AC power) 
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Ultra 5 and Ultra 10 


PART # 


DESCRIPTION 




Ultra o (A^i i j ana ultra iu vA^J 


of u-oi yo 


AOI Q Qlr\+ Df^l Dioor PorH 

A^il o-olOI rUI riiser Oard 


o/u-oi y / 


AOO /l Qlr»t Dfl Picor forH 

a*l*l 4-oiot rui riiser oaru 




-f «mr nnv/nv/i 

lDlvlD UIIVIIVI 


Q7n QQ 

o/ u-oi yo 


qoiv/ip. crine nnv/nv/i 
o^iiviD ouns uiiviivi 


Q7A QH QQ 

o/u-oi yy 


£/1IV/IR ftHr»o nnv/iiv/i 
D4IVID ouns UIIVIIVI 


Q7n Qonn 
of u-o^iuu 


i^oivid ouns UIIVIIVI 


o/ U-o^U I 


0£amr cnno nnv/iiv/i 
^OQiviD ouns UIIVIIVI 


o/U-o/ yo 


qoiv/ir cAnc nnv/nv/i 
o^ivid ouns uiiviivi 


Q7H Q7Q7 


£/HV/ID CHnc RIIV/IIV/I 

D4IVID ouns UIIVIIVI 


Q7H 07QQ 

o/u-o/yo 


■ioqiv/id cnnf> miv/iiv/i 
i^oMd ouns UIIVIM 


Q7A Q7QQ 

o/u-o/yy 


OKCiv/in cnnc> nnv/nv/i 
/cODiviD ouns uiiviivi 


Q7c nnno 


HMD PDI I CDI I i«#!+h Q Di+ D/^V /MX/DAIV/I COC "1 /I Q.PV\ 

UlVlb UrU rnU Wlin o-bli rVjA (NVnAIVI 0^0- 14oU; 


o/o-UUbb 


HIV/ID /^Dl 1 CDI 1 lAiltki O/l D!+ Df^V /M\/DARil COK i/IOAA 

UMb UrU rnU Wltn ^4-dIT rljiA (NVKAIVI 0*:0- 14oU; 


0"7ir r\r\-7<r\ 
Of v-\J\Ji C7 


\jivid uru rnu wim ^h-dii ruA (NvnAiVi o^O- lUU) 


Q7C fH H C 


PVIV/ID /^Dl 1 CDI I lAii+h OA Dit D/^V /MX/DAIV/I COK HQ17\ 

UlVlb UrU rnU Wlin *i4-Dll rbA (NVnAIVI 0^:0-1 ol / ) 


cah AA~7~7 
OUT -44/ / 


07n.IV/ll-l-7 1 ll+roCDADP Mi MrtHi i\c\ 

^i/UIVInZ UlTraorAriU III IVIOuUie 


oui -ouoy 


OVniV/ll-l-y 1 lltraCDADP Mi M^HiiIa 

^/uivinz uitrabrAnu ill ivioauie 


out -4o/ y 


oUUIVInZ UliraorAnU III ivioauie 


OU 1 -OU4U 


Qnniv/iui-7 i ii+coCdadp in m^HmIq 
oUUIVInZ UlTraorAnO III ivioauie 


oui -ouyu 


QQQIV/IUI-7 1 MtroCDADP II! IV/I^Hi i\cs 

oooivinz uiiraorAH 1 / mi ivioauie 


OUI -OODO 


QQOIV/IU-y 1 1 I+ko C DA DP li; hAr\rii il« 

oooMnZ UltraorAKU III IVIOuUie 


CAH COOO 


Qc;^^/ll-l-7 i n+roCDADP in Ms%rJiiiA 

odummz uiiraorAKU iii ivioauie 


OUT -0 1 4o 


Q£in.MUI-7 1 Hti-oQDA DP Mi Mr»Hi iIq 

odUIVIMZ UlTraorAnU III IVIOuUie 


CAH C"7/ir\ 

OUT -O/ 4U 


/I nn IV A l-l -7 1 ll+roCDADP Mi IV/lr\Hi iIq 

4UUIVIMZ UltraorAnU III ivioauie 


CAH CT/H 

OU I -O/ 41 


Af~\r\bAl-l-j 1 Nti-nCDADP Mi IV/lr\Hi iIq 

4UUMMZ UlTraorArvU III IVIOuUie 


JU 1 O 1 *+v7 


44DMH7 Ultra^PARn Mi Mnrlnlp 


501-5150 


480MHz UltraSPARC Hi Module i 


530-1871 


Twisted Pair Ethernet Cable, RJ45 to RJ45 


530-2961 


Twisted Pair Ethernet Cable, RJ45 to RJ45 


530-2068 


DB25 to 36-Pin Centronics Parallel Cable, 5M 


530-2357 


Video Adapter Cable, HD1 5M to DB1 3W3F ; 


None 


CPU Module Hold-down Bracket 


None 


PCI Filler Panel 
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Ultra 30 



PART# 


DESCRIPTION 




Ultra 30 (A16) 




501-3139 


0MB System Board FRU 


501-2479 


16MB DIMM 




501-2622 


32MB DIMM 

Ut-IVI 1 — f l-^ II VII VI 




501-2480 


64MB DIMM 




501-5691 


64MB DIMM 




501-3136 


128MB DIMM 




501-4278 


250MHz UltraSPARC I 


I Module 


501-4857 


250MHz UltraSPARC I 


I Module 


501-4196 


300MHz UltraSPARC I 


I Module 


501-4849 


300MHz UltraSPARC I 


I Module 


240-2750 


PCI Filler Panel 




501-4155 


Audio Module 




525-1430 


NVRAM, 48T59 




530-2068 


DB25 to 36-Pin Centronics Parallel Cable, 5M 


530-1871 


RJ45 to RJ45 Cable, 4M 


530-2093 


Shielded RJ45 to RJ45 Cable, 4M 


540-2986 


CPU Fan and Shroud Assembly 


595-3780 


Mil to AUI Converter (requires AC power) 
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CPU 
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Ultra 60 



PART# 


DESCRIPTION 




Ultra 60 (A23) 


501-4450 


0MB System Board FRU 


501-5343 


0MB System Board FRU (not released) 


501-5355 


0MB System Board FRU (not released) 


501-5606 


0MB System Board FRU 


501-2479 


16MB DIMM 


501-2622 


32MB DIMM 


501-2480 


64MB DIMM 


501-5691 


64MB DIMM 


501-3136 


128MB DIMM 


501-4849 


300MHz UltraSPARC II Module 


501-4781 


360MHz UltraSPARC II Module 


501-5129 


360MHz UltraSPARC II Module 


501-5552 


360MHz UltraSPARC II Module 


501-5344 


450MHz UltraSPARC II Module 


501-5539 


450MHz UltraSPARC II Module 


240-2750 


PCI Filler Panel 


501-4155 


Audio Module 


525-1430 


NVRAM, 48T59 


530-2068 


DB25 to 36-Pin Centronics Parallel Cable, 5M 


530-1871 


RJ45 to RJ45 Cable, 4M 


530-2093 


Shielded RJ45 to RJ45 Cable, 4M 


540-3252 


System Board Fan and Shroud Assembly ] 


330-2376 


• 2 CPU Shroud Bracket/FRU 


540-3427 


• 1 CPU Shroud Assembly/FRU 


540-3428 


• Fan Assembly 


595-3780 


MM to AUI Converter (requires AC power) 
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Ultra 80 



\ PART # 

lAAPl 1 ft 






Ultra 80 (A27) 


501-5168 


OMR Sv^tem Board FRU 


501-5691 


64MB DIMM 

w ■ 1 VI L/ II VI IV 1 


501-4743 


256MB DIMM 


501-5344 


450MHz UltraSPARC II Module 

"wvlVII 1 V-/ III CA Vm/ 1 #11 lw II IVIV/vlUlw 


501-5539 


450MHz UltraSPARC II Module 

TvvlVII 1 1— \mJ 1 L 1 CA V««/ 1 #\ 1 Iw II IVIvvlUlw 


240-2750 


PCI Filler Panel 

1 w 1 1 III wl 1 C4.I Ivl 


300-1407 


1 25 Watt DC-DC Converter with Fan 

■ c—\j v vein L/ v vy Wvl IVUI lu 1 Will 1 1 Ul 1 


330-2805 


Prorp^or Module Slot Filler Panel 


340-3559 


Audio Module Slot Filler Panel 


340-6091 


Memorv Riser Toraue Tool (onlv use 340-6091-02^ I 

i v i w i i i w i y i ii ww i ■ wi w w. w i w w i 1 w^ i 1 1 y w. w w w r w www i w*— # 


501-4155 


Audio Module 

rvuuiv ivivuuiw 


525-1785 

W^_ w 1 # w w 


NVRAM, 48T59 


530-2068 


DB25 to 36-Pin Centronics Parallel Cable 5M 

1— / L-J£_ w Iw ww 1 III Xm/ w 1 1 L 1 w 1 1 1 Ww 1 LAI C4.1 1 W 1 V/UUIv j w 1 V 1 


530-1871 


RJ45 to RJ45 Cable, 4M 


530-2093 

WWW bWWW 


Shielded RJ45 to RJ45 Cable, 4M 


540-3948 


System Board Shroud Assembly (not part of 0MB FRU) 


330-2737 


• CPU Front Bracket 


330-2738 


• CPU Rear Bracket 


330-2739 


• CPU Center Bracket 


330-2740 


• CPU DRAM Bracket 


540-4048 


CPU Airguide Assembly (not part of 0MB FRU) 


330-2803 


• Dual Vane Snap 


330-2709 


• Airguide 
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Sun Blade 100 



PART# 


DESCRIPTION 




Sun Blade 100 (A36) 


375-0112 


0MB System Board with 500MHz UltraSPARC He 


100-6471 


• 500MHz UltraSPARC lie with Heatsink 


375-0096 


0MB System Board FRU w/o UltraSPARC He 


100-6889 


• NVRAM 


150-2850 


• BR1 632/CR1 632 3V Battery 


370-4208 


2-Slot PCI Riser Board 


370-4149 


128MB DIMM 


370-4150 


256MB DIMM 


370-4151 


512MB DIMM 


530-2068 


DB25 to 36-Pin Centronics Parallel Cable, 5M 


530-2093 


Shielded RJ45 to RJ45 Cable, 4M 



Sun Blade 1000 



PART# 


DESCRIPTION 




Sun Blade 1000 (A28) 


501-4143 


0MB System Board 


150-2850 


• BR1632/CR1 632 3V Battery 


525-1788 


• SEEPROM 


340-6395 


UltraSPARC Module Torque Tool 


501-4489 


128MB DIMM 


501-5401 


256MB DIMM 


501-5031 


1GB DIMM 


501-4999 


600MHz/4MB UltraSPARC III 


501-5675 


750MHZ/8MB UltraSPARC III 


501-5770 


900MHZ/8MB UltraSPARC III 


530-2068 


DB25 to 36-Pin Centronics Parallel Cable, 5M 


530-2093 


Shielded RJ45 to RJ45 Cable, 4M 
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Enterprise 250 



PART# 


DESCRIPTION 




Enterprise 250 (A26) 




CHI /l£Qi 
OU 1 -4DO 1 


0MB System Board FRU 


OU 1 - 4o 1 O 


Remote System Control Board and Cable 


con ococ 


• Remote System Control Cable 


oui -*i4/y 


16MB DIMM 




OUT -£Oc.d. 


32MB DIMM 




OU 1 -<i4oU 


64MB DIMM 




ou l -ooy 1 


64MB DIMM 




OUT -o 1 oo 


128MB DIMM 




OU 1 -4o4y 


300MHz UltraSPARC I 


I Module 


501-5237 


400MHz UltraSPARC I 


I Module, 2MB Cache 


501-5445 


400MHz UltraSPARC I 


I Module, 2MB Cache 


340-3256 


PCI Filler Panel 




525-1726 


NVRAM, 48T59 




530-2068 


DB25 to 36-Pin Centronics Parallel Cable, 5M 


530-1871 


RJ45 to RJ45 Cable, 4M 


530-2093 


Shielded RJ45 to RJ45 Cable, 4M 


595-3780 


MM to AUI Converter (requires AC power) 
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Ultra 450 Ultra Enterprise 450 



rAn I if 


DboUHIr I IUN 




1 lltra 4^0 (AOCW flnrl 1 lltra FntornriQP ARC\ ^A9^ 
Ullld *+OU ^M^Uj dMU Ullld CI llci pi loc *+OU ^M^O/ 


Qon-1 ^99 

OUU I Oc.C- 


4c Watt nr.nr rnm/ortor 

H-O VVdll UU UU UUIIVcl lei 


^0-9781 

OOVJ i C 1 O 1 


^Int HPI I-A1 Air Rafflp fnr AnDMH7 MhHiiIp 

OIUL w~U nl AMI \DcL\Y\k5 \\J\ H\J\J\v\ii£. IVIUUUlo 


ooU-o I \jc. 


Cmnh/ PDI I Qlsvt Ciller DortAl tr\r A I— J-7 Qwot/^mo 

tmpiy uru oioi riner ranei tot 4ouivinz oysiems 


QQH-^I 97 


Pmnh/ Qlnt PPI I A1 f^rwiar frxr Aftni\/IW"7 Q\/ctnmc 

Liiiipiy oiui urU"M i uover rur 4ouivmz oyoienib 


OU I -ou^o 


OMR Qx/otam Rnarrl CRI 1 ( AOC\ r»nl\/\ 

uivid oysiem Doara rnu ^m^.u oniyj 


cni 9QQfi 


OMR Q\/ctam Rnarrl FRI 1 ( AOR r»nlx/\ 

uivid oysiem Doara rnu oniyj 


cfH -R97H 
OU I -O^. / U 


DMD Qx/otam RnorH FPI 1 / AOR r\n\\i\ 

uiviD oyoiein DUdra rnu \r\^.o uriiy^ 


OU I ~oo/ ^ 


OMR Qx/ctom Rnfli-H FRI 1 (AOR nn\\A 
uivid oyoieiii DUdiu rnu \r\^o uniy^ 


OU I -00/ o 


OMR Qv/ctam RnarH FPI 1 I AOR r»nlx/\ 

uivid oyoiern DUdia rnu \r\c.o uriiyj 


OU I 


O^IVID U II VII VI 


OU I -z\*+ou 


c/iyp niiwiMi 

04IVID U II VII VI 


OU I - OOv7 1 


D4IVID UIIVIIVI 


OU I O I oo 


I ^.OIVID L/ 1 1 VI I VI 


OU 1 "*+ A HO 


^OOIVID 1 1 VI I VI 


OU I - OOv70 


^OOIVID UIIVIIVI Wltri vJIdlo Mildy Luyic 


OU I -He.! O 


c.OUIVIr1Z UlirdorV\r1L/ II IVI0GUI6 


EfH -Aft^7 
OU I -400/ 


9^HMM7 1 lltraQPARP II K/lrtHnlo 

^.ouiviriz uiiidorMrtL/ ii ivioauie 


cni -41 Qfi 
ou i -4 i yo 


^nnMH7 1 lltraQPARP II Mnrlulo 

ouuivinz uiiraorAnu n ivioauie 


^01 -Aft4Q 

OU I H-OH-y 


/ ^^^^yll-l7 i iiitaQparp ii Mnrinio 

OUUIVIriZ UlUaOrnnu II IVIUUUIU 


ou i -o^ioy 


/l^^^yll-l■7 1 lltraQPARP II MrvHulo A^ylR Parho 

4uuiviriz uiirdOrMnu ii ivioauie, 4ivid Udcne 


cni 

OU 1 -0440 


^inniV/ll-l-7 1 HtraQPAPO II ^>l/^Hlll£^ /IIV/IR PQ/>ho 

4uuiviriz uitrdorMnu ii ivioauie, 4ivid uacne 


OU I -044y 


AQ^^yl^l■7 i ntraQPAPr* n ^4r^HlllA /l^/lR ronho 
4ouiviriz uiiraorMnu n ivioauie, 4ivid uacne 


\jC\J lU / O 


N\/RA^yl 4ftTRQ 

IN V n/AIVI, H-O 1 \Jv7 


340-3256 


PCI Filler Panel 

1 V-/ 1 1 Mlwl 1 UI 


501-2592 


Audio Module 


530-1869 


Serial Port Adapter Cable, 50 cm 


530-1871 


RJ45 to RJ45 Cable, 4M 


530-2068 


DB25 to 36-Pin Centronics Parallel Cable, 5M 


530-2093 


Shielded RJ45 to RJ45 Cable, 4M 


540-4597 


Airduct Assembly/FRU for 480MHz Module 


595-3780 


MM to AUI Converter (requires AC power) 
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Ultra Enterprise 3000/4000/5000/6000 



PART# 


DESCRIPTION 




Ultra Enterprise 3000/4000/5000/6000 


501-2557 


CPU/Memory (not released - seen during flash update) 


501-2976 


0MB CPU/Memory FRU (2MB cache support) 


r- rv H A OH O 

501-4312 


OR/ID 1/hJlnMnnini PHI 1 /OHilD ~ ^ ~ U. ^ _ . . ~- _ _ „i\ 

0MB CPU/Memory FRU (8MB cache support) 


•i oo a 00-7 

1 00-4007 


• CPU/Memory Board NVRAM 


501-251 1 


Clock Board (not released - seen during flash update) 


501-2975 


83MHz Clock Board ( ^-2 clock ratio) 


501-4286 


noli ill i — /"^ \ ~* ~.\ , n _ _ ^ _i / o Mi^^j o /.UaI, „ _ j.; _ _ \ 

83MHz Clock Board (-^2 and -K3 clock ratios) 


525-1665 


• Clock Board NVRAM, 48T59 


501-2941 


167MHz UltraSPARC Module, 1/2MB Cache 


501-2959 


■4 o~7|V /III-. 1 llt^rtCQAD^ hil^v^Jiil^N -I KAD _ 

167MHz UltrabPARu Module, 1MB Cache 


EfH /I i. 7Q 

oU 1-4 1 to 


OCni^/ll_l-» 1 11+ ko C DA II K/I^<^iil^ -i It/IB r^^o 

2oomhz uitrabrAHu ii Module, 1Mb uacne 


con ylOylO 

501-4249 


ocoiviii_i-» i ntK«onA dp ii h a^^i. . i^. amid p ^ ^ 

250MHz uitrabPARu ll Module, 4MB uache 


501-4oob 


0 c n iv >i i_i -» 1 n^nCDADP 11 k a^s-j ■ ■ 1 ^ /irad o^^u^^ 

250MHz uitrabPAHu 11 Module, 4MB uache 


eon occo 

501-2652 


OR AD PtllV Ah A 

8MB DIMM 1 


r-AH OCCO 

501-2DOO 


ooiv/id mivyiiv/i I 
32Mb UIMM 


con o^jc/i 

501-2654 


a OOMD r\UAM 

128MB DIMM 


501-5658 


256MB DIMM 


con ornro 

501-2558 


I/O Board (not released - seen during flash update) 


iron 00-7-7 

501-2977 


83MHz I/O Board with SOC 




Qqyu 7 i/n Rnarrl with QOP 
OOlvinZ l/VJ DUalU Willi OUO 


501-4266 


83MHz I/O Board with S0C+ ; 


501-2749 


83MHz I/O Graphics Board with SOC 


501-4288 


83MHz I/O Graphics Board with SOC 


501-4325 


83MHz PCI I/O Board FRU with 2x 5V Risers 


530-1871 


RJ45 to RJ45 Cable, 4M 


530-2093 


Shielded RJ45 to RJ45 Cable, 4M 


595-3780 


Mil to AUI Converter (requires AC power) 



Notes 

1 . The ExOOO CPU/Memory and I/O boards may be used in the Ex500. 

2. The minimum OS for the ExOOO is 2.5.1. 

3. The minimum OS for the Ex500 is 2.5.1 HW: 1 1/97 or 2.6 HW: 3/98. 

4. The minimum OBP for the Ex500 is 3.2 Version 14. 



Volume II 



BOARD-23 



PARTS BREAKDOWN 



9/18/00 



CPU 

Sun-4u Architecture 



Enterprise 3500/4500/5500/6500 



DADT 44- 
rAn i if 


UboUnlr I IUN 




FntprnriQP ^00/4^00/R^OO/fiROO 
IZI llcl UI lot? OOUU/HOUU/OOUU/OOUu 


OU 1 -HOO<£ 


OMR PPI l/Momnr\/ FRI 1 i 
UIVID ur U/IVIcl 1 1UI y irivJ 


1 00-4007 


a PPI l/Mpmnrv RnarH N\/RAM 
• or u/ivich i iui y DUdiu iMvri/Aivi 


R01-4Q48 

OU 1 Hi7HO 


lUUIVIriZ L/IUOI\ DUdlU ~0, dMU — H UIUUK. IdllUo^ 


ROI-S^fiR 

vJVJ 1 JJUJ 


100MH7 Plnrk RnarH -i-4 -^R anrl -^f\ Hnrk ratine^ 

lUUIVIriZ. v_/IUOft. DUdlU ~ M ClIIU ~D UlUUft IdllUoJ 


1 OOJ 


* Plnrk RnarH MX/RAM 48TRQ 

• OIUUI\ DUdlU IM VrirMVI, HO 1 Oi7 


S01-4P4Q 


PROMH7 llltra^PARP II Mnrlnlp 4MR Par-hp > 


S01-4ft^fi 

1 tOUU 


PROMH7 1 lltra^PARP II Mnrlnlp 4MR Parhp 
^.ouivinz. vjiudOi r\rio 11 iviuuuit?, hivid odunt; 


^01-4^fi^ 

JU 1 HOUO 


T^ftMIn^ 1 lltra^PARP ll Mnrlnlp 4MR P^nhp 
OODIVinZ UlUaOrnnu II IVIUUUIt?, H-IVID v^dUllfc? 


S01-4QQS 


400MH7 1 lltra^PARP II Mnrlnlp 4MR Pprhp 

HUUIVIllZ. UludOrrVriO II IVIUUUIfc?, HIVID OdUllc 




400MH7 1 lltr^QPARP 11 MoHmIp 4MR Pprhp 

HUUIVIrlZ UllldOi MrlO II IVIUUUlo, H-IVID V^dOl It? 


^01 -RRftR 


400MH7 1 lltra^PARP II Mnrlnlp 4MR Par-hp 
nuuivinz uiiidorvArio 11 iviuuuit?, hivid oduiit? 


^01 -RP^ 

OU 1 JtOJ 


400MH7 1 lltra^PARP II Mnrlnlp AMR Parhp 

nuuivinz Ulll dOi /AlTw II IVIUUUIt?, OIVID ualrl IC 


R01-^fifi1 


400MH7 1 lltra^PARP II Mnrlnlp 8MR Parhp 
< +uuivinz uiiiaornnv 11 iviuuuio, oivid vydoi 1© 


c .01 - c .7fiP 


400 mm H ~? I HtraQPARP !! Mnrinip 8MR Parhp 
*twuivinz. \J\l\ dOrnnO II IVIUUUIt?, OIVID L/dUIIU 


501 -Pfi^P 


8MR DIMM 

OIVID L/IIVIIVI 


OU 1 ^UJO 


^pmr n^yiM 

O^IVID UIIVIIVI 




1P8MR DIMM 

I^OIVID L/IIVIIVI 


\J\J 1 CUJO 


pcfiMR DIMM 

C.OOIVID L-/ II VII VI 


^01-488^ 
o w i tooo 


100MH7 I/O RnarH with QOP+ 

1 WVJI VI 1 IZ. 1/ KJ OKJalyJI VVIlll OvwT 


R01 -4884 

UU I "HOOH 


IOOMM7 I/O i^ranhir»c RoiarH \A/ith QPP_i_ 
lUUIVIriZ \/\J vjlldpillub DUdlU Willi OUUt 


R01-4QPR 


100K/IH7 PPI I/O Rn^rrl FRI I with Py R\/ RiQprQ 
luuivinz rvi DUdiu rrvu wiui c.k ov niotJio 


^0-1871 

JJU I O / 1 


R I4R tn R 14^ Pahlp 4M 

nuH-u IU riUHU OaUlC, HIVI 


^0-pocn 


^hiplrlprl R 14^ tn R I4R PaNp 4M 
01 iiciutju fiuho iu nuto v/auic, hivi 


540-4516 


0MB CPU/Memory FRU with 400MHz Modules 


501-5762 


• 400MHz UltraSPARC II Module, 8MB Cache (x2) 


540-4517 


0MB CPU/Memory FRU with 400MHz Modules 


501-5661 


• 400MHz UltraSPARC II Module, 8MB Cache (x2) 


540-4575 


2GB CPU/Memory FRU with 400MHz Modules 


501-2654 


• 128MB DIMM (x1 6) 


501-5762 


• 400MHz UltraSPARC II Module, 8MB Cache (x2) 


595-3780 


MM to AUI Converter (requires AC power) 



Note: The Ex500 boards may be used in the ExOOO. 
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CPU 




Sun-4u1 Architecture 




Ultra Enterprise 10000 


rAn I ft 


UCOvnlr 1 IDIM 




1 lltra FntprnriQP 10000 

Dill CI l^l IICI Ul IOC? \\J\J\J\J 


^01 -A^A7 

OU I H-OH- / 


Qx/ctpm RnarH tPQtpH at ft^MI-17 
oyoitJiii DUaiu icoicu di wwivinz. 


c >oi-47ftfi 

OU 1 ■+ / ou 


Sv^tpm RnarH tp^tpd at 8^MH7 i 

OyOlulll UWCll \J IColCW ul WWIVII 1 Z. 


R01 -AQC11 


Sx/Qtpm Rnarrl tPQtpH at 8^MH7 
oyoidii Dwell u icoicu ex l ooivinz. 


R01 -^940 

OU I "OZl'+U 


^\/Qtpm Rnarrl tpctprl at 100MH7 
Oyoiciii ducii u icoicu cu iwuivinz. 


R01-^978 

OU 1 «JZ_ 1 O 


S\/Qtpm RnarH tPQtpH at 100MH7 

OydlClll DWCl 1 \J IColCW CI I 1 WWIVII IZ. 


^01 -^970. 

OU 1 OZl / v7 


Sx/Qtpm RnarH tPQtpH at 100MH7 

oyoldii Dwell vj icoicvj cxi iwwivii iz. 


R01 -RfiQ^ 

OU I 00570 


^\/Qtpm Rnarrl tPQtprl at 100MH7 

OyoltJIM DWCll U ICOlCU Cll 1 WWIVI 1 IZ. 


OU 1 t-O'+O 


DUIIUUI DUalU 


^01 -Aft^Q 


Pnntrnl RnarH 
DUiiuui DUaiu 


R01 -R4Q4 
OU I OH-17H- 


Pnntrnl RnarH 
duiiuui uuaiu 


OU I i 1 / o 


9^0MI-l7 1 lltraSPARP II MhHiiIp 1MR Car-hp 

ZLOUIVinz. UlllaOrnnO II IVIUUUIt?, I IVID uaOl Ic 


crjl -494Q 


9R0MH7 I HtraSPARC II MhHiiIp 4MR Oarhp 
^.ouivinz. Dili cioi nnu ii ivi wumc, tiviD dowi ic> 


^01 -48^6 
ou i -*+ooo 


9R0MH7 I lltraSPARO II MnHulp 4MR Oarhp 

Z^OUIVIIlZ. Dili CIO rnnU II IVIWUUIC, hMVID Udbl IC 


OU I "H-ODO 


^9fiMH7 I HtraSPARP II MnHulp 4MR Oarhp 
oowivi nz. uiiiaorrvnu 11 iviwuuie, tiviD uaui ic 


ou i H-y yo 


400MH7 1 lltraSPARP II MnHulp 4MR Oarhp ' 
H-uuivinz. Din dornnVy/ 11 iviwvjuic, tiviD dcioi ic 


R01 -^49^ 
OU I o*+zio 


400MH7 1 HtraSPARO II MnHulp 4MR Oarhp 

H-UUIVinZ. Dill CIO 1 /All D 11 iviwwuic;, *+IVID dcioi ic 


OU 1 oooo 


400MH7 llltra^PARP. II MnHulp 4IVIR Darhp 
H-uuivinz. Dili cio rnriv 11 iviwvjuic?, i-ivid dciwi ic? 


OU 1 \JC-\J\J 


400MH7 UltraSPARC II Module 8MB Cache 

*+wwivii 1 1- uiuciornnv 11 iviwwliic?, w i v i lj dciwi ic 


ROI-Rfifil 

OU 1 WWW 1 


400MH7 UltraSPARC II Module 8MB Cache i 

'+WWIVII IZ. DIIIQDI / VI ivy II IVIWWLIIv7j W 1 V 1 \—t WCUjI IC 


coi _c;7fip 

OU I O / kjcL 


400MH7 1 lltraSPARC II MnHulp 8MR Carhp 

H-UUIVinZ. Dill ClOl AAllD II IVIWUUIt?, OIVID DCIOI IC 


OU I H-OO I 


^^/IR Momnru RnarH 
UIVID IVItJIilUiy DUalU 


R01 -477fi 

OU I H- / / O 


uiviD ividiiuiy uuaiu 


R01 -9fi^9 

OU I "tDOc 


RMR DIMM 

OIVID DIIVIIVI 


OU I tDOO 


qomr DIMM 

OZ-IVID DIIVIIVI 


^01-9fi^4 


1P8MB DIMM 

1 Z.OIVID DIIVIIVI 


501-4^49 

JU 1 "TUTU 


SBlr I/O Board 

UUUO 1/ W UWUI \A 


501-4478 


SBu<5 I/O Board 


R01 -4ft^0 

OU I H-OOU 


PCI I/O Rnard A<?<;pmhlv 
i di 1/ v_/ dwcii w r\ooci i luiy 


501-4348 


Centerplane 


501-4346 


Centerplane Support Board 


530-1871 


RJ45 to RJ45 Cable, 4M 


530-2093 


Shielded RJ45 to RJ45 Cable, 4M 
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Graphics 



ZX TZX Expert 3D 



PART# 


DESCRIPTION 




ZX 24-Bit SBus Graphics Option 


501-1845 


ZX Board Set 


501-1843 


• ZX Upper Board 


501-1844 


• ZX Lower Board 


240-2090 


• Nylon Screw 


240-2103 


• Nylon Standoff 


250-1195 


• Rubber Bumper (3 required) 


150-2633 


Ferrite for Stereo Cable when used with A1 1 and A12 


530-2290 


SBus Extender Cable for A1 1 and A12 




TurboZX 24-Bit SBus Graphics Option 


501-2503 


TurboZX Board Set 


501-2502 


• TurboZX Lower Board 


501-2711 


• TurboZX Upper Board 


240-2091 


• Nylon Standoff 


501-2840 


SBus 5Vdc Fan Card 


530-2165 


Fan Card to SBus Slot Cable 




Expert 3D 24-Bit PCI Graphics Option 3678 


370-3987 


Expert 3D 


530-2927 


Multiview Cable, 75 mm 


370-4272 


Enterprise 450 PCI Fan Card 


530-2989 


Enterprise 450 Multiview Cable 


806-1859 


Expert 3D Installation Guide 


806-5858 


Expert 3D Product Note 
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PARTS BREAKDOWN 



Graphics 



Cables 



PART# 


DESCRIPTION 


180-1861 
530-2494 


Color Cable, 1 .8M, HD1 5M to HD1 5M 
Color Cable, 1.8M, HD15M to HD15M 


530-0492 
530-1138 
530-1307 
530-1362 
530-1415 
530-1440 
530-1509 
530-1839 
530-1840 
530-1870 
530-1898 
530-2020 


Color Cable, 4.6M, 1xBNC to 1xBNC 
Color Cable, 4.6M, 4xBNC to 4xBNC 
Color Cable, 4.6M, 4xBNC to 4xBNC 
Color Cable, 1.2M, 4xBNC to 4xBNC 
Color Cable, 50 cm, 4xBNC to 4xBNC 
Color Cable, 1.2M, DB13W3M to DB13W3M 
Color Cable, 4.6M, DB13W3M to DB13W3M 
Color Cable, 1.0M, 90° DB13W3M to DB13W3M, 75a 
Color Cable, 4.0M, 90° DB13W3M to DB13W3M, 75a 
Color Cable, 1.2M, DB13W3M to DB13W3M, 75a 
Color Cable, 4.5M, DB13W3M to DB13W3M, 75a 
Extension Cable, 3.0M, DB13W3M to DB13W3F, 75a 


130-3034 
130-4195 
530-1446 
530-2357 
530-2917 


HD15F to DB13W3M Adapter, Option 3872 

HD15M to DB13W3F PGX32 Composite Sync Adapter 

4xBNC to DB13W3 Adapter 

HD15M to DB13W3F Adapter 

HD15M to DB13W3F Adapter, 24" Cable, Option 471 


530-1308 
530-1363 
530-1511 


Greyscale Cable, 4.6M, 2xBNC to 2xBNC 
Greyscale Cable, 1 .2M, 2xBNC to 2xBNC 
Greyscale Adapter, 2xBNC to DB13W3 


530-1041 
530-1109 
530-1125 
530-1133 
530-1242 
530-1336 
530-1359 


Monochrome Cable, DB-9 to DB-9 (Sun-2/150U) 
Monochrome Cable, 75 cm, DB-9 to DB-9 
Monochrome Cable, 4.6M, DB-9 to DB-9 
Monochrome Cable, 4.6M, DB-9 to DB-9 
Monochrome Cable, 75 cm, DB-9 to DB-9 
Monochrome Cable, 4.6M, DB-9 to DB-9 
Monochrome Cable, 1 .2M, DB-9 to DB-9 



Video Cable Connectors 

DB13W3 

DB-9 BNC A 3 A2 5 1 A1 

1 COO O OO) 5 u3\S (no ooooo o) 

6 Y O O O O/ g Kg^l V ooo o o u J 

W< 10 6 
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9/18/00 





SCSI 




SBus 


PART# 


DESCRIPTION 


501-1869 
130-2031 
340-2573 
530-1812 
530-1813 


SCSI Host Adapter and Buffered Ethernet SBE/S 

• Adapter, RJ45F to RJ45F 

• SCSI Connector Screw, #2-56 x 1/4" 

• 10Base5 Adapter Cable, DB-15, 70 mm 

• 10Base-T Adapter Cable, RJ-45, 40 mm 


501-2015 
340-2573 


Fast SCSI Host Adapter and Buffered Ethernet FSBE/S 
• SCSI Connector Screw, #2-56 x 1/4" 


501-1902 
340-2573 
240-1911 
240-2110 


Differential SCSI Host and Buffered Ethernet DSBE/S 

• SCSI Connector Screw, #2-56 x 1/4" 

• SCSI Connector Standoff, #2-56M - #2-56F (obsolete) 

• SCSI Connector Standoff, #2-56M - #2-56F, Slotted 


501-2739 
530-1871 


SunSwift SBus SCSI/Ethernet 
RJ45 to RJ45 Cable, 4M 
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PARTS BREAKDOWN 



SCSI 



PCI 



PART# 


DESCRIPTION 


501-2741 


SunSwift PCI SCSI/Ethernet 


501-5656 


SunSwift PCI SCSI/Ethernet 


530-1871 


RJ45 to RJ45 Cable, 4M 


375-0005 


Dual Single-Ended Ultra SCSI without FCode 


375-0013 


Dual Single-Ended Ultra SCSI with FCode 


530-2366 


E450 Internal A-Port and B-Port Cable 


530-2452 


External HD68 to VHDCI68 Cable, 80 cm 


530-2453 


External HD68 to VHDCI68 Cable, 2M 


375-0006 


Dual Differential Ultra SCSI without FCode 


375-0014 


Dual Differential Ultra SCSI with FCode 


530-2366 


E450 Internal A-Port and B-Port Cable 


530-2452 


External HD68 to VHDCI68 Cable, 80 cm 


530-2453 


External HD68 to VHDCI68 Cable, 2M 


375-0078 


SCSI RAID Controller SRC/P 


None 


• DPT PM3755U2B SmartRAID Millennium 


None 


• DPT DM4050-64 64MB DIMM 


375-0082 


• DPT BB4050 Battery Backup Module 


None 


• DPT BP-0001-001 2.4V Battery 


None 


• DPT SX4055U2-2 SCSI Expansion Module 


530-2733 


External HD68 to VHDCI68 Cable, 2M (obsolete) 


530-2453 


External HD68 to VHDCI68 Cable, 2M * (-02 required) 


530-2744 


E450 Internal 8-Disk Backplane Cable 



* Two 530-2452-01 or 530-2453-01 cables are not usable at the same time 
on the A and B ports due to thickness of the connector shell. The shell 
thickness was reduced on cables 530-2452-02 and 530-2453-02. 
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SCSI 



XDbus SCSI Disk Cards 


PART# 


DESCRIPTION 


501-2242 


2.1GB SCSI Disk Card with 4 535MB Disk Drives 


501-2066 


• SCSI Disk Card FRU without Disk Drives 


540-2403 


• 535MB Disk Drive FRU 


240-2080 


• #6-32 x 3/16 Screw, Torx or Bristol Spline 0.096-6 


370-1425 


• Conner 535MB Disk Drive 


540-2412 


• Conner 535MB Disk Drive Mounting Bracket 


370-1550 


• Seagate 535MB Disk Drive 


540-2413 


• Seagate 535MB Disk Drive Mounting Bracket 


150-1785 


Single-Ended Active Terminator, HD50 


501-2589 


4.2GB Wide SCSI Disk Card with 4 1 .05GB Disk Drives 


501-2588 


• Wide SCSI Disk Card FRU without Disk Drives 


540-2568 


• 1 .05GB Disk Drive FRU 


240-2080 


• #6-32 x 3/16" Button Screw, Torx or 0.096-6 Bristol 


370-1822 


• 1 .05GB Disk Drive, Conner CFP1 060E 


370-1964 


• 1 .05GB Disk Drive, Conner CFP1 080E 


540-2412 


• Conner Mounting Bracket 


370-1753 


• 1 .05GB Disk Drive, Seagate ST31 200WC j 


540-2413 


• Seagate Mounting Bracket j 


150-2267 


Single-Ended Forced Perfect Terminator, HD68 


501-2980 


8.4 GB Wide SCSI Disk Card with 4 2.1GB Disk Drives 


501-2588 


• Wide SCSI Disk Card FRU without Disk Drives 


540-2706 


• 2.1GB 7200 RPM Disk Drive FRU 


240-2080 


• #6-32 x 3/16" Button Screw, Torx or 0.096-6 Bristol 


370-1956 


• 2.1GB Disk Drive, IBM 


370-2040 


• 2.1GB Disk Drive, Seagate 


540-2413 


• Drive Mounting Bracket 


150-2267 


Single-Ended Forced Perfect Terminator, HD68 
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SCSI 



Gigaplane SCSI Disk Card 



PART# 


DESCRIPTION 


501-4168 


4.2 GB Wide SCSI Disk Card with 2 2.1GB Disk Drives 


501-3113 


• 


Wide SCSI Disk Card FRU without Disk Drives 


540-2730 


• 


2.1GB 7200 RPM Disk Drive FRU 


370-2040 




• 2.1GB Disk Drive, Seagate ST32550WC 


370-1956 




• 2.1GB Disk Drive, IBM DFHS-32160 


540-2936 


• 


2.1GB 7200 RPM Disk Drive FRU 


370-2365 




• 2.1GB Disk Drive, Seagate ST32171WC 


370-1808 




• 2.1GB Disk Drive, Quantum VK22J05 


501-5137 


8.4 GB Wide SCSI Disk Card with 2 4.2GB Disk Drives 


501-3113 


• 


Wide SCSI Disk Card FRU without Disk Drives 


540-2938 


• 


4.2GB 7200 RPM Disk Drive FRU 


370-2367 




• 4.2GB Disk Drive, Seagate ST34371 WC 


370-2809 




• 4.2GB Disk Drive, Quantum VK45J05 


370-3403 




• 4.2GB Disk Drive, IBM DDRS-34560 


370-3412 




• 4.2GB Disk Drive, Fujitsu MAB3045SC 


501-5584 


18.2 GB Wide SCSI Disk Card with 2 9.1GB Disk Drives 


501-3113 


• 


Wide SCSI Disk Card FRU without Disk Drives 


540-3704 


• 


9.1GB 7200 RPM Disk Drive FRU 


370-3404 




• 9.1GB Disk Drive, IBM DDRS-39130 


370-3413 




• 9.1GB Disk Drive, Fujitsu MAB3091SC 


370-3595 




• 9.1GB Disk Drive, Seagate ST39173WC 


390-0004 




• 9.1GB Disk Drive, Fujitsu MAE3091LC 


390-0007 




• 9.1GB Disk Drive, IBM DNES-309170 


50 i-ooo4 


36.4 GB Wide SCSI Disk Card with 2 18.2GB Disk Drives 


501-3113 


• 


Wide SCSI Disk Card FRU without Disk Drives 


540-4177 


• 


18.2GB 10000 RPM Disk Drive FRU 


390-0002 




• 18.2GB Disk Drive, Seagate ST318203LC 


390-0006 




• 18.2GB Disk Drive, Fujitsu MAG3182LC 


390-0038 


• 


18.2GB Disk Drive, Seagate ST318404LC 


390-0043 


• 


18.2GB Disk Drive, Fujitsu MAJ3182WC 
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SCSI 




RSM Array 2000 StorEdge A3000 


PART# 


DESCRIPTION 


370-2435 
540-3600 
540-4027 
370-2434 
370-2438 
370-2439 
150-1890 


Differential SCSI Array Controller without Memory 

Differential SCSI Array Controller with Memory j 

FC-AL Array Controller with Memory 

Battery Assembly 

8MB Processor Memory SIMM 

32MB Cache Memory SIMM 

Differential Terminator, HD68 


StorEdge A3000 StorEdge A3500 StorEdge A3500FC 


PART# 


DESCRIPTION 


370-3656 
540-3083 
370-3930 
540-4026 
370-2434 
370-2438 
370-2439 
150-1890 


Differential SCSI Array Controller without Memory 
Differential SCSI Array Controller with Memory 
A3500FC FC-AL Array Controller without Memory 
A3500FC FC-AL Array Controller with Memory 
Battery Assembly 
8MB Processor Memory SIMM 
32MB Cache Memory SIMM 
Differential Terminator, HD68 


StorEdge A1 000 


PART# 


DESCRIPTION 


375-0015 
375-0016 
375-0007 
370-3417 
None 
None 
370-2439 


Raid Controller FRU w/o Battery, 16MB MPU + 64MB RPA 

Raid Controller FRU w/o Battery, 8MB MPU + 16MB RPA 

Raid Controller with 8MB MPU + 16MB RPA + Battery 

Battery Module 

4MB Memory Module 1Mx36 

8MB Memory Module 2Mx36 

32MB Memory Module 8Mx36 


StorEdge D1 000 


PART# 


DESCRIPTION 


375-0008 
150-1890 


Differential SCSI Board 

Differential Terminator, HD68 I 
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SCSI 



External Single-Ended 8-Bit Narrow SCSI Cables 



PART # 


DESCRIPTION 


530-1185 
530-1186 
530-1249 
530-1250 
530-1334 
530-1365 


DD-50SAto DD-50SA, Ribbon, 1.0M (obs) 
DD-50SA to DD-50SA, Ribbon, 5.0M (obs) 
DD-50SA to DD-50SA, 1 .0M 
DD-50SA to DD-50SA, 3.0M 
DD-50SA to DD-50SA, 2.5M 
DD-50SA to DD-50SA, 41 cm 


530-1435 
530-1593 
530-1792 
530-1829 


HD50 to DD-50SA, 2.0M 

HD50 to DD-50SA, 1.0M 

HD50 to DD-50SA with Ferrites, 2.0M 

HD50 to DD-50SA with Ferrites, 1 .0M 


530-1434 
530-1508 
530-1793 
530-1836 
530-1852 
530-2055 
530-2056 


HD50 to HD50, 45 cm 
HD50 to HD50, 80 cm (X930H) (obsolete) 
HD50 to HD50 with Ferrites, 80 cm (X930H) 
HD50 to HD50 with Ferrites, 2.0M 
HD50 to HD50 with Ferrites, 4.0M, 

HD50 to 90° HD50 with Ferrites, 1 .12M j 
HD50 to 90° HD50 with Ferrites, 1 .65M 


530-2115 
530-2228 
530-2312 


HD68 to HD50, 1 .2M (X903A or X3857A) 
HD68 to HD50, 2.0M (X904A) 
HD68 to HD50 with Ferrites, 4.0M 


530-1501 
530-1502 
530-1503 
530-1568 
530-1900 


DD-50SA to Centronics-50, 2.0M 
Centronics-50 to Centronics-50, 1 .5M 
HD50 to Centronics-50, 2.0M 
DD-50SA to Centronics-50, 4.0M 
HD50 to Centronics-50, 4.0M 


SCSI Cable Connectors 



HD50 

1 (OOOOOOO 00)25 
26 yO OOOO OOP / so 



HD68 

1 { , , / 1 (ooooo OOOOOO) 34 

\ / 68 35 \0 OOOOOOOOO J qq 



1(0 
18 \ 
34 V 



DD-50SA CENTRONICS-50 
(ooo 0000000)17 1 V' |/ 50 

OOOOOOOOO / 3 3 



.OOOOOOOOOO 



50 



VHDCI68 
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SCSI 



External Differential and 16-Bit Wide SCSI Cables 



PART# 


DESCRIPTION 


0"7n Q/I07 


HUbolvl 10 <iX MUbor, oU cm (Y-UaDIG Xoool A) 


roA a OOO 


unco +^ unco on 
HUbo to HUbo, 20 cm 


con ^oo^ 
OoU-1 oo4 


nUbo to HUbo witn rerntes, ou cm 


ooU- IOOO 


unco +/-v unco iam+i-v oiv/i 

HUbo to HUbo witn rerntes, 2M 


con A QQC 

ooU- loob 


unco tr\ unco no niv/i /vn7nA\ 
HUbo 10 HUbo, l^.UM (Xy/9A) 


con oaoo 

530-2022 


unco unco ^ niv/i /vaac a\ 
HUbo to HUbo, 1 .DM (X905A) 


COn OAC7 

530-2057 


unco unco oc »m /vn77A\ 
HUbo tO HUbo, 25 CITI (X977A) 


OoU-2224 


UnCQ +r\ unCQ lA/i + h CT^KK-i+z^o i IV >| 

HUbo to HUbo witn rerntes, iivi 


con OQCO 


HUbo to HUbo witn rerntes, 4ivi (XooiUA) 


con OQ7C 


unco ir\ unco iam+k Erwr\tr\e* -ioiv/i 

HUbo to HUbo witn rerntes, i2ivi 


con oooo 


unco +y-x unco C/^ ^►•i+i^^ on <-m-y-» * /voocca\ 

HUbo to HUbo witn rerntes, ou cm (XooooA) 


con ooo/i 
5o0-2oo4 


unco *r\ unco ..,■.+ u. c^wvO-^r^ oiv/i * 

HUbo to HUbo witn rerntes, 2M 


con OylCO 


1 1 nco +^ \/unnico > .,.4-u OM»*-it/^o on ^r*^ * 

HUbo to VHUuibo witn rerntes, ou cm 


COO O/ICQ 


HUbo to vHuuibo witn rerntes, 2ivi 


COn O/ICyl 


HUbo to VHuuibo witn rerntes, 4ivi (Xoooua; 


con O/icc 


riuoo iu vnuL/ioo witn i-erntes, ium (X3oo1A) 


con oc"7/i 


Unco ir\ WriCQ iA/!th EI/M-ril-Ac CZkA /VOQOOAX 

HUbo to HUbo witn rerntes, dm (xjoooA) 


con OCTK 


HUbo to HUbo witn rerntes, oivi (XoooyA) 


con 0700 

5o0-2/2y 


1 i^f+ ono unco \/unnco oiv/i /vnnoA\ * 
Lett y(J HUbo to VHUOIbO, 2M (X992A) 


con 070c 

530-2735 


nno unco nno unco h c «m /vnn h a \ * 
9U HUbo to 9U HUbo, lb cm (X991A) 






530-2790 


90° HD68 to VHDCI68, .3M (X6917A) 


530-2846 


Right 90° HD68 to VHDCI68, 2M (X959A) * 


530-2847 


Right 90° HD68 to VHDCI68, 4M (X947A) 


530-2905 


90° HD68 to VHDCI68, .5M 


370-3545 


L1000 90° HD68 to 90° HD68, 18 cm 


370-3546 


L1000 90° HD68 to 90° HD68, 36 cm 



* These cables support Single-Ended Ultra/Wide SCSI transfer rates. 
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SCSI 



Terminators 



PART# 


DESCRIPTION 


150-1346 
150-1407 
150-1785 
150-2283 
530-1381 
150-1890 
150-2267 
370-3549 
370-3712 


Single-Ended Passive Terminator, HD50 
Single-Ended Passive Terminator, 50-Pin Centronics 
Single-Ended Active Terminator, HD50 
Single-Ended Forced Perfect Terminator, HD50 
Single-Ended Passive Terminator, DD-50SA 
Differential Terminator, HD68 with LED 
Single-Ended Forced Perfect Terminator, HD68 
Differential Terminator, HD68 without LED (StorEdge L280) 
Differential Terminator, HD68, Low Profile (StorEdge L3500) 
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Fibre Channel 



SPARCstorage Array Model 1 00 



PART it 
inn 1 if 


nF^PRIPTION 
ucounir i i 


501-2552 


Configured Array Controller 


340-2666 


• Filler Panel 


370-1426 


• Fibre Channel Optical Module 


501-2028 


• Battery Module (obsolete, removed from 501-2552-05) 


501 -2857 


m Rattprv MnHulp 


501-2080 


• Array Controller (40MHz microSPARC II) 


501-2553 


Configured SBus Optical Channel Host Adapter 


340-2895 


• Filler Panel 


370-1426 


• Fibre Channel Optical Module 


501-2069 


• SBus Optical Channel Host Adapter SOCHA or FC25/S 


537-1004 


SC Duplex 50/125 Multimode Fibre Optical Cable, 2M 


537-1020 


SC Duplex 50/125 Multimode Fibre Optical Cable, 5M 


537-1006 


SC Duplex 50/125 Multimode Fibre Optical Cable, 15M 



SBus Optical Channel Host Adapter FCode 



SOCHA PART# 


FCode PART# 


FCode REVISION 


501-2069-05 


525-1386-02 


1.18 




501-2069-07 


525-1386-03 


1.33 




501-2069-09 


525-1386-04 


1.52 
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Fibre Channel 



SPARCstorage Array Model 1 1 2 



PART # 


DESCRIPTION 


501-2982 


Configured Array Controller, Light Grey 


340-2666 


• Filler Panel 


370-1426 


• Fibre Channel Optical Module 


501-2857 


• Battery Module 


501-2872 


• Array Controller, Light Grey (1 10MHz microSPARC II) 


501-4272 


Configured Array Controller, Medium Grey 


340-2666 


• Filler Panel 


370-1426 


• Fibre Channel Optical Module 


501-2857 


• Battery Module 


501-4271 


• Array Controller, Medium Grey (1 10MHz microSPARC II) 


501-2553 


Configured SBus Optical Channel Host Adapter 


o4U-^oy5 


• Filler Panel 


370-1426 


• Fibre Channel Optical Module 


501-2069 


• SBus Optical Channel Host Adapter SOCHA or FC25/S 


537-1004 


SC Duplex 50/125 Multimode Fibre Optical Cable, 2M 


537-1020 


SC Duplex 50/125 Multimode Fibre Optical Cable, 5M 


537-1006 


SC Duplex 50/125 Multimode Fibre Optical Cable, 15M 



SBus Optical Channel Host Adapter FCode 



SOCHA PART# 


FCode PART# 


FCode REVISION 


501-2069-05 


525-1386-02 


1.18 




501-2069-07 


525-1386-03 


1.33 




501-2069-09 


525-1386-04 


1.52 
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Fibre Channel 



SPARCstorage Array Model 200 



PART# 


DESCRIPTION j 


501-2786 


Configured Array Controller 


340-2666 


• Filler Panel 


370-1426 


• Fibre Channel Optical Module 


501-2857 


• Battery Module 


501-2651 


• Differential Array Controller (40MHz microSPARC II) 


501-2553 


Configured SBus Optical Channel Host Adapter 


340-2895 


• Filler Panel 


Q7n 1 A OR 
O/U- 14<1D 


• Fibre Channel Optical Module 


501-2069 


• SBus Optical Channel Host Adapter SOCHA or FC25/S 


501-2670 


Differential SCSI to Fibre Channel Adapter 


537-1004 


SC Duplex 50/125 Multimode Fibre Optical Cable, 2M 


537-1020 


SC Duplex 50/125 Multimode Fibre Optical Cable, 5M 


537-1006 


SC Duplex 50/125 Multimode Fibre Optical Cable, 15M 



SBus Optical Channel Host Adapter FCode 



SOCHA PART# 


FCode PART# 


FCode REVISION 


501-2069-05 


525-1386-02 


1.18 




501-2069-07 


525-1386-03 


1.33 




501-2069-09 


525-1386-04 


1.52 
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Fibre Channel 



SPARCstorage Array Model 210 



PART # 


DESCRIPTION 


501-3024 


Configured Array Controller 


340-2666 


• Filler Panel 


370-1426 


• Fibre Channel Optical Module 


501-2857 


* Rattprv Mnriulp 


501-3021 


• Differential Array Controller (1 10MHz microSPARC II) 


501-2553 


Configured SBus Optical Channel Host Adapter 


340-2895 


• Filler Panel 


370-1426 


• Fibre Channel Optical Module 


501-2069 


• SBus Optical Channel Host Adapter SOCHA or FC25/S 


501-2670 


Differential SCSI to Fibre Channel Adapter 


537-1004 


SC Duplex 50/125 Multimode Fibre Optical Cable, 2M 


537-1020 


SC Duplex 50/125 Multimode Fibre Optical Cable, 5M 


537-1006 


SC Duplex 50/125 Multimode Fibre Optical Cable, 15M 



SBus Optical Channel Host Adapter FCode 



SOCHA PART# 


FCode PART# 


FCode REVISION 


501-2069-05 


525-1386-02 


1.18 




501-2069-07 


525-1386-03 


1.33 




501-2069-09 


525-1386-04 


1.52 
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Fibre Channel 



Enterprise Network Array A5000 StorEdge A5000/51 00/5200 



PART# 


DESCRIPTION 


540-2989 
370-2303 
501-3060 


Configured FC-AL Host Adapter <501 -2989-03 

• FC-AL GBIC Optical Module 

• FC-AL Host Adapter 


540-2989 
370-2303 
501-5202 


Configured FC-AL Host Adapter 501-2989-04 

• FC-AL GBIC Optical Module 

• FC-AL Host Adapter 


540-2989 
370-2303 
501-5266 


Configured FC-AL Host Adapter >501 -2989-05 

• FC-AL GBIC Optical Module 

• FC-AL Host Adapter 


540-2988 
370-2303 
501-2951 


Configured Interface Board 

• FC-AL GBIC Optical Module 

• Interface Board 


540-4033 
370-2303 
501-5217 


Configured Interface Board (Not manufactured) 

• FC-AL GBIC Optical Module 

• Interface Board (Not manufactured) 


540-2864 
501-2947 
501-2948 


Interconnect Board Assembly 

• Vertical Interconnect Board 

• Horizontal Interconnect Board 


370-3722 
537-1014 


Long Wave GBIC Optical Module 

SC Duplex 9/125 Singlemode Fibre Optical Cable, 15M 


501-4158 
501-4372 
501-5316 


11 -Slot FC-AL Disk Backplane 

7-Slot FC-AL Disk Backplane j 
7-Slot FC-AL Disk Backplane (Not manufactured) 


537-1004 
537-1020 
537-1006 


SC Duplex 50/125 Multimode Fibre Optical Cable, 2M 
SC Duplex 50/125 Multimode Fibre Optical Cable, 5M 
SC Duplex 50/125 Multimode Fibre Optical Cable, 15M 
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Ethernet 



Accessories 



PART Jt 
inn 1 if 


DF^PRIPTIOM 




Twisted Pair Ethernet Cables 


530-1871 


530-1 871 -xx, Category 3, RJ45 to RJ45, 4M 


530-1871 


530-1 871 -04, Category 5, RJ45 to RJ45, 4M 


530-2093 


Shielded RJ45 to RJ45, 4M 


530-2149 


Category 5, Back-to-Back, RJ45 to RJ45, 1 .0M 


530-2150 


Category 5, Back-to-Back, RJ45 to RJ45, 5.0M 


540-3584 


TP4 Hub Assembly/FRU 


1 SO-2974 

1 \J\J L— C7 / "T 


• UK Adanter 3COM 3C167417 BS1363 Plua 


150-2975 


• European Adapter, 3COM 3C1 67427, CEE 7/16 Plug 


1 50-2976 


• Jaoanese Adaoter 3COM 3C1 67437 JIS 8303 Plua 


150-2977 


• Australian Adapter, 3COM 3C1 67447, AS31 12 Plug 


150-2978 


• S. African Adapter, 3COM 3C1 67457, BS546 Plug 


370-3325 


• OfficeConnect Hub TP4, 3COM 3C16704-US 


None 


• US Adapter, 3Com 3C1 67407, NEMA 1-15 Plug 


370-3795 


Hub Assembly/FRU (replaced 540-3584) 


380-0001 


SunSwitch Gigabit Ethernet Switch 


537-1004 


SC Duplex 50/125 Multimode Fibre Optical Cable, 2M 


537-1020 


SC Duplex 50/125 Multimode Fibre Optical Cable, 5M 


537-1006 


SC Duplex 50/125 Multimode Fibre Optical Cable, 15M 




A31 Technical Compute Farm 


370-4114 


RJ45 Cable, CPI-IWF1PE 


370-4115 


RJ45 Cable, CPI-IWF2PE 


370-4169 


Cisco AS251 1-RJ Access Server 


370-4170 


Cisco WS-C3524-XL-EN 24-Port Gigabit Ethernet Switch I 


370-4189 


Cisco WS-C3508G-XL-EN 8-Port Gigabit Ethernet Switch 


370-4190 


Cisco WS-G5484 1000BASE-SX Multimode GBIC 


370-4228 


Serial Port Adapter 


370-4229 


Arcom NX-7T 10BASE-T AUI Transceiver 


370-4231 


Arcom PX88BK-1 0 Ethernet Cable 
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Ethernet 

SBus 



Ethernet Controllers 



PART# 



DESCRIPTION 



501-1450 
501-1881 
530-1871 
530-2093 

501-2062 
501-4302 
501-4837 
501-5443 
530-1871 
530-2093 

375-0003 
501-4375 
537-1004 
537-1020 
537-1006 

501-2655 
501-2450 
501-2646 
530-1871 
530-2093 
595-3780 

501-2919 
530-1871 
530-2093 
595-3780 



Ethernet Controller 
Ethernet Controller 
RJ45 to RJ45 Cable, 4M 
Shielded RJ45 to RJ45 Cable, 4M 

Quad Ethernet QEC/S 
Quad FastEthernet 1 .0 QFE/S 
Quad FastEthernet 2.0 QFE/S 
Quad FastEthernet 2.0 QFE/S 
RJ45 to RJ45 Cable, 4M 
Shielded RJ45 to RJ45 Cable, 4M 

GigabitEthernet 1.0 
GigabitEthernet 2.0 

SC Dupiex 50/125 Muitimode Fibre Opticai Cabie, 2M 
SC Duplex 50/125 Muitimode Fibre Optical Cable, 5M 
SC Duplex 50/125 Muitimode Fibre Optical Cable, 15M 

SunFastEthernet 1.0/1.1 Assembly/FRU 

• SunFastEthernet 1 .0/1 .1 SBus Card 

• SunFastEthernet Transceiver Card 
RJ45 to RJ45 Cable, 4M 
Shielded RJ45 to RJ45 Cable, 4M 

MM to AUI Converter (requires AC power) 

SunFastEthernet 2.0 

RJ45 to RJ45 Cable, 4M 

Shielded RJ45 to RJ45 Cable, 4M 

Mil to AUI Converter (requires AC power) 
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Ethernet 

SBus 



SCSI/Ethernet Controllers 



PART# 


DESCRIPTION 


501-1869 


SCSI Host Adapter and Buffered Ethernet SBE/S 


I JU _ tUO I 


a AHantor R IARF tn R IJ.RF 


OH-U c-O 1 O 


* QPQI C nnnortnr Qrrou/ #9_^fi v 1/4" 


con 1 p-i o 


a inDaoflC Arlcmt^r Pahl^ r\R_1 R 7H mm 
• lUDdbcO MUdpici OdUlfc?, UD - I O, /U lllill 


530-1813 


• 10Base-T Adapter Cable, RJ-45, 40 mm 


530-1871 


RJ45 to RJ45 Cable, 4M 




Qhiolrlorl R \AR tn R \AR Pahlo AM 


crjl -901 ^ 


Fact QPQI Wnct Arlantor anrl Ri iff ororl Fthornot FQRF/Q 
rdbl OUOI ilUol MUapicr dMU DUIIclcU dMcilltJl roDL/O 




• ouoi oonnecior ocrew, it^.-oo x i/^f 


530-1871 


RJ45 to RJ45 Cable, 4M 


530-2093 


Shielded RJ45 to RJ45 Cable, 4M 


cn.1 -1 QH9 


nifforontial QPQI Mrtct anH Ri iffornH Fthornot HQRF/Q 
Ullltil til llldl oUol nUbl dllU DUIItJitJU ClI IfcJl I lcl UoDC/O 


340-2573 


• Screw, #2-56 x 1/4" i 


240-1911 


• SCSI Connector Standoff, #2-56M - #2-56F 


530-1871 


RJ45 to RJ45 Cable, 4M 


530-2093 


Shielded RJ45 to RJ45 Cable, 4M 


501-2739 


SunSwift SCSI/Ethernet 


530-1871 


RJ45 to RJ45 Cable, 4M 


530-2093 


Shielded RJ45 to RJ45 Cable, 4M 
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Ethernet 

PCI 



Ethernet 



PART# 


DESCRIPTION 


375-0002 


GigabitEthernet 1 .0 


501-4373 


GigabitEthernet 2.0 


537-1004 


SC Duplex 50/125 Multimode Fibre Optical Cable, 2M 


537-1020 


SC Duplex 50/125 Multimode Fibre Optical Cable, 5M 


537-1006 


SC Duplex 50/125 Multimode Fibre Optical Cable, 15M 


501-4359 


SunFastEthernet 


530-1871 


RJ45 to RJ45 Cable, 4M 


530-2093 


Shielded RJ45 to RJ45 Cable, 4M 


501-4366 


Sun Quad FastEthernet 


501-5406 


Sun Quad FastEthernet 


530-1871 


RJ45 to RJ45 Cable, 4M 


530-2093 


Shielded RJ45 to RJ45 Cable, 4M 


501-2741 


SunSwift SCSI/Ethernet 


501-5656 


SunSwift SCSI/Ethernet 


530-1871 


RJ45 to RJ45 Cable, 4M 


530-2093 


Shielded RJ45 to RJ45 Cable, 4M 


501-5426 


GigabitEthernet FC-AL/P 


537-1004 


SC Duplex 50/125 Multimode Fibre Optical Cable, 2M 


537-1020 


SC Duplex 50/125 Multimode Fibre Optical Cable, 5M 


537-1006 


SC Duplex 50/125 Multimode Fibre Optical Cable, 15M 
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Communication 

SBus 



TRI ISDN ATM 



PART # 


DESCRIPTION 


501-1557 


4MB/Sec Token Ring Interface TRI/S 


501-1932 


4/16MB/Sec Token Ring Interface TRI/S 


INUI IC 


"Tho TRI/Q roni liroc o nR_Q pnnnortnr rrimnatihlo \A#ith IRK/I 

1 1 It? 1 lil/O ICLjUIICO a ULJ C7 OUI II IGVsILH U*JI 1 IjJ&UUIc; Willi IOIVI 

interface cables of Type-1 or Type-2 specifications. Use IBM 
part number 6339098. Cables are not available from Sun. 


501-1849 


SBus SunlSDN-BRI/SBI 


501-2603 


SBus SunlSDN-BRI/SBI (BABT, ETSI-1 , and AU-1 approved) 


530-1871 


RJ45 to RJ45 Cable, 4M 


530-2093 


Shielded RJ45 to RJ45 Cable, 4M 


501-2665 


SunATM-155/UTP5 1.0 


501 -2795 


SunATM-155/UTP5 2.0 


530-1871 


RJ45 to RJ45 Cable, 4M 


con OHQQ 


omeiuea nJ4o to nj4o oaoie, 4ivi 


501-2523 


SunATM-155/MFiber 2.0/2.1/4.0 


501-2794 


SunATM-155/MFiber 2.0/2.1/4.0 


501-2864 


SunATM-622/MFiber 2.1/4.0 


537-1004 


SC Duplex 50/125 Multimode Fibre Optical Cable, 2M 


537-1020 


SC Duplex 50/125 Multimode Fibre Optical Cable, 5M 


537-1006 


SC Duplex 50/125 Multimode Fibre Optical Cable, 15M 
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Communication 

SBus 



SCI FDDI 


PART# 


DESCRIPTION 


370-2345 
370-2868 
530-2360 
530-2361 
530-2362 
530-2576 
530-2577 
530-2578 


Scalable Coherent Interface (SCI) Board 
Scalable Coherent Interface (SCI) Board 
SCI Cable, 80-Pin to 80-Pin, 2M 
SCI Cable, 80-Pin to 80-Pin, 5M 
SCI Cable, 80-Pin to 80-Pin, 10M 
SCI Cable with Ferrites, 80-Pin to 80-Pin, 2M 
SCI Cable with Ferrites, 80-Pin to 80-Pin, 5M 
SCI Cable with Ferrites, 80-Pin to 80-Pin, 10M 


370-3146 
530-2469 
530-2470 
540-3362 


Scalable Coherent Interface (SCI) Switch 

SCI Ring Cable, 1M (not released) 

SCI Ring Cable, 3M (not released) 

SCI External Distribution Unit (not released) 


540-2945 
340-3533 
340-3533 
230-1461 
230-1625 


SC! Switch Bracket Kit 

• Support Bracket for SCI Cable w/o Ferrites (340-3533-01) 

• Support Bracket for SCI Cable with Ferrites (340-3533-02) 

• Clamp for SCI Cable without Ferrites (x4) 

• Clamp for SCI Cable with Ferrites (x4) 


501-1732 
537-1003 


FDDI/S 1.0/2.0 SAS 
• FDDI Cable, 15M 


605-1494 

\J\J\J 0*+*+*+ 

501-2687 


FDDI/S SAS Fiber 3.0 HW/SW Assembly 

• FDDI/9 9A9 Fihpr A^pmhl\//FRl J 

• ruL/i/o ono i i uci ncsoci 1 1 ui y / 1 riw 

• Network Peripherals FDDI/S SAS Fiber Card 


605-1495 
595-3446 
501-2689 
370-2838 
370-2839 


FDDI/S DAS Fiber 3.0 HW/SW Assembly 

• FDDI/S DAS Fiber Assembly/FRU 

• Network Peripherals FDDI/S DAS Fiber Card 
FDDI/S SAS Fiber 3.0 Assembly/FRU for Cray CS6400 
FDDI/S DAS Fiber 3.0 Assembly/FRU for Cray CS6400 
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Communication 

SBus 



FDDI 



PAPT it 
rMn I W 


UtoUnlr I IKJN 




FDDI/S SAS A 0 WW/^W AQQPmhk/ 
ruui/o ono h-.u nvv/ovv nooci i luiy 


605-1564 


FDDI/S SAS 4.0 HW/SW Assembly 


370-2238 


• Network Peripherals FDDI/S SAS Fiber Card 


'370-271 R 


* Nptwnrk Pprinhpralc FDDI/S SAS Fihpr Pard 


VjVJvJ 1 \J\J\J 


FDDI/S DAS 4 0 HW/^W Aq«;pmhlv 
ruui/u LvrAO t.v/ nvv/ovv nooci 1 1 l/i y 


UUJ 1 JUJ 


FDDI/S DAS A 0 HW/SW A<^pmhlv 

1 UUl/O UrAO nVV/OVV noDCI 1 lUly 




* Nptwnrk Pprinhpral*; FDDI/S DAS Fihpr Hard 


'V70-271R 


* Nptwnrk Pprinhprate FDDI/S DAS Fihpr Hard 


605-1571 


FDDI/S SAS 5.0 HW/SW Assembly 


vJv/O 1 vJ 1 VJ 


FDDI/S SAS fi 0 HW/SW Aqqpmhlv 

rL/ui/vj o/\0 vj.v/ nvv/ovv nooci 1 1 lm y 


^7n-p^^Q 


* Nptwnrk PprinhpralQ FDDI/S SAS Fihpr Hard fnh<^ 

• iNt?ivvuii\ rtsii|jiidciio ruui/o ono nuci octiu ^*juo^ 


^70-^1 4P 

O/U O 1 M-^L 


* Nptwnrk Pprinhpral<5 FDDI/S SAS Fihpr Hard 

• iNdvvuirv rci icictio ruui/o oaao nuci uqi vj 


vJO / 1 \J\J<D 


a Pahlp Accpmhlv 

V wclL/Iti AAoodllUiy 


1^0-^122 

1 \j\J O 1 ' ' 


* MIH tn Min Pnnnlpr 


180-1 7^7 


m 1 Mptpr FDDI Pahlp SP Dunlpy tn MIC 1 


605-1572 


FDDI/S DAS 5.0 HW/SW Assembly 


605-1609 


FDDI/S DAS 6.0 HW/SW Assembly 




a Nptwnrk Pprinhpralc FDDI/S DAS Fihpr Hard fnhQ\ 

• IMdWUIIX rci I|JI IClCllo 1 UUl/O Ur\\D niUCI WCll U yJUOJ 


O / U O I HO 


a Nptwnrk Pprinhpralc FDDI/S DAS Fihpr Card 
• INtilWUiK r CI l\Jl IfcJl cuo ruL/l/O Uno riUtJI UdlU 


180-1737 


• 3 Meter FDDI Cable, SC Duplex to MIC (obs) 


537-1009 


• Cable Assembly 


130-3122 


• MIC to MIC Coupler 


180-1737 


• 3 Meter FDDI Cable, SC Duplex to MIC 




Enterprise Services FDDI/S 5.0 FRU 


370-4045 


Network Peripherals FDDI/S SAS Fiber Card 1 


370-4046 


Network Peripherals FDDI/S DAS Fiber Card 2 



1 The 370-4045-01 is the same as 370-3142-02. 

2 The 370-4046-01 is the same as 370-3143-02. 
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Communication 

SBus 



SPC HSI 



PART # 


DESCRIPTION 


501-1511 


SBus Serial Parallel Controller SPC/S 


501-1931 


SBus Serial Parallel Controller SPC/S 


340-2342 


• 


19" Wide Rack Mounting Bracket 


340-2361 


• 


Wall Mounting Bracket 


340-2460 


• 


Sun 56" Rack Mounting Bracket 


340-2898 


• 


SBus Mounting Screw Adapter Bracket 


540-2007 


• 


8-Channel Interface Panel 


540-1558 


• 


RS-232 Loopback Test Plug, 25-Pin 


370-1366 


• 


SPC/S Loopback Test Plug, 96-Pin High-Density 


530-1685 


• 


Interface Cable, SBus Card to Interface Panel, 2.0M 


501-1725 


SBus High Speed Serial Interface HSI/S 


530-1685 


Interface Cable, SBus Card to Interface Panel, 2.0M 


340-2342 


• 


19" Wide Rack Mounting Bracket 


340-2361 




Wall Mounting Bracket 


340-2460 


• 


Sun 56" Rack Mounting Bracket 


340-2898 


• 


SBus Mounting Screw Adapter Bracket 


370-1381 


• 


HSI/S Loopback Test Plug, 96-Pin High-Density 


370-1383 


• 


RS-530 Loopback Test Plug, 25-Pin (obsolete) 


530-1430 


• 


RS-449 Loopback Test Plug, 37-Pin 


540-2030 


• 


4-Channel RS-530 Interface Panel (obsolete) 


501-1746 




• RS-530 Interface Panel PCB 


540-2191 


• 


4-Channel RS-449 Interface Panel 


501-1880 




• RS-449 Interface Panel PCB 
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Communication 

PCI 



FDDI HSI TRI SAI ATM 



PART # 



DESCRIPTION 



370-281 1 
370-2812 
537-1009 
130-3122 
None 

370-2728 
180-1749 
530-2492 
530-2726 
370-4068 

None 
370-4068 

375-0001 
375-0073 
None 

370-2810 
370-3089 

None 
370-4069 

375-0100 
370-4069 
None 

501-3027 
501-3028 
501-3029 
537-1004 
537-1020 
537-1006 



FDDI/P SAS 1 .0/2.0 Fiber 
FDDI/P DAS 1.0/2.0 Fiber 
FDDI Cable Assembly 

• MIC to MIC Coupler 

• 3 Meter FDDI Cable, SC Duplex to MIC 

High Speed Serial Interface HSI/P 

2M 80-Pin 4-Port DB37 RS449 Breakout Cable (obsolete) 

2M 80-Pin 4-Port DB37 RS449 Breakout Cable 

2M 80-Pin 4-Port DB37 RS449 Breakout Cable 

2M 80-Pin 4-Port DB37 RS449 Breakout Cable 

Data Cable (not included and not sold) 

NEBS Level-3 80-Pin 4-Port DB37 RS449 Breakout Cable 

Token Ring Interface TRI/P 
Token Ring Interface TRI/P 
9-Pin Data Cable (not included and not sold) 

Serial Asychronous Interface SAI/P 

8-Port I/O Panel and 78-Pin Cable 

Data Cable (not included and not sold) 

NEBS Level-3 8-Port I/O Panel and 78-Pin Cable, X1001A 

Serial Asychronous Interface SAI/P 3.0 

NEBS Level-3 8-Port I/O Panel and 78-Pin Cable 

Data Cable (not included and not sold) 

SunATM-155/UTP 3.0/4.0 
SunATM-155/MFiber 3.0/4.0 
SunATM-622/MFiber 3.0/4.0 

SC Duplex 50/125 Multimode Fibre Optical Cable, 2M 
SC Duplex 50/125 Multimode Fibre Optical Cable, 5M 
SC Duplex 50/125 Multimode Fibre Optical Cable, 15M 
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Communication 

PCI 



HIPPI SCI 



PART# 


DESCRIPTION | 


370-3878 


HIPPI/P 1.0/1.1 


370-3879 


SC Duplex 50/125 Multimode Fibre Optical Cable, 15M 


537-1004 


SC Duplex 50/125 MM Cable, 2M (alternate for 370-3879) 


537-1020 


SC Duplex 50/125 Multimode Fibre Optical Cable, 5M 


537-1006 


SC Duplex 50/125 MM Cable, 15M (alternate for 370-3879) 


595-5149 


Option X1074A 


370-3868 


• SCI/P, Dolphin PCI-64 Model D320 


595-5191 


Option X3895A 


370-3922 


• SCI Switch, Dolphin Model D51 5 


330-2000 


• Bracket 


340-5929 


• Right Cable Bracket 


340-6177 


• Left Cable Bracket 


340-6178 


• Cable Clamp 


340-5957 


• Chassis Foot 


530-2869 


SCI Cable, Option X3901A, 2M 


530-2870 


SCI Cable, Option X3902A, 5M 


530-2871 


SCI Cable, Option X3903A, 7.5M 
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Board Hardware 


PART# 


DESCRIPTION 


130-0272 


2-Pin Shunt, 0.10" Pin Spacing, 0.025" Pin Diameter ? 


130-2190 


2-Pin Shunt, 2.0 mm Pin Spacing, 0.50 mm Pin Diameter 


230-1772 


Ultra 80 Memory Riser Connector Cover 


240-1287 


Hex Screw, M2.5 0.45 x 16 mm 


240-1288 


Hex Screw, M2.5 0.45 x 10 mm 


560-2031 


DB13W3 Dust Cover Kit 




• Ubi 3Wv3 Dust uover 


340-1763 


SBus Filler Panel for LX, Classic, and SS5 


340-2458 


SBus Filler Panel for SS600MP, SS1 000, and SC2000 j 


340-2458 


SBus Filler Panel for E3x00/4x00/5x00/6x00 I/O Board 


340-2963 


SBus Filler Panel for SS10, SS10SX, and SS20 


340-3123 


SBus and Audio Filler Panel for SS4 


340-3187 


SBus Filler Panel for A1 1 , A1 2, and A1 4 


o4U-^obl 


riore ulo riiier riug tor bouuu/4uuu/ouuu/buuu i/u board 


240-2379 


PCI Filler Panel Thumbscrew for E3000/4000/5000/6000 


240-2391 


PCI Filler Panel for E3x00/4x00/5x00/6x00/1 0000 ) 


240-2750 


PCI Filler Panel for A16, A23, and A27 


340-3559 


Audio Module Filler Panel for A16 and A23 


340-3256 


PCI Filler Panel for A20, A25, and A26 


370-3273 


PCI Filler Panel for Netra 1 1 100 and Netra 1 1 120/1 125 


370-3273 


PCI Filler Panel for Netra 1 1400/1405 and Netra ft 1800 


0~7rv 0070 


rui riiier ranei Tor Netra 1 1 Model lOO/iOo 


340-2348 


Upper Piece for Single Slot SBus Card 


340-2349 


Upper Piece for Double Slot SBus Card 


240-1821 


M2 0.4 x 4 mm Screw 
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INPUT DEVICE 
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PARTS BREAKDOWN 

Input Device 



SunButtons 2 

SunDials 3 

Sun Interface Converter 4 

Microphone 5 

Microphone II 5 

Smart Card Reader 5 

CCD Camera 6 

CCD Camera II 7 

Type-5c Keyboard 8 

Type-5 Optical Mouse 10 

Compact 1 Mechanical Mouse 11 

PS/2 Keyboard and Mouse 12 

Type-6 Keyboard and Mouse 13 

Type-6 USB Keyboard and Mouse 14 
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SunButtons 



Option 180 




ft 




Wiring Diagram 



540-1935 
To Serial Port 

DB-25 



POWER SUPPLY 
+5 -12 +12 



530-1525 




DIN-5 



115V NEMA 5-1 5P Plug 
230V IEC 320 Receptacle 



530-1610 



DB-9M DB-9F ~} 



BUTTONS 







DB-9M 

DIALS 


J L 



CODE 


PART# 


DESCRIPTION 




595-1865 


230V SunButtons Assembly 




595-1884 


1 1 5V SunButtons Assembly 


1 


300-1053 


• 115V Power Supply 


2 


300-1054 


• 230V Power Supply 


3 


370-1291 


• SunButtons Box 


4 


540-1935 


• RFI Filter, DB-25 


5 


530-1610 


• DB-9M to DB-9F Cable, 600 mm 


6 


530-1525 


• DB-9 to DB-15 to DIN-5 Cable, 2.0M 


NS 


180-1125 


• 230V AC Power Cord (obsolete) 


NS 


260-3861 


• Overlay Template 
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SunDials 

Option 190 




Wiring Diagram 



540-1935 



To 




+5 -12 +12 



115V NEMA 5-1 5P Plug 
230V I EC 320 Receptacle 





PART # 


DESCRIPTION 




595-1737 


1 15V SunDials Assembly 




595-1773 


230V SunDials Assembly 


1 


300-1053 


• 1 1 5V Power Supply 


2 


300-1054 


• 230V Power Supply 


3 


370-1223 


• Dialbox and Bale 


4 


540-1935 


• RFI Filter, DB-25 


5 


530-1610 


• DB-9M to DB-9F Cable, 600 mm 


6 


530-1525 


• DB-9 to DB-15 to DIN-5 Cable, 2.0M 


NS 


180-1125 


• 230V AC Power Cord (obsolete) 


NS 


260-3257 


• Overlay Template 
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Sun Interface Converter 



Option 465 



Top View 



Bottom View 



SUN 




End View 



Switch Settings 



ON 
OFF 



ON 
OFF 



yyy 



1 2 3 
US 

AT-101 



u n u 



1 2 3 

Germany 

AT-102 



ON 
OFF 



nuu 



1 2 3 
UK 

AT-102 



ON 
OFF 



1 2 3 
DOS/V 



PART# 


DESCRIPTION 


595-3692 
370-2068 
802-3847 


Sun Interface Converter Assembly/FRU j 

• Sun Interface Converter 

• Installation Manual 
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Microphone 




PART# 


DESCRIPTION 


370-1414 


Microphone 


370-1439 


Microphone without Sun Logo 


None 


• Pocket Clip 


None 


• Adhesive Clip 


None 


• Panasonic CR2032 Battery 



Microphone II 




PART# 


DESCRIPTION 


370-1678 
370-1750 
530-2112 


Microphone II 

Microphone II without Sun Logo 

Microphone II adapter for SS10, SS10SX, SPARCstation LX, 
SPARCclassic, and Speakerbox 




Smart Card Reader 




PART# 


DESCRIPTION 


595-5242 
370-4002 
None 


Smart Card Reader, Option 3681 

Smart Card Reader 

• Smart Card Reader Base 
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CCD Camera 



485 

Camera 



487 

SunVideo 
SBus Kit 




5.6 mm f/2.8 
1/60- 1/15000 sec 
47° H x 37° V 



Rear View 



DC IN 12V VIDEO 



Right Side View 



R ELEAS E 

— r 



PART# 


DESCRIPTION 


595-3277 


Camera Assembly, United States 


370-1804 


• Camera 


370-1813 


• AC-DC Power Adapter 


530-2132 


• Video Cable 


595-3279 


Camera Assembly, Europe 


370-1805 


• Camera 


370-1816 


• AC-DC Power Adapter 


530-2132 


• Video Cable 


595-3301 


Camera Assembly, United Kingdom 


370-1806 


• Camera 


370-1815 


• AC-DC Power Adapter 


530-2132 


• Video Cable 


595-3386 


Camera Assembly, Japan 


370-1807 


• Camera 


370-1814 


• AC-DC Power Adapter 


530-2132 


• Video Cable 
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CCD Camera II 

486 488 489 490 498 499 

Camera SunVideo SunVideo+ SunVideo+ SunVideo+ SunVideo+ 

SBus Kit PCI Kit 1 .0 PCI Kit 1 .1 PCI Kit 1 .2 PCI Kit 1 .3 



Front View 




PART# 



DESCRIPTION 



595-3723 
370-2157 
None 

595-3724 
370-2154 
None 

595-3725 
370-2155 

None 
530-1821 

595-3726 
370-2155 
None 



Assembly/FRU, Camera II, United States 

• Camera II, United States 

• 6Vdc Power Module with 2M AC Power Cord 

Assembly/FRU, Camera II, Japan 

• Camera II without Logo, Japan 

• 6Vdc Power Module with 2M AC Power Cord 

Assembly/FRU, Camera II, United Kingdom 

• Camera II, United Kingdom 

• 6Vdc Power Module with 2M AC Power Cord 

• IEC320 to BS1 363 AC Power Cord 

Assembly/FRU, Camera II, Europe 

• Camera II, Europe 

• 6Vdc Power Module with 2M AC Power Cord 
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Type-5c Keyboard 



Underside of Keyboard 



Control Card 



□ 



Mouse Connector 



Flex Cable Connectors 

1 2345 

[oooool Dip Switch or 
oooool Wire Jumpers 



O 



ooooo 
Keyboard Cable Connector 



H 



TOP 



Mouse Connector 



□ Control Card [Wl 
Access Cover LJ 



Captive Keyboard Cable 







WIRE JUMPER 




HEX 


DESCRIPTION 


JSi 


JS2 JS3 JS4 


J'Sb 


CODE 


US 






In 


21 


US/Unix 




In 




22 


Japanese 


In 




In 


31 



DESCRIPTION 


1 


DIP SWITCH 
2 3 4 


5 


HEX 
CODE 


French 








On 


On 


23 


Danish 






On 






24 


German 






On 




On 


25 


Italian 






On 


On 




26 


Dutch 






On 


On 


On 


27 


Norwegian 




On 








28 


Portuguese 




On 






On 


29 


Spanish 




On 




On 




2a 


Swedish/Finnish 




On 




On 


On 


2b 


Swiss/French 




On 


On 






2c 


Swiss/German 




On 


On 




On 


2d 


UK 




On 


On 


On 




2e 


Korean 




On 


On 


On 


On 


2f 


Taiwanese 


On 










30 


French Canadian 


On 


On 


On 


On 


On 


3f 
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Type-5c Keyboard 



PART # 


DESCRIPTION 


320-1233 


Type-5c Keyboard, 2M Cable, Mini 


-Din, 


US 


320-1234 


Type-5c Keyboard, 2M Cable, Mini 


-Din, 


US/UNIX 


320-1252 


Type-5c Keyboard, 2M Cable, Mini 


-Din, 


French 


320-1236 


Type-5c Keyboard, 2M Cable, Mini 


-Din, 


Danish 


320-1237 


Type-5c Keyboard, 2M Cable, Mini 


-Din, 


German 


320-1238 


Type-5c Keyboard, 2M Cable, Mini 


-Din, 


Italian 


320-1239 


Type-5c Keyboard, 2M Cable, Mini 


-Din, 


Dutch 


320-1240 


Type-5c Keyboard, 2M Cable, Mini 


-Din, 


Norwegian 


320-1241 


Type-5c Keyboard, 2M Cable, Mini 


-Din, 


Portuguese 


320-1242 


Type-5c Keyboard, 2M Cable, Mini 


-Din, 


Spanish 


320-1243 


Type-5c Keyboard, 2M Cable, Mini 


-Din, 


Swedish 


320-1245 


Type-5c Keyboard, 2M Cable, Mini 


-Din, 


Swiss/French 


320-1246 


Type-5c Keyboard, 2M Cable, Mini 


-Din, 


Swiss/German 


320-1247 


Type-5c Keyboard, 2M Cable, Mini 


-Din, 


UK 


320-1248 


Tvnp-^p Kpx/hnarrl PM fiflhlp Mini 


-Din 


I\\J\ CCll 1 


320-1249 


Type-5c Keyboard, 2M Cable, Mini 


-Din, 


Taiwanese 


320-1253 


Type-5c Keyboard, 2M Cable, Mini 


-Din, 


Nihon-go 


320-1244 


Type-5c Keyboard, 2M Cable, Mini 


-Din, 


Finnish 


320-1235 


Type-5c Keyboard, 2M Cable, Mini 


-Din, 


US/UNIX w/o Logo 


320-1250 


Type-5c Keyboard, 2M Cable, Mini 


-Din, 


Nihon-go w/o Logo 


320-1251 


Type-5c Keyboard, 2M Cable, Mini 


-Din, 


French Canadian 


370-2002 


Type-5 Keyboard Cable Adapter, F-to-F Mini-Din 


530-2154 


Keyboard Extension Cable, M-to-F Mini-Din, 2.7M 



Note 

The French-Canadian Type-5c Keyboard requires Solaris 2.4. Earlier 
versions of Solaris are not supported and no patches are available. 
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Type-5 Optical Mouse 



[TJ DIN 




PART# 


DESCRIPTION 


f370-1398 
370-1398 
370-1399 
370-1664 
370-1663 


Type-5 Mouse and Pad, Mini-Din 

• Type-5 Mouse, 300 CPI, Mini-Din 

• Type-5 Mouse Pad, 300 CPI, 196.6 x 178.0 mm 
Type-5 Mouse without Sun Logo, 300 CPI, Mini-Din 
Type-5 Mouse Pad without Sun Logo, 300 CPI 



Notes 

1 . The Type-5 Mouse replaced the Type-4 Mouse in October 1993. 

2. The Compact 1 Mouse replaced the Type-5 Mouse in August 1995. 
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PARTS BREAKDOWN 

Compact 1 Mechanical Mouse 

Option 494 




! RART# 


DESCRIPTION 


370-1586-01 
370-1586-02 
370-1586-03 
370-1587-01 
370-1587-02 
370-1587-03 
370-2037-01 
370-2038-01 


Compact 1 Mouse, 4800 Baud, 760 mm Cable 
Compact 1 Mouse, 1200 Baud, 760 mm Cable 
Compact 1 Mouse, 1200 Baud, 1000 mm Cable 
Compact 1 Mouse w/o Logo, 4800 Baud, 760 mm Cable 
Compact 1 Mouse w/o Logo, 1200 Baud, 760 mm Cable 
Compact 1 Mouse w/o Logo, 1200 Baud, 1000 mm Cable 
Foam Pad without Logo 
Foam Pad 



Note 

The 4800 baud mouse was only shipped with the SPARCstation Voyager. 
Solaris 2.3 is required if the 4800 Baud mouse is used on other systems. 



Volume II 



INPUT-11 



PARTS BREAKDOWN 

PS/2 Keyboard and Mouse 
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PART# 


DESCRIPTION 


370-2308 


PS/2 Mouse, Mini-Din-6, 1.8M Cable 


370-2405 


• Mouse Pad 


370-2404 


PS/2 Mouse without Logo, Mini-Din-6, 1 .8M Cable 


370-2405 


• Mouse Pad 


320-1256 


PS/2 Keyboard, Mini-Din-6, 1 .8M Cable, US 


320-1257 


PS/2 Keyboard, Mini-Din-6, 1.8M Cable, UK 


320-1258 


PS/2 Keyboard, Mini-Din-6, 1.8M Cable, Swedish 


320-1259 


PS/2 Keyboard, Mini-Din-6, 1 .8M Cable, Japanese w/o Logo 


320-1260 


PS/2 Keyboard, Mini-Din-6, 1 .8M Cable, German 


320-1261 


PS/2 Keyboard, Mini-Din-6, 1.8M Cable, without Logo 


320-1262 


PS/2 Keyboard, Mini-Din-6, 1 .8M Cable, French 


320-1263 


PS/2 Keyboard, Mini-Din-6, 1.8M Cable, Italian 


320-1264 


PS/2 Keyboard, Mini-Din-6, 1 .8M Cable, Taiwanese 


320-1265 


PS/2 Keyboard, Mini-Din-6, 1 .8M Cable, Spanish 


320-1266 


PS/2 Keyboard, Mini-Din-6, 1.8M Cable, Korean 


320-1267 


PS/2 Keyboard, Mini-Din-6, 1.8M Cable, Japanese 
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Type-6 Keyboard and Mouse 



PART # 



DESCRIPTION 



320-1270 
320-1272 
320-1274 
320-1276 
320-1278 
320-1280 
320-1282 
320-1284 
320-1286 
320-1288 
320-1290 
320-1292 
320-1294 
320-1296 
320-1298 
320-1300 
320-1302 
320-1304 
320-1306 
320-1308 
320-1310 
320-1312 

370-3631 
370-3633 
370-4086 

530-2154 



Type-6 Keyboard, 
Type-6 Keyboard, 
Type-6 Keyboard 
Type-6 Keyboard, 
Type-6 Keyboard, 
Type-6 Keyboard, 
Type-6 Keyboard, 
Type-6 Keyboard, 
Type-6 Keyboard, 
Type-6 Keyboard, 
Type-6 Keyboard, 
Type-6 Keyboard, 
Type-6 Keyboard, 
Type-6 Keyboard, 
Type-6 Keyboard, 
Type-6 Keyboard, 
Type-6 Keyboard, 
Type-6 Keyboard, 
Type-6 Keyboard, 
Type-6 Keyboard, 
Type-6 Keyboard, 
Type-6 Keyboard, 



2M Cable, Mini 
2M Cable, Mini 
2M Cable, Mini-! 
2M Cable, Mini 
2M Cable, Mini 
2M Cable, Mini 
2M Cable, Mini 
2M Cable, Mini 
2M Cable, Mini 
2M Cable, Mini 
2M Cable, Mini 
2M Cable, Mini 
2M Cable, Min 
2M Cable, Mini 
2M Cable, Mini 
2M Cable, Mini 
2M Cable, Min 
2M Cable, Mini 
2M Cable, Mini 
2M Cable, Mini 
2M Cable, Mini 
2M Cable, Mini 



-Din, US 
-Din, US/UNIX 
Din, US/UNIX without Logo 
Din, French 
Din, Danish 
Din, German 
Din, Italian 
Din, Dutch 
Din, Norwegian 
Din, Portuguese 
Din, Spanish 
Din, Swedish 
Din, Finnish 
Din, Swiss/French 
Din, Swiss/German 
Din, UK 
Din, Korean 
Din, Taiwanese 
Din, Japanese 
Din, Japanese w/o Logo 
Din, French-Canadian 
Din, Russian 



Type-6 Mouse, 1200 Baud 

Type-6 Mouse, 1200 Baud, without Logo 

Type-6 Mouse, 4800 Baud 

Keyboard Extension Cable, M-to-F Mini-Din, 2.7M 
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Type-6 USB Keyboard and Mouse 



PART# 


DESCRIPTION 


320-1271 


_ a IX— 1 ■ At « _ i ■ _ || A |-^ | | A} 

Type-6 Keyboard, 2M Cable, USB, US 


320-1273 


-1- A IX I _ _ . | At Jl f\ _ I— 1 _ 1 |An 1 1 Ai /I IK MVS 

Type-6 Keyboard, 2M Cable, USB, US/UNIX 


320-1275 


—I— /*\ i/^ 1 _ 1 a A M f*\ _ l_ 1 _ II f \ W\ 1 1 Ai /I IK II \X . ■ I 1 ■ | 

Type-6 Keyboard, 2M Cable, USB, US/UNIX without Logo 


320-1277 


-|- a IS -l~ U ~J At H /A, II | 1 Ar\ l~~ ^ L~ 

Type-6 Keyboard, 2M Cable, USB, French 


320-1279 


Type-6 Keyboard, 2M Cable, USB, Danish 


AAA -I A A -4 

320-1281 


Type-6 Keyboard, 2M Cable, USB, German 


a a a u aaa 

320-1283 


-|- _ a \S — _ „_1 nu _ 1_ 1 _ 1 1 A r— » 1 1 _i ■ „ 

Type-6 Keyboard, 2M Cable, USB, Italian 


320-1285 


Type-6 Keyboard, 2M Cable, USB, Dutch 


320-1287 


Type-6 Keyboard, 2M Cable, USB, Norwegian 


320-1289 


Type-6 Keyboard, 2M Cable, USB, Portuguese 


aaa -< aa-< 

320-1291 


Type-6 Keyboard, 2M Cable, USB, Spanish 


320-1293 


Type-6 Keyboard, 2M Cable, USB, Swedish 


320-1295 


—r a i/_ i i a iv a s~\ _ i_ i _ ii Oi i—» r*~ ■ ■ _ i_ 

Type-6 Keyboard, 2M Cable, USB, Finnish 


aaa a A a t 

320-1297 


Type-6 Keyboard, 2M Cable, USB, Swiss/French 


AAA -4 AAA 

320-1299 


Type-6 Keyboard, 2M Cable, USB, Swiss/German 


320-1301 


Type-6 Keyboard, 2M Cable, USB, UK 


320-1303 


Type-6 Keyboard, 2M Cable, USB, Korean 


320-1305 


Type-6 Keyboard, 2M Cable, USB, Taiwanese 


320-1307 


Type-6 Keyboard, 2M Cable, USB, Japanese 


320-1309 


Type-6 Keyboard, 2M Cable, USB, Japanese without Logo 


oon H OH o 


lype-b Keyooara, uaoie, Ubb, Hussian 


370-3632 


Type-6 USB Mouse 


370-3634 


Type-6 USB Mouse without Logo 


530-2154 


Keyboard Extension Cable, M-to-F Mini-Din, 2.7M 



INPUT-14 



Field Engineer Handbook 



PARTS BREAKDOWN 
MONITOR 



9/18/00 



PARTS BREAKDOWN 



Monitor 



Monitor and Image Size 2 

Connector Pinouts 3 

Video Cables 4 

LCD 

18- inch Color LCD 5 

Greyscale 

17-inch Greyscale CRT 6 

19- inch Greyscale CRT 8 

1 9- inch Greyscale CRT with OCLI 10 

20- inch Premium Greyscale CRT 1 1 

Color 

14- inch Entry-Level Color CRT 12 

15- inch Color CRT 14 

16- inch Color CRT 15 

1 6-inch Mid-Range Color CRT 17 

16- inch Premium Color CRT 18 

1 7- inch Entry-Level Color CRT 19 

17-inch Premium Color CRT 23 

19-inch Color CRT 25 

19-inch Premium Color CRT 27 

19- inch Premium Flat Screen Color CRT 28 

20- inch Premium Color CRT 29 

21- inch Color CRT 32 

21 -inch Premium Flat Screen Color CRT 34 

24-inch Premium Color CRT 35 
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Monitor and Image Size 



Monitor size is the diagonal dimension of the CRT or the diagonal 
dimension of the CRT phosphor coating. 

The image size of monitors may not be reflected in the monitor 
size listed in sales documents or price lists. 

Image size is the horizontal and vertical dimension of the active 
display. The image size, or active display, is smaller than the CRT, 
Bezel, and Margin. 

Sun Monitor Engineering Specifications define the horizontal and 
vertical dimensions of the nominal image size listed in this section. 
The diagonal dimensions listed in this section are calculated from 
the horizontal and vertical dimensions and do not take CRT 
curvature into account. 

The dimensions of the 19" Premium Color CRT are: 

CRT Size: 20-inch diagonal (19" Phosphor Coating) 
Bezel Size: 360 mm H x 283 mm V x 457 mm (17.99") D 
Nominal Image Size: 350 mm H x 270 mm V x 442 mm (1 7.40") D 



71 



Image Size 



Margin 



Bezel 




MONITOR-2 
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Connector Pinouts 



Color CRT DB13W3 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


Monitor specific 


8 


SENSE1 


2 


Monitor specific 


9 


SENSEO 


3 


SENSE2 


10 


CRTN ! 


4 


SRTN 


A1 


Red | 


5 


CSYNC 


A2 


Green 


6 


Monitor specific 


A3 


Blue 


7 


Monitor specific 







Connector 



A1 



A2 A3 

U 



ooooo OO/ 
o o o o o / 



10 



Pins 1 , 2, 6, and 7 are GND on the SBus GX+. 

Pin-2 is VSYNC and Pin-6 is HSYNC on the SBus CG3. 



Greyscale CRT DB13W3 



PIN 


SIGNAL 


PIN 


SIGNAL 




1 


Monitor specific 


8 


SENSE1 




2 


Monitor specific 


9 


SENSEO 




3 


SENSE2 


10 


CRTN 




4 


SRTN 


A1 


Not used 




5 


CSYNC 


A2 


Green 




6 


Monitor specific 


A3 


Not used 




7 


Monitor specific 








Color CRT HD1 5 






PIN 


SIGNAL 


PIN 


SIGNAL 


1 


Red 


9 


Not used 


2 


Green 


10 


Sync Gnd 


3 


Blue 


11 


Monitor specific 


4 


Monitor specific 


12 


DDC Data 


5 


Sgnd 


13 


Hsync 


6 


Red Gnd 


14 


Vsync | 


7 


Green Gnd 


15 


DDC Clock 


8 


Blue Gnd 







Connector 



A1 



v 



Pin-13 accepts Composite Sync if VSync 
is not present on Pin-14. 



ooooo OO/ 
ooooo / 

6 10 



Connector 



10 
15 



OOOOO 

ooooo 
ooooo 



T 
7 6 
711 



Volume II 



MONITOR-3 



PARTS BREAKDOWN 



9/18/00 



Video Cables 



PART# 


DESCRIPTION 


180-1861 
530-2494 


Color Cable, 1.8M, HD15M to HD15M 
Color Cable, 1.8M, HD15M to HD15M 


530-0492 
530-1138 
530-1307 
530-1362 
530-1415 
530-1440 
530-1509 
530-1839 
530-1840 
530-1870 
530-1898 
530-2020 


Color Cable, 4.6M, 1xBNC to 1xBNC 
Color Cable, 4.6M, 4xBNC to 4xBNC 
Color Cable, 4.6M, 4xBNC to 4xBNC 
Color Cable, 1 .2M, 4xBNC to 4xBNC 
Color Cable, 50 cm, 4xBNC to 4xBNC 
Color Cable, 1.2M, DB13W3M to DB13W3M 
Color Cable, 4.6M, DB13W3M to DB13W3M 
Color Cable, 1.0M, 90° DB13W3M to DB13W3M, 75n 
Color Cable, 4.0M, 90° DB13W3M to DB13W3M, 75ci 
Color Cable, 1.2M, DB13W3M to DB13W3M, 75a 
Color Cable, 4.5M, DB13W3M to DB13W3M, 75a 
Extension Cable, 3.0M, DB13W3M to DB13W3F, 75Q 


130-3034 
130-4195 
530-1446 
530-2357 
530-2917 


HD15F to DB13W3M Adapter, Option 3872 

HD1 5M to DB1 3W3F PGX32 Composite Sync Adapter 

4xBNC to DB13W3 Adapter 

HD15M to DB13W3F Adapter, Option 470 

HD15M to DB13W3F Adapter, 24" Cable, Option 471 


530-1308 
530-1363 
530-1511 


Greyscale Cable, 4.6M, 2xBNC to 2xBNC 
Greyscale Cable, 1 .2M, 2xBNC to 2xBNC 
Greyscale Adapter, 2xBNC to DB13W3 


530-1041 
530-1109 
530-1125 
530-1133 
530-1242 
530-1336 
530-1359 


Monochrome Cable, DB-9 to DB-9 (Sun-2/1 50U) 

Monochrome Cable, 75 cm, DB-9 to DB-9 

Monochrome Cable, 4.6M, DB-9 to DB-9 

Monochrome Cable, 4.6M, DB-9 to DB-9 j 

Monochrome Cable, 75 cm, DB-9 to DB-9 

Monochrome Cable, 4.6M, DB-9 to DB-9 

Monochrome Cable, 1.2M, DB-9 to DB-9 



DB-9 



1 (oo o oo) 

6 \ O O To Q ] 



Video Cable Connectors 



BNC 



DB13W3 

A3 A2 5 1 A1 

[° 0 0 o 0 o 0 o 0 o 0 o~°7 



HD15 



i (ooooo); 
>\ o o o o L 
1 \ooooo/ 1 



MONITOR-4 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



18-inch Color LCD 

Image Size: 359 mm Horizontal 287 mm Vertical 459 mm Diagonal 



Pixel 
Resolution 
1152x900 
1 280 x 1024 
1 280 x 1024 



Horizontal 
Frequency 
61.85KHz 
81.13MHz 
63.98MHz 



Vertical 
Frequency 
66.0Hz 
76.0Hz 
60.0Hz 



Pixel 
Frequency 
94.5MHz 
135.0MHz 
108.0MHz 



PART# 


DESCRIPTION 


365-1394 
370-4166 
530-2893 

365-1395 
370-4166 
530-2893 


18.1" Color LCD Flat Panel, DB13W3 and HD15 

• AC-DC Converter, 100-240Vac Input, 14Vdc Output 

• DB1 3W3 to DB1 3W3 Video Cable, 2M 

18.1" Color LCD Flat Panel w/o Logo, DB13W3 and HD15 

• AC-DC Converter, 100-240Vac Input, 14Vdc Output 

• DB13W3M to DB13W3M Video Cable, 2M 



DB13W3 Female Connector 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


DDC clock 


8 


Not Connected 


2 


Not Connected 


9 


Reserved 


3 


Reserved 


10 


Sync return 


4 


Serial data return 


A1 


Red 


5 


Composite HA/ sync 


A2 


Green 


6 


DDC data 


A3 


Blue 


7 


Vertical sync 







HD15 Female Connector 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


Red 


9 


Reserved i 


2 


Green 


10 


Sync Ground 


3 


Blue 


11 


Ground 


4 


Ground 


12 


DDC Data 


5 


DDC Return 


13 


Horizontal Sync 


6 


Red Ground 


14 


Vertical Sync 


7 


Green Ground 


15 


DDC Clock 


8 


Blue Ground 







This monitor is PC compatible. 
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MONITOR-5 



PARTS BREAKDOWN 



9/18/00 



17-inch Greyscale CRT 

Image Size: 295 mm Horizontal 230 mm Vertical 374 mm Diagonal 

Pixel Horizontal Vertical Pixel 

Resolution Frequency Frequency Frequency 

1152x900 61.8KHZ 66Hz 92.94MHz 



PART# 


DESCRIPTION 


365-1055 
365-1094 


Zenith 17SMM1 

90-240V Monitor, DB13W3 

Zenith 17SMM1 

90-240V Monitor, DB13W3, FCC-B/VCCI-2 



DB13W3 Female Connector 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


Not used 


8 


Sensel 


2 


Not used 


9 


SenseO 


3 


Sense2 


10 


Cgnd 


4 


Sgnd 


A1 


Not used 


5 


Csync 


A2 


Green 


6 


Not used 


A3 


Not used 


7 


Not used 







S2 is grounded. The Sense Code is 3. 
This monitor is not PC compatible. 



MONITOR-6 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



17-inch Greyscale CRT 

Image Size: 295 mm Horizontal 230 mm Vertical 374 mm Diagonal 



Pixel 
Resolution 
914x690 
1024x780 
1024x800 
1152x900 



Horizontal 
Frequency 
70.8KHZ 
71.7KHZ 
70.8KHZ 
71.7KHZ 



Vertical 
Frequency 
84.0Hz 
76.0Hz 
84.0Hz 
76.0Hz 



Pixel 
Frequency 
92.94MHz* 
105.5MHzt 
92.94MHz 
105.5MHz 



PART # 


DESCRIPTION 


365-1100 


Zenith 17SMM4-A 

115V/240V Monitor, DB13W3, FCC-B/VCCI-2 


365-1109 


Zenith 17SMM4-B 

115V/240V OEM Monitor, DB13W3, FCC-B/VCCI-2 


365-1157 


Zenith 17SMM4-A 

115V/240V Monitor, DB13W3, FCC-B/VCCI-2, 
with Video Cable 530-1870 



* The Mode III (1024 x 800 @ 84) Overscan Mode user area is 914 x 690. 
t The Mode II (1 152 x 900 @ 76) Overscan Mode user area is 1024 x 780. 



DB13W3 Female Connector 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


Not used 


8 


Sensel 


2 


Not used 


9 


SenseO 


3 


Sense2 


10 


Cgnd 


4 


Sgnd 


A1 


Not used 


5 


Csync 


A2 


Green 


6 


Not used 


A3 


Not used 


7 


Not used 







S2 is grounded. The Sense Code is 3. 
This monitor is not PC compatible. 
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MONITOR-7 



PARTS BREAKDOWN 



9/18/00 



19-inch Greyscale CRT 

Image Size: 350 mm Horizontal 273 mm Vertical 443 mm Diagonal 

Pixel Horizontal Vertical Pixel 

Resolution Frequency Frequency Frequency 

1152x900 61.8KHZ 66.0Hz 92.94MHz 



PART# 


DESCRIPTION 


DHrKJ 1 OH-O 

540-1514 
140-1022 
180-1097 
180-1146 


1 1 ^\/ Mnnitnr PyRNP ^Q^y^^R mm Raqp 

1 1 O V IVIUIIIIUI, tADIMvy, Ov70AUv-)\J II II II UCtoC 

115V Monitor, 2xBNC, 395x535 mm Base 
Fuse, 1 .6A 

Power Cord, IEC 320/CEE 22 to NEMA 5-15 
Power Cord, IEC 320/CEE 22 to NEMA 5-15 


150-1215 
180-1125 


OACWI Mnnitnr 9yRMP ^Q^y^^R mm Raco 
c. L \\J\ IVIUIIIIUI, caDNu, OyOAOOO lllili Daoc 

Fuse, 1 .6A 

Power Cord, IEC 320/CEE 22 to pigtail 


365-1010 
140-1022 
180-1097 
180-1146 


PhilinQ M1QP1 1 AA/fi1fi1 nr M1QP1 1 DP/R1 OP 

II IIIIUo IVI I v7r I I H-M/O I U I Ul IVI I C/i I I tn/O I \Jc-l\J I \JC. 

115V Monitor, 2xBNC, 395x535 mm Base 
Fuse, 1 .6A 

Power Cord, IEC 320/CEE 22 to NEMA 5-15, USA 
Power Cord, IEC 320/CEE 22 to NEMA 5-15 


365-1009 
150-1215 
180-1125 


240V Monitor, 2xBNC, 395x535 mm Base 
Fuse, 1 .6A 

Power Cord, IEC 320/CEE 22 to pigtail 


365-1053 
140-1022 
180-1146 


Philips M19P114A/61 61 20 

1 15V Monitor, 2xBNC, 409x409 mm Base 

Fuse, 1 .6A I 

Power Cord, IEC 320/CEE 22 to NEMA 5-15 


365-1046 
150-1215 
180-1125 


240V Monitor, 2xBNC, 409x409 mm Base 
Fuse, 1 .6A 

Power Cord, IEC 320/CEE 22 to pigtail 


365-1071 


Philips M19P114A/61 27/20 

1 15V/240V Monitor, DB13W3, FCC-A, 409x409 mm Base 



MONITOR-8 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



19-inch Greyscale CRT 

Image Size: 350 mm Horizontal 273 mm Vertical 443 mm Diagonal 

Pixel Horizontal Vertical Pixel 

Resolution Frequency Frequency Frequency 

1152x900 71.7KHZ 76.0Hz 105.5Mhz 

1076x824 71.7KHZ 76.0Hz 105.5MHz* 



PART # 


DESCRIPTION 


365-1099 


Philips M20P11 OA/71 0320 

115V/240V Monitor, DB13W3, FCC-B/VCCI-2 


365-1108 


Philips M20P11 OA/71 0320 

115V/240V OEM Monitor, DB13W3, FCC-B/VCCI-2 


365-1140 


Philips M20P11 OA/71 32 

115V/240V Monitor, DB13W3, FCC-B/VCCI-2, VLF 


365-1154 


Philips M20P1 1 0A/71 32 or Capetronics DM8200 

115V/240V Monitor, DB13W3, FCC-B/VCCI-2, VLF, 
with Video Cable 530-1870 



* The Mode II (1 152 x 900 @ 76) Overscan Mode user area is 1076 x 824. 



DB13W3 Female Connector 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


Not used 


8 


Sensel 


2 


Not used 


9 


SenseO 


3 


Sense2 


10 


Cgnd 


4 


Sgnd 


A1 


Not used 


5 


Csync 


A2 


Green 


6 


Not used 


A3 


Not used 


7 


Not used 







SO and S1 are grounded. The Sense Code is 4. 
This monitor is not PC compatible. 
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MONITOR-9 



PARTS BREAKDOWN 



9/18/00 



19-inch Greyscale CRT with OCLI 

Image Size: 350 mm Horizontal 273 mm Vertical 443 mm Diagonal 



Pixel Horizontal Vertical 
Resolution Frequency Frequency 
1152x900 61.8KHZ 66.0Hz 


Pixel 
Frequency 
92.94MHz 


PART# 


DESCRIPTION 




Philips M19P114T/6103 




365-1008 


240V Monitor, 2xBNC, 395x535 mm Base 




150-1051 


Fusecarrier 




150-1215 


Fuse, 1 .6A 




180-1125 


Power Cord, IEC 320/CEE 22 to pigtail 




365-1052 


240V Monitor, 2xBNC, 409x409 mm Base 




150-1051 


Fusecarrier 




150-1215 


Fuse, 1 .6A 




180-1125 


Power Cord, IEC 320/CEE 22 to pigtail 





BNC Adapter 530-1511 
DB13W3 Female Connector 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


Not used 


8 


Sensel 


2 


Not used 


9 


SenseO 


3 


Sense2 


10 


Cgnd 


4 


Sgnd 


A1 


Not used 


5 


Csync 


A2 


Green 


6 


Not used 


A3 


Not used 


7 


Not used 







S2 is grounded in Adapter 530-151 1 . The Sense Code is 3. 
This monitor is not PC compatible. 
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PARTS BREAKDOWN 



20-inch Premium Greyscale CRT 

Image Size: 350 mm Horizontal 273 mm Vertical 443 mm Diagonal 



Pixel 
Resolution 
1152x900 
1280 x 1024 



Horizontal 
Frequency 
71.8KHz 
81.1 KHz 



Vertical 
Frequency 
76.0Hz 
76.0Hz 



Pixel 
Frequency 
105.5MHz 
135.0MHz 



PART # 



DESCRIPTION 



365-1168 



365-1320 



Zenith 20S5 

115V/240V Monitor, DB13W3, FCC-B/VCCI-2, 
MPR 1990:10 with non-removable 1.2M Video Cable 



Zenith 20S5 

115V/240V Southern Hemisphere Monitor, DB13W3, 
FCC-B/VCCI-2, MPR 1990:10 with non-removable 



DB13W3 Male Connector 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


Not used 


8 


Sensel 


2 


Not used 


9 


SenseO 


3 


Sense2 


10 


Cgnd 


4 


Sgnd 


A1 


Not used 


5 


Csync 


A2 


Green 


6 


Not used 


A3 


Not used 


7 


Not used 







S1 and S2 are grounded. The Sense Code is 6. 
This monitor is not PC compatible. 
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MONITOR-11 



PARTS BREAKDOWN 



9/18/00 



14-inch Entry-Level Color CRT 

Image Size: 255 mm Horizontal 191 mm Vertical 319 mm Diagonal 

Default Horizontal Vertical Pixel 

Resolution Frequency Frequency Frequency 

800x600 46.875KHZ 75.000Hz 49.50MHz 

1024x768 48.363KHZ 60.004Hz 65.00MHz 



PART # 


DESCRIPTION 


365-1350 
365-1351 


Samsung CQB4157L, .28 mm Dot-Pitch 
115V/240V Monitor, SVGA, HD-15 

115V/240V OEM Monitor, SVGA, HD-15 



HD15 Male Connector 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


Red 


9 


Not used 


2 


Green 


10 


Sync Gnd 


3 


Blue 


11 


Gnd 


4 


Not used 


i O 
1 1— 


DDC Data 


5 


Not used 


13 


Hsync 


6 


Red Gnd 


14 


Vsync 


7 


Green Gnd 


15 


DDC Clock 


8 


Blue Gnd 







This monitor is PC compatible. 



MONITOR-12 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



14-inch Entry-Level Color CRT 

Image Size: 255 mm Horizontal 191 mm Vertical 319 mm Diagonal 

Default Horizontal Vertical Pixel 

Resolution Frequency Frequency Frequency 

800x600 46.875KHZ 75.000Hz 49.50MHz 

1 024 x 768 48.363KHZ 60.004Hz 65.00MHz 



PART# 


DESCRIPTION 


365-1388 
365-1389 


Samsung, .28 mm Dot-Pitch 
115V/240V Monitor, SVGA, HD-15 

115V/240V OEM Monitor, SVGA, HD-15 



HD15 Male Connector 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


Red 


9 


Reserved 


2 


Green 


10 


Sync Gnd 


3 


Blue 


11 


Gnd 


4 


Not used 


12 


DDC Data 


5 


Data gnd 


13 


Hsync 


6 


Red Gnd 


14 


Vsync 


7 


Green Gnd 


15 


DDC Clock 


8 


Blue Gnd 







This monitor is PC compatible. 
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MONITOR-13 



PARTS BREAKDOWN 



9/18/00 



15-inch Color CRT 

Image Size: 260 mm Horizontal 195 mm Vertical 325 mm Diagonal 

Pixel Horizontal Vertical Pixel 

Resolution Frequency Frequency Frequency 

1152x900 61.8KHZ 66Hz 94.5MHz 

1024x768 62.0KHz 77Hz 84.37MHz 



PART# 


DESCRIPTION 


365-1286 
365-1327 


Nokia 449A101, .28 mm Dot-Pitch 

115V/240V Monitor, DB13W3, FCC-BA/CCI-2, ELF/VLF 
with non-removable 1 .2M Video Cable 

Nokia 449A101, .28 mm Dot-Pitch 

115V/240V Monitor, DB13W3, FCC-BA/CCI-2, ELFA/LF, 
Energy Star, with non-removable 1 .2M Video Cable 



DB13W3 Male Connector 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


Connected to Pin-10 


8 


Sensel 


2 


Not used 


9 


SenseO 


3 


Sense2 


10 


Cgnd 


4 


Sgnd 


A1 


Red 


5 


Csync 


A2 


Green 


6 


Not used 


A3 


Blue 


7 


Connected to Pin-10 







SO, S1 , and S2 are grounded. The Sense Code is 0. 
This monitor is not PC compatible. 



Note 

The monitor synchronizes horizontally from 30KHz to 62 KHz and vertically 
from48Hzto 100Hz. 



MONITOR-14 Field Engineer Handbook 
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PARTS BREAKDOWN 



16-inch Color CRT 

Image Size: 295 mm Horizontal 230 mm Vertical 

Pixel Horizontal Vertical 

Resolution Frequency Frequency 
1152x900 61.8KHZ 66Hz 



374 mm Diagonal 

Pixei 
Frequency 
92.94MHz 



PART # 



DESCRIPTION 



365-1020 
150-1225 
180-1146 

365-1022 
150-1226 
180-1125 

365-1063 
150-1225 
180-1146 

365-1064 
150-1226 
180-1125 

365-1079 
150-1225 
180-1146 

365-1080 
150-1226 

365-1092 
150-1225 
180-1146 

365-1093 
150-1226 



115V Sony P2 GDM-1604-15 Monitor, 4xBNC 
Fuse, 4A 

Power Cord, IEC 320/CEE 22 to NEMA 5-15 

240V Sony P2 GDM-1 604-40 Monitor, 4xBNC 
Fuse, 3.1 5A 

Power Cord, IEC 320/CEE 22 to pigtail 

115V Sony P2 GDM-1604B-15 Monitor, DB13W3 
Fuse, 4A 

Power Cord, IEC 320/CEE 22 to NEMA 5-15 

240V Sony P2 GDM-1 604B-40 Monitor, DB13W3 
Fuse, 3.1 5A 

Power Cord, IEC 320/CEE 22 to pigtail 

115V Sony P2 GDM-1604A-15 Monitor, DB13W3, FCC-A 
Fuse, 4A 

Power Cord, IEC 320/CEE 22 to NEMA 5-15 

240V Sony P2 GDM-1 604A-40 Monitor, DB13W3, FCC-A 
Fuse, 3.15A 

115V Sony P2 GDM-1604B-15 Monitor, DB13W3, FCC-B 
Fuse, 4A 

Power Cord, IEC 320/CEE 22 to NEMA 5-15 

240V Sony P2 GDM-1 604B-40 Monitor, DB13W3, FCC-B 
Fuse, 3.15A 



Notes 

1. SO and S1 are grounded. The Sense Code is 4. 

2. DB13W3 Pins 1, 2, 6, and 7 are not used. 
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PARTS BREAKDOWN 



9/18/00 



16-inch Color CRT 

Image Size: 295 mm Horizontal 230 mm Vertical 374 mm Diagonal 

Pixel Horizontal Vertical Pixel 

Resolution Frequency Frequency Frequency 

1152x900 61.8KHZ 66.0Hz 92.94MHz 



PART# 



DESCRIPTION 



365-1143 



365-1146 



Philips/Fimi C1764, .26 mm Dot-Pitch 

SPARCstation IPC Option LPC 

115V Monitor, DB13W3, FCC-B/VCCI-2 

Philips/Fimi C1764, .26 mm Dot-Pitch 

SPARCstation IPC Option LPC 

240V Monitor, DB13W3, FCC-B/VCCI-2 



DB13W3 Female Connector 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


Connected to Pin-10 


8 


Sensel 


o 


M _i . l 


9 


SenseO 


3 


Sense2 


10 


Cgnd 


4 


Sgnd 


A1 


Red 


5 


Csync 


A2 


Green 


6 


Not used 


A3 


Blue 


7 


Connected to Pin-10 







S2 is grounded. The Sense Code is 3. 
This monitor is not PC compatible. 
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PARTS BREAKDOWN 



16-inch Mid-Range Color CRT 

Image Size: 95 mm Horizontal 226 mm Vertical 371 mm Diagonal 



Pixel 
Resolution 
1152x900 
1024x768 



Horizoniai 
Frequency 
61.8KHZ 
62.0KHZ 



vertical 
Frequency 
66.0Hz 
77.0Hz 



Frequency 
92.94MHz 
84.37MHz 



PART # 


DESCRIPTION 




Sony CPD-1790, .26 mm Dot-Pitch 


365-1151 


115V/240V Monitor, DB13W3, FCC-B/VCCI-2, 
with non-removable 1 .2M Video Cable 


365-1164 


115V/240V S. Hemisphere Monitor, DB13W3, 
FCC-B/VCCI-2, with non-removable 1 .2M Video Cable 


365-1165 


115V/240V European Monitor, DB13W3, FCC-B/VCCI-2, 
Swedish MPR-2, with non-removable 1.2M Video Cable 


365-1166 


1 1 5V/240V OEM Monitor, DB1 3W3, FCC-B/VCCI-2, 
with non-removable 1 .2M Video Cable. 



DB1 3W3 Male Connector SSS Compatibility Matrix 1 



PIN 


SIGNAL 


PIN 


SIGNAL 




MODEL 


PART# 


COM PATI BILE 


1 


Not used 


8 


Sensel 




Xterm 1 


>501 -2540-03 


Yes 


2 


Not used 


9 


SenseO 




Xterm 1 


>501 -3025-02 


Yes 


3 


Sense2 


10 


Cgnd 




70MHz 


>501-2861-02 


Yes 


4 


Sgnd 


A1 


Red 




70MHz 


>50 1-3002-02 


Yes 


5 


Csync 


A2 


Green 




85MHz 


>501 -2549-03 


Yes 


6 


Not used 


A3 


Blue 




85MHz 


>501 -2928-02 


Yes 


7 


Not used 








110MHz 


>501 -3008-03 


Yes 


S2 is grounded. 






110MHz 


501-3109-xx 


Yes 2 


The Sense Code is 3. 


110MHz 


501-3134-xx 


Yes 2 



Not a PC compatible monitor. 



1 If the SPARCstation 4 tcx frame buffer outputs sync on green, the board is 
not compatible with the 16-inch monitor. The monitor cannot remove sync 
from the green output. Sync on green causes a higher than normal green 
output level. Refer to BugID 1218690. 

2 Jumper J0501 on the SS4 CPU enables or disables sync on green. 
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MONITOR-17 



PARTS BREAKDOWN 



9/18/00 



Image Size: 



16-inch Premium Color CRT 

295 mm Horizontal 230 mm Vertical 374 mm Diagonal 



Pixel 
Resolution 
944 x 736 
1076x824 
1152x900 
1152x900 



Horizontal 
Frequency 
70.8KHZ 
71.7KHZ 
61.8KHZ 
71.7KHZ 



Vertical 
Frequency 
84.0Hz 
76.0Hz 
66.0Hz 
76.0Hz 



Pixel 
Frequency* 
92.94MHz 
105.5MHzt 
92.94MHz 
105.5MHz 



PART# 



DESCRIPTION 



365-1096 



365-1107 
365-1113 



365-1130 
365-1147 



365-1159 
365-1161 
365-1289 



Sony P3 GDM-1662, .31 mm Dot-Pitch 

115V/240V Monitor, DB13W3, FCC-A/VCCI-1 (not used) 

Sony P3 GDM-1662 or GDM-1662B, .31 mm Dot-Pitch 
115V/240VOEM Monitor, DB13W3, FCC-B/VCCI-2 
115V/240V Monitor, DB13W3, FCC-B/VCCI-2 

Sony P3 GDM-1662B, .31 mm Dot-Pitch 
115V/240V Monitor, DB13W3, FCC-B/VCCI-2, VLF 
115V/240V Southern Hemisphere Monitor, DB13W3, VLF 

Sony P3 GDM-1662B, .31 mm Dot-Pitch 
with Video Cable 530-1870 

115V/240V Monitor, DB13W3, FCC-B/VCCI-2, VLF, 
115V/240V S. Hemisphere Monitor, DB13W3, VLF, 
1 15V/240V OEM Monitor, DB13W3, VLF, 



* The Mode III (1024 x 800 @ 84) Overscan Mode user area is 944 x 736. 
t The Mode II (1 152 x 900 @ 76) Overscan Mode user area is 1076 x 824. 



Notes 

1 . SO is grounded. The Sense Code is 6. 

2. DB13W3 Pins 1, 2, 6, and 7 are not used. 

3. This monitor is not PC compatible. 

4. The overscan mode is not supported at 66Hz vertical refresh. 

5. The Frame Buffer revisions listed below do not decode the monitor 
sense code. Video is not displayed upon power-up until the video 
cable is removed and reconnected. 

P4 CG6, 501-1505-03 and below 
P4 CG6, 501-1532-09 and below 
SBus CG6, 501-1481-04 and below 
SBus CG6 501-1645-03 and below. 



MONITOR-18 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



17-inch Entry-Level Color CRT 

Image Size: 300 mm Horizontal 225 mm Vertical 375 mm Diagonal 



Pixel 
Resolution 
1152x900 
1024x768 



Horizontal 
Frequency 
61.8KHz 
62.0KHz 



veriiuai 
Frequency 
66.0Hz 
77.0Hz 



Frequency 
94.5MHz 
84.3MHz 



PART # 


DESCRIPTION 


365-1343 
365-1345 


Nokia, .28 mm Dot-Pitch 

1 1 5V/240V Monitor, DB1 3W3, FCC-B/VCCI-2, 

with non-removable 1 .2M Video Cable ! 

Nokia, .28 mm Dot-Pitch 

1 1 5V/240V OEM Monitor, DB1 3W3, FCC-B/VCCI-2, 
with non-removable 1 .2M Video Cable 



DB13W3 Male Connector 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


Not used 


8 


Sensel 


2 


Not used 


9 


SenseO 


3 


Sense2 


10 


Cgnd 


4 


Sgnd 


A1 


Red 


5 


Csync 


A2 


Green 


6 


Not used 


A3 


Blue 


7 


S3/Vsync 







SO, S1 , and S2 are grounded. The Sense Code is 0. 
Pin-7 is not connected on monitors marked DEV08773. 
This monitor is PC compatible. 



1 If the SPARCstation 4 tcx frame buffer outputs sync on green, the board is 
not compatible with the 17-inch monitor. The monitor cannot remove sync 
from the green output. Sync on green causes a higher than normal green 
output level. Refer to BugID 1218690. 

2 Jumper J0501 on the SS4 CPU enables or disables sync on green. 
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MONITOR-19 



PARTS BREAKDOWN 



9/18/00 



17-inch Entry-Level Color CRT 

Image Size: 300 mm Horizontal 225 mm Vertical 375 mm Diagonal 



Pixel 
Resolution 
800 x 600 
1152x900 
1152x900 
1024x768 
1024x768 



Horizontal 
Frequency 
46.8KHz 
61.8KHZ 
71.8KHZ 
62.0KHZ 
60-OKHz 



Vertical 
Frequency 
75.0Hz 
66.0Hz 
76.0Hz 
77.0Hz 
75.0Hz 



Pixel 
Frequency 
49.5MHz 
94.5MHz 
108.0MHz 
84.3MHz 
78.7MHz 



PART# 


DESCRIPTION 




Nokia, .27 mm Dot-Pitch 


365-1354 


115V/240V Monitor, HD15, FCC-B/VCCI-2, 
with non-removable 1 .5M Video Cable 

Nokia, .27 mm Dot-Pitch 


365-1355 


1 1 5V/240V OEM Monitor, HD15, FCC-B/VCCI-2, I 
with non-removable 1 .5M Video Cable 


130-3034 


HD15F to DB13W3M Adapter 



HD15 Male Connector 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


Red 


9 


Not used 


2 


Green 


10 


Sync Gnd 


3 


Blue 


11 


Gnd 


4 


Gnd 


12 


DDC Data 


5 


Sgnd 


13 


Hsync 


6 


Red Gnd 


14 


Vsync 


7 


Green Gnd 


15 


DDC Clock 


8 


Blue Gnd 







Pin-13 accepts Composite Sync if Vsync is not present on Pin-14. 
This monitor is PC compatible. 



MONITOR-20 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



17-inch Entry-Level Color CRT 

Image Size: 300 mm Horizontal 225 mm Vertical 375 mm Diagonal 



Pixel 
Resolution 
800 x 600 
1152x900 
1152x900 
1024x768 
1024x768 
1024x768 



Horizontal 
Frequency 
46.8KHz 
61.8KHZ 
71.8KHZ 
62.0KHz 
60.0KHz 
68.7KHZ 



vertical 
Frequency 
75.0Hz 
66.0Hz 
76.0Hz 
77.0Hz 
75.0Hz 
85.0Hz 



Frequency 
49.5MHz 
94.5MHz 
108.0MHz 
84.3MHz 
78.7MHz 
94.5MHz 



PART# 


DESCRIPTION 


365-1396 


Samsung, .28 mm Dot-Pitch 

115V/240V Monitor, HD15, FCC-B/VCCI-2, 
with non-removable 2.0M Video Cable 


365-1397 


Samsung, .28 mm Dot-Pitch 

115V/240V OEM Monitor, HD15, FCC-B/VCCI-2, 
with non-removable 2.0M Video Cable 


130-3034 


HD15F to DB13W3M Adapter 



HD15 Male Connector 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


Red 


9 


Not used 


2 


Green 


10 


Sync Gnd 


3 


Blue 


11 


Gnd 


4 


Gnd 


12 


DDC Data 


5 


Sgnd 


13 


Hsync 


6 


Red Gnd 


14 


Vsync 


7 


Green Gnd 


15 


DDC Clock 


8 


Blue Gnd 







Pin-13 can accept Composite Sync. 
This monitor is PC compatible. 
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MONITOR-21 



PARTS BREAKDOWN 



9/18/00 



17-inch Entry-Level Color CRT 

Image Size: 300 mm Horizontal 225 mm Vertical 375 mm Diagonal 



Pixel 
Resolution 
800 x 600 
1152x900 
1152x900 
1024x768 
1024x768 
1024x768 



Horizontal 
Frequency 
46.8KHz 
61.8KHZ 
71.8KHZ 
62.0KHZ 
60.0KHZ 
68.7KHZ 



Vertical 
Frequency 
75.0Hz 
66.0Hz 
76.1Hz 
77.0Hz 
75.0Hz 
85.0Hz 



Pixel 
Frequency 
49.5MHz 
94.5MHz 
108.0MHz 
84.3MHz 
78.7MHz 
94.5MHz 



PART# 


DESCRIPTION 


365-1406 


Samsung, .28 mm Dot-Pitch 

115V/240V Monitor, HD15, FCC-B/VCCI-2, 
with non-removable 2.0M Video Cable 


365-1407 


Samsung, .28 mm Dot-Pitch 

115V/240V OEM Monitor, HD15, FCC-B/VCCI-2, 
with non-removable 2.0M Video Cable 


130-3034 


HD15F to DB13W3M Adapter 



HD15 Male Connector 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


Red 


9 


Not used 


2 


Green 


10 


Sync Gnd 


3 


Blue 


11 


Not used 


4 


Not used 


12 


DDC Data 


5 


Sgnd 


13 


Hsync 


6 


Red Gnd 


14 


Vsync 


7 


Green Gnd 


15 


DDC Clock 


8 


Blue Gnd 







Pin-13 can accept Composite Sync. 
This monitor is PC compatible. 



MONITOR-22 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



17-inch Premium Color CRT 

Image Size: 300 mm Horizontal 234 mm Vertical 380 mm Diagonal 



Pixel 
Resolution 
1152x900 
1 280 x 1024 



Horizontal 
Frequency 
71 .81 KHz 
81.13KHZ 



Vertical 
Frequency 
76.14Hz 
76.11Hz 



Pixel 
Frequency 
108.0MHz 
135.0MHz 



PART# 


DESCRIPTION 




bony N1 (aUM-17h10, .26 mm uot-Pitcn 


365-1316 


115V/240V Monitor, DB13W3, FCC-BA/CCI-2, 




with non-removable 1 .2M Video Cable 




Sony N1 GDM-17E10 


365-1319 


1 1 5V/240V OEM Monitor, DB1 3W3, FCC-B/VCC1 -2 




with non-removable 1.2 Video Cable 




Sony N1 GDM-17E10 


365-1321 


115V/240V Southern Hemisphere Monitor, DB13W3, 




FCC-B/VCC1-2 with non-removable 1 .2 Video Cable 



DB13W3 Male Connector 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


RS232 clock input 


8 


Sensel 


2 


RS232 data in 


9 


SenseO 


3 


Sense2 


10 


Cgnd 


4 


Sgnd 


A1 


Red 


5 


Csync 


A2 


Green 


6 


RS232 data out 


A3 


Blue 


7 


Not used 







SO is grounded. The Sense Code is 5. 
This monitor is not PC compatible. 
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MONITOR-23 



PARTS BREAKDOWN 



9/18/00 



17-inch Premium Color CRT 

Image Size: 300 mm Horizontal 234 mm Vertical 380 mm Diagonal 
Image Size: 293 mm Horizontal 234 mm Vertical 375 mm Diagonal 



Pixel 
Resolution 
1152x900 
1 280 x 1024 
960 x 680 



Horizontal 
Frequency 
71 .81 KHz 
81.13KHz 
81.13KHz 



Vertical 
Frequency 
76.14Hz 
76.11Hz 
112.37Hz 



Pixel 
Frequency 
108.0MHz 
135.0MHz 
101.0MHz 



PART# 



DESCRIPTION 



365-1338 



365-1339 



365-1341 



Sony N2 GDM17E20, .26 mm Dot-Pitch 

115V/240V Monitor, DB13W3, FCC-B/VCCI-2, 
with non-removable 1 .2M Video Cable 

Sony N2 GDM17E20, .26 mm Dot-Pitch 

115V/240V OEM Monitor, DB13W3, FCC-B/VCC1-2 
with non-removable 1 .2 Video Cable 

Sony N2 GDM17E20, .26 mm Dot-Pitch 

115V/240V Southern Hemisphere Monitor, DB13W3, 
FCC-B/VCC1-2 with non-removable 1.2 Video Cable 



DB13W3 Male Connector 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


SCL clock input for DDC1/2B 


8 


Sensel 


2 


+5Vdc from DDC framebuffer 


9 


SenseO 


3 


Sense2 


10 


Cgnd 


4 


Sgnd 


A1 


Red 


5 


Csync 


A2 


Green 


6 


SDA bi-directional serial data 


A3 


Blue 


7 


Sense3/Vsync 







SO and S3 are grounded. The Sense Code is 6. 

Pin-5 is Hsync if Vsync is present on Pin-7. 

This monitor is PC compatible with internal rework. 



MONITOR-24 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



19-inch Color CRT 

Image Size: 350 mm Horizontal 273 mm Vertical 443 mm Diagonal 

Pixel Horizontal Vertical Pixel 

Resolution Frequency Frequency Frequency 

1152x900 61.8KHZ 66.0Hz 92.94MHz 



PART # 


DESCRIPTION 


365-1038 
150-1225 
180-1146 


Sony P2 GDM-1955A15, .31 mm Dot-Pitch 
115V Monitor, 4xBNC 
Fuse, 4A 

Power Cord, IEC 320/CEE 22 to NEMA 5-15 


365-1039 
150-1226 
180-1125 


Sony P2 GDM-1955A40, .31 mm Dot-Pitch 
240V Monitor, 4xBNC 
Fuse, 3.1 5A 

Power Cord, IEC 320/CEE 22 to pigtail 


365-1065 
150-1225 


Sony P2 GDM-1955A15, .31 mm Dot-Pitch 
115V Monitor, DB13W3 
Fuse, 4A 


365-1066 
150-1226 


Sony P2 GDM-1955A40, .31 mm Dot-Pitch 
240V Monitor, DB13W3 
Fuse, 3.1 5A 


365-1081 
150-1225 


Sony P2 GDM-1955A15, .31 mm Dot-Pitch 
115V Monitor, DB13W3, FCC-A/VCCI-1 
Fuse, 4A 


365-1082 
150-1226 


Sony P2 GDM-1955A40, .31 mm Dot-Pitch 
240V Monitor, DB13W3, FCC-AA/CCI-1 
Fuse, 3.1 5A 



Notes 

1 . S2 is grounded. The Sense Code is 3. 

2. DB13W3 Pins 1, 2, 6, and 7 are not used. 

3. This monitor is not PC compatible. 
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MONITOR-25 



PARTS BREAKDOWN 



9/18/00 



19-inch Color CRT 

Image Size: 340 mm Horizontal 270 mm Vertical 434 mm Diagonal 



Pixel 


Horizontal 


Vertical 


Pixel 


Resolution 


Frequency 


Frequency 


Frequency 


1280x1024 


81.13KHz 


76.106Hz 


135.0MHz 


1152x900 


71 .81 KHz 


76.150Hz 


108.0MHz 


1 280 x 1024 


71.69KHZ 


67.189Hz 


117.0MHz 


1152x900 


61.84KHZ 


66.003Hz 


94.5MHz 


1 280 x 1024 


79.976KHZ 


72.025Hz 


135.0MHz 


1024x768 


60.023KHZ 


75.029Hz 


78.75MHz 


1280x1024 


81.13KHZ 


76.106Hz 


135.0MHz 


1 600 x 1200 


93.75KHZ 


75.0Hz 


202.5MHz 



PART# 


DESCRIPTION 




Hitachi, .26 mm Dot-Pitch 


365-1380 


1 15V/240V Monitor, HD15F without Cable 


180-1861 


HD15M to HD15M Adapter, 1.8M (obsolete) 


530-2494 


HD15M to HD15M Adapter, 1.8M 




Hitachi, .26 mm Dot-Pitch 


365-1381 


1 15V/240V OEM Monitor, HD15F without Cable 


180-1861 


HD15M to HD15M Adapter, 1.8M (obsolete) 


530-2494 


HD15M to HD15M Adapter, 1.8M ! 



HD15 Female Connector 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


Red 


9 


Not used 


2 


Green 


10 


Sync Gnd 


3 


Blue 


11 


Not used 


4 


Not used 


12 


DDC Data 


5 


Sgnd 


13 


Hsync 


6 


Red Gnd 


14 


Vsync 


7 


Green Gnd 


15 


DDC Clock 


8 


Blue Gnd 







Pin-13 accepts Composite Sync if Vsync is not present on Pin-14. 
This monitor is PC compatible. 



MONITOR-26 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



19-inch Premium Color CRT 

Image Size: 350 mm Horizontal 270 mm Vertical 442 mm Diagonal 



Pixel 
Resolution 
1076x824 
1152x900 
1152x900 
1 280 x 1024 



Horizontal 
Frequency 
71.7KHZ 
61.8KHZ 
71.7KHZ 
71.7KHz 



Vertical 
Frequency 
76.0Hz 
66.0Hz 
76.0Hz 
67.0Hz 



Pixel 
Frequency 
105.5MHz* 
92.94MHz 
105.5MHz 
117.0MHz 



PART# 


DESCRIPTION 


365-1095 


Sony P3 GDM-1962, .31 mm Dot-Pitch 
115V/240V Monitor, DB13W3, FCC-A/VCCI-1 


365-1106 


115V/240VOEM Monitor, DB13W3, FCC-A/VCCI-1 (obs) 


365-1112 


Sony P3 GDM-1962B, .31 mm Dot-Pitch 
115V/240V Monitor, DB13W3, FCC-BA/CCI-2, VLF 


365-1148 


Sony P3 GDM-1962B, .31 mm Dot-Pitch 

115V/240V Southern Hemisphere Monitor, DB13W3, VLF 


365-1153 


Sony P3 GDM-1962B, .31 mm Dot-Pitch 

115V/240V European Monitor, DB13W3, FCC-BA/CCI-2, 
Swedish MPR-2, with Video Cable 530-1870 


365-1160 


Sony P3 GDM-1962B with Video Cable 530-1870 
115V/240V Monitor, DB13W3, VLF 


365-1162 


Sony P3 GDM-1962B with Video Cable 530-1870 
115V/240V S. Hemisphere Monitor, DB13W3, VLF, 


365-1288 


Sony P3 GDM-1 962B with Video Cable 530-1 870 
115V/240V OEM Monitor, DB13W3, FCC-BA/CCI-2, VLF, 



* The Mode II (1 152 x 900 @ 76) Overscan Mode user area is 1076 x 824. 



Notes 

1 . SO and S1 are grounded. The Sense Code is 4. 

2. DB13W3 Pins 1, 2, 6, and 7 are not used. 

3. This monitor is not PC compatible. 

4. CG6 <501 -1 505-03, <501 -1 532-09, <501 -1 481 -04 or <501 -1 645-03 
do not decode the monitor sense code. No video is displayed when 
power is applied until the video cable is removed and reconnected. 
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MONITOR-27 



PARTS BREAKDOWN 



9/18/00 



19-inch Premium Flat Screen Color CRT 

Image Size: 365 mm Horizontal 274 mm Vertical 456 mm Diagonal 



Pixel 


Horizontal 


Vertical 


Pixel 


Resolution 


Frequency 


Frequency 


Frequency 


1 280 x 1024 


81.13KHZ 


76.11Hz 


135.0MHz 


1152x900 


71 .81 KHz 


76.15Hz 


108.0MHz 


1 280 x 1024 


71.69KHZ 


67.18Hz 


117.0MHz 


1152x900 


61 .84KHz 


66.00Hz 


94.5MHz 


1 280 x 1024 


75.03KHZ 


79.98Hz 


135.0MHz 


1024x768 


60.02KHZ 


75.03Hz 


78.7MHz 


1 600 x 1200 


93.75KHZ 


75.00Hz 


202.5MHz 


1600x1280 


101.80KHZ 


76.00Hz 


216.0MHz 


Variable 


30-107KHZ 


48-1 20Hz 


Variable 



PART# 


DESCRIPTION 


365-1403 
365-1404 
365-1405 


Sony, .24 - .25 mm Aperature Grill Pitch 

1 15V/240V Monitor, 2.0M HD15 Video Cable 

1 15V/240V OEM Monitor, 2.0M HD15 Video Cable 

1 15V/240V S. Hemisphere Monitor, 2.0M HD15 Video Cable 



HD15 Female Connector 



PIN 


SIGNAL 


PIN 


SIGNAL 


PIN 


SIGNAL 


PIN 


SIGNAL 


1 


Red 


5 


Sgnd 


9 


Not used 


13 


Hsync 


2 


Green 


6 


Red Gnd 


10 


Sync Gnd 


14 


Vsync 


3 


Blue 


7 


Green Gnd 


11 


Not used 


15 


DDC Clock 


4 


Not used 


8 


Blue Gnd 


12 


DDC Data 







Pin-13 accepts Composite Sync if Vsync is not present on Pin-14. 
This monitor is PC compatible. 



MONITOR-28 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Image Size: 



20-inch Premium Color CRT 

350 mm Horizontal 270 mm Vertical 442 mm Diagonal 



Pixel 
Resolution 
1076x824 
1196x938 
1152x900 
1152x900 
1280x1024 
1280x1024 



Horizontal 
Frequency 
71.7KHZ 
81.1 KHz 
61.8KHZ 
71.8KHZ 
71.8KHZ 
81.1 KHz 



Vertical 
Frequency 
76.0Hz 
76.0Hz 
66.0Hz 
76.0Hz 
67.0Hz 
76.0Hz 



Hxei 
Frequency 
108.0MHz* 
135.0MHzt 
94.5MHz 
108.0MHz 
118.0MHz 
135.0MHz 



PART# 


DESCRIPTION 




Sony P4 GDM-20D10, .31 mm Dot-Pitch 


365-1167 


115V/240V Monitor, DB13W3, FCC-B/VCCI-2, 
MPR 1990:10 with non-removable 1.2M Video Cable 


365-1313 


115V/240V OEM Monitor, DB13W3, FCC-B/VCCI-2, 
MPR 1990:10 with non-removable 1.2M Video Cable 


365-1317 


1 15V/240V Southern Hemisphere Monitor, DB13W3, 
FCC-B/VCC1-2, MPR 1990:10 with 1.2M Video Cable 


365-1330 


115V/240V Monitor, DB13W3, FCC-B/VCCI-2, 
MPR 1990:10 with non-removable 1.2M Video Cable 


370-1576 


Remote Control 


370-1705 


Remote Control without Logo 


None 


CR2025 3V Battery, 20 mm diameter x 2.5 mm height 



* The Mode II (1 152 x 900 @ 76) Overscan Mode user area is 1076 x 824. 
t The Mode I (1 280 x 1 024 @ 1 35) Overscan Mode user area is 1 1 96 x 938. 



DB13W3 Male Connector 



PIN 


SIGNAL 


PIN 


SIGNAL 


PIN 


SIGNAL 


1 


RS232 clock in 


5 


Csync 


10 


Cgnd 


2 


RS232 data in 


6 


RS232 data out 


A1 


Red 


3 


Sense2 


8 


Sensel 


A2 


Green 


4 


Sgnd 


9 


SenseO 


A3 


Blue 



SO and S1 are grounded. The Sense Code is 4. 

Pin-7 is not used. 

This monitor is not PC compatible. 



Volume II 



MONITOR-29 



PARTS BREAKDOWN 



9/18/00 



20-inch Premium Color CRT 

Image Size: 350 mm Horizontal 270 mm Vertical 442 mm Diagonal 



Pixel 
Resolution 
1076x824 
1196x938 
1152x900 
1152x900 
1280x1024 
1280x1024 



Horizontal 
Frequency 
71.7KHz 
81.1 KHz 
61.8KHz 
71.8KHz 
71.8KHZ 
81.1 KHz 



Vertical 
Frequency 
76.0Hz 
76.0Hz 
66.0Hz 
76.0Hz 
67.0Hz 
76.0Hz 



Pixel 
Frequency 
108.0MHz* 
135.0MHzt 
94.5MHz 
108.0MHz 
118.0MHz 
135.0MHz 



PART# 


DESCRIPTION 




Sony P4 GDM-20D10, .31 mm Dot-Pitch 


365-1322 


115V/240V Sony P4 Korean Monitor, DB13W3, Energy Star, 
with non-removable 1 .2M Video Cable 


365-1324 


115V/240V Sony P4 Monitor, DB13W3, Energy Star, 
with non-removable 1 .2M Video Cable 


365-1325 


1 15V/240V Sony P4 S. Hemisphere Monitor, DB13W3, 
Energy Star, with non-removable 1 .2M Video Cable 


365-1326 


115V/240V Sony P4 OEM Monitor, DB13W3, Energy Star, 
with non-removable 1 .2M Video Cable 


370-1576 


Remote Control 


370-1705 


Remote Control without Logo ! 


None 


CR2025 3V Battery, 20 mm diameter x 2.5 mm height 


* The Mode II 


(1 152 x 900 @ 76) Overscan Mode user area is 1076 x 824. 



t The Mode I (1280 x 1024 @ 135) Overscan Mode user area is 1 196 x 938. 



DB13W3 Male Connector 



PIN 


SIGNAL 


PIN 


SIGNAL 


PIN 


SIGNAL 


1 


RS232 clock in 


5 


Csync 


9 


SenseO 


2 


RS232 data in 


6 


RS232 data out 


A1 


Red 


3 


Sense2 


5 


Csync 


A2 


Green 


4 


Sgnd 


8 


Sensel 


A3 


Blue 



SO and S1 are grounded. The Sense Code is 4. 

Pin-7 is not used. 

This monitor is not PC compatible. 



MONITOR-30 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



Image Size: 



20-inch Premium Color CRT 

350 mm Horizontal 270 mm Vertical 442 mm Diagonal 



Pixel 
Resolution 
960 x 680 
1152x900 
1152x900 
1 280 x 1024 
1 280 x 1024 



Horizontal 
Frequency 
81.13KHz 
71 .81 KHz 
61.84KHZ 
81.13KHz 
71.67KHZ 



vertical 
Frequency 
112.37Hz 
76.14Hz 
66.00Hz 
76.11Hz 
66.67Hz 



rixei 
Frequency 
101.0MHz 
108.0MHz 
94.5MHz 
135.0MHz 
118.0MHz 



PART# 


DESCRIPTION 




Sony N2 GDM-20E20, .31 mm Dot-Pitch 


365-1335 


115V/240V Monitor, DB13W3, FCC-B, Energy Star 
with non-removable 1 .2M Video Cable 


365-1337 


115V/240V OEM Monitor, DB13W3, FCC-B, Energy Star 
with non-removable 1 .2M Video Cable 


365-1340 


1 15V/240V Southern Hemisphere Monitor, DB13W3, 
FCC-B, Energy Star with non-removable 1 .2M Video Cable 


365-1342 


115V/240V Korean Monitor, DB13W3, FCC-B, 
Energy Star with non-removable 1 .2M Video Cable 



DB13W3 Male Connector 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


SCL DDC clock input 


8 


Sensel 


2 


Not used 


9 


SenseO 


3 


Sense2 


10 


Cgnd 


4 


Sgnd 


A1 


Red 


5 


Csync 


A2 


Green 


6 


SDA DDC data I/O 


A3 


Blue 


7 


Vsync 







SO and S1 are grounded. The Sense Code is 4. 
Pin-5 is Hsync if Vsync is present on Pin-7. 
This monitor is PC compatible. 



Volume II 



MONITOR-31 



PARTS BREAKDOWN 



9/18/00 



21 -inch Color CRT 

Image Size: 369 mm Horizontal 295 mm Vertical 472 mm Diagonal 

Pixel Horizontal Vertical Pixel 

Resolution Frequency Frequency Frequency 

1280x 1024 81.1KHZ 76.0Hz 135.0MHz 



PART# 


DESCRIPTION 


365-1068 
365-1110 


Toshiba P21CU80 

115V/240V Monitor, DB13W3, FCC-A/VCCI-1 
Toshiba P21CU80 

115V/240V OEM Monitor, DB13W3, FCC-A/VCCI-1 



DB13W3 Female Connector 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


Not used 


8 


Sensel 


2 


Not used 


9 


SenseO 


3 


Sense2 


10 


Cgnd 


A 

T 


Sgnd 


A1 


Red 


5 


Csync 


A2 


Green 


6 


Not used 


A3 


Blue 


7 


Not used 







SO and S2 are grounded. The Sense Code is 2. 
This monitor is not PC compatible. 



MONITOR-32 



Field Engineer Handbook 



9/18/00 



PARTS BREAKDOWN 



21 -inch Color CRT 

Image Size: 350 mm Horizontal 270 mm Vertical 442 mm Diagonal 



Pixel 
Resolution 
1 280 x 1024 
1152x900 
1 600 x 1200 
1152x900 
1280x1024 
960 x 680 



Horizontal 
Frequency 
81.13KHZ 
71 .81 KHz 
93.75KHZ 
61.84KHZ 
71.69KHZ 
81.13KHZ 



vertical 
Frequency 
76.11Hz 
76.14Hz 
75.00Hz 
66.00Hz 
67.18Hz 
112.37Hz 



rlxei 
Frequency 
135.0MHz 
108.0MHz 
202.5MHz 
94.5MHz 
117.0MHz 
101.2MHz 



PART# 


DESCRIPTION 




Sony N3 GDM-5010PT, .26 mm Dot-Pitch 


365-1383 


115V/240V Monitor, DB13W3 and HD15 
with non-removable 2.0M Video Cable 


365-1384 


1 1 5V/240V OEM Monitor, DB1 3W3 and HD15 \ 
with non-removable 2.0M Video Cable 


365-1386 


1 15V/240V Korean Monitor, DB13W3 and HD15 
with non-removable 2.0M Video Cable 



DB13W3 Male Connector 



PIN 


SIGNAL 


PIN 


SIGNAL 


PIN 


SIGNAL 


1 


SCL DDC clock input 


6 


SDA DDC data I/O 


A1 


Red 


2 


+5 from Framebuffer 


7 


Vsync 


A2 


Green 


3 


Sense2 


8 


Sensel 


A3 


Blue 


4 


Sgnd 


9 


SenseO 






5 


Csync 


10 


Cgnd 







SO and S1 are grounded. The Sense Code is 4. 
This monitor is PC compatible. 



HD15 Female Connector 



PIN 


SIGNAL 


PIN 


SIGNAL 


PIN 


SIGNAL 


PIN 


SIGNAL 


1 


Red 


5 


Sgnd 


9 


Not used 


13 


Hsync 


2 


Green 


6 


Red Gnd 


10 


Sync Gnd 


14 


Vsync 


3 


Blue 


7 


Green Gnd 


11 


Not used 


15 


DDC Clock 


4 


Not used 


8 


Blue Gnd 


12 


DDC Data 







Pin-13 accepts Composite Sync if Vsync is not present on Pin-14. 
This monitor is PC compatible. 
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21 -inch Premium Flat Screen Color CRT 

Mode I Size: 364 mm Horizontal 291 mm Vertical 466 mm Diagonal 
Mode II Size: 388 mm Horizontal 291 mm Vertical 485 mm Diagonal 



Pixel 


Horizontal 


Vertical 


Pixel 


Resolution 


Frequency 


Frequency 


Frequency 


1 280 x 1024 


81.13KHZ 


76.11Hz 


135.0MHz 


1152x900 


71 .81 KHz 


76.15Hz 


108.0MHz 


1 280 x 1024 


79.97KHZ 


75.02Hz 


135.0MHz 


1 280 x 1024 


71 .69KHz 


67.19Hz 


117.0MHz 


1152x900 


61 .84KHz 


66.00Hz 


94.5MHz 


1024x768 


60.02KHz 


75.03Hz 


78.7MHz 


1600x1200 


93.75KHZ 


75.00Hz 


202.5MHz 


1280x1024 


120.94KHZ 


1 1 1 .98Hz 


216.0MHz 


Variable 


30-1 21 KHz 


48-1 60Hz 


Variable 



PART# 



DESCRIPTION 



365-1399 
370-4064 

365-1400 
370-4065 



Sony GDM-5410, .24 mm Aperature Grill Pitch 
1 15V/240V Monitor, 2.0M 13W3 Video Cable 
Rear Cover 

1 15V/240V OEM Monitor, 2.0M 13W3 Video Cable 
Rear Cover 



365-1 401 1 1 5V/240V S. Hemisphere Monitor, 2.0M 1 3W3 Video Cable 



DB13W3 Male Connector 



PIN 


SIGNAL 


PIN 


SIGNAL 


PIN 


SIGNAL 


1 


DDC clock input 


6 


DDC data I/O 


A1 


Red 


2 


+5 from Framebuffer 


7 


Vsync 


A2 


Green 


3 


Sense2 


8 


Sensel 


A3 


Blue 


4 


Sgnd 


9 


SenseO 






5 


Csync 


10 


Cgnd 







SO and S1 are grounded. The Sense Code is 4. 
HD15 Female Connector 



PIN 


SIGNAL 


PIN 


SIGNAL 


PIN 


SIGNAL 


PIN 


SIGNAL 


1 


Red 


5 


Sgnd 


9 


Not used 


13 


Hsync 


2 


Green 


6 


Red Gnd 


10 


Sync Gnd 


14 


Vsync 


3 


Blue 


7 


Green Gnd 


11 


Not used 


15 


DDC Clock 


4 


Not used 


8 


Blue Gnd 


12 


DDC Data 







Pin-13 accepts Composite Sync if Vsync is not present on Pin-14. 
This monitor is PC compatible. 
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24-inch Color CRT 

Image Size: 474 mm Horizontal 296 mm Vertical 558 mm Diagonal 



Pixel 
Resolution 
1 920 x 1200 
1 600 x 1000 
1 600 x 1000 
1440x900 
1280x800 



Horizontal 
Frequency 
87.1 KHz 
79.9KHZ 
68.5KHZ 
71.8KHZ 
64.4KHZ 



vertical 
Frequency 
70.3Hz 
76.0Hz 
66.0Hz 
76.0Hz 
76.2Hz 



nxei 
Frequency 
219.3MHz 
170.1MHz 
135.0MHz 
135.0MHz 
101.2MHz 



PART# 


DESCRIPTION 


365-1352 
365-1353 


Sony GDM-90W10 

1 15V/240V with non-removable 1 .5M Video Cable 
Sony GDM-90W10 

1 15V/240V OEM monitor without Sun Logo 
with non-removable 1 .5M Video Cable 



DB13W3 Male Connector 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


SCL DDC clock input 


8 


Sensel 


2 


+5V from framebuffer 


9 


SenseO 


3 


Sense2 


10 


Csync gnd 


4 


Sgnd 


A1 


Red 


5 


Csync 


A2 


Green 


6 


SDA DDC data I/O 


A3 


Blue 


7 


Vsync 







SO and S2 are grounded. The Sense Code is 2. 
This monitor is PC compatible. 
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Trm ihlochnntinn 



CPU 

Power-On Self Test Keyboard Error Codes 3 

E3x00 E4x00 E5x00 E6x00 

Front Panel LEDs Clock Board LEDs 6 

CPU/Memory LEDs I/O LEDs Disk Board LEDs 6 

E 10000 

System Board LEDs Control Board LEDs 7 

Centerplane Support Board LEDs Fan Tray LEDs 8 

SCSI Disk Drives 

Single-ended 8-bit SCSI Pinouts 9 

Single-ended 16-bit SCSI Pinouts 10 

Single Connector SCSI Pinouts 11 

Differential 8-bit SCSI Pinouts 12 

Differential 16-bit SCSI Pinouts 13 

Media Defect Management 14 

SCSI Option Bit 15 

SCSI Controllers 16 

SCSI Sense Keys 17 

SCSI Sense Codes 19 

Removable Media 

5GB 4 mm DDS-1 25 

4-8GB 4 mm DDS-2 26 

20-40GB 4 mm DDS-4 26 

Quantum DLT 4700 27 

Communication 

Electrical Characteristics 28 

RS-232 Signals 30 

RS-449 Signals 31 

Ethernet Controllers 32 
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Troubleshooting - Continued 



Communication Pin Assignments 

CPU Serial Ports 33 

CPU Keyboard and Mouse 33 

USB Port 35 

IEEE-1394 Port 35 

CPU Parallel Port 36 

SS5 SS20 AUI Port 38 

Sun Microphone II 38 

SS5 SS4 Audio Module Audio Jacks 39 

SS20 Audio Jacks 40 

A11 A12 A14 Audio Jacks 41 

Ethernet 42 

SunLink ISDN 42 

SBE/S Ethernet 43 

Fast Ethernet 44 

SPC/S HSI/S 45 

Network Terminal Server LEDs 46 
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Power-On Self Test Keyboard LED Error Codes 

Type-5 Type-5c Type 6 



SS4 SS5 



CAPS LOCK 


COMPOSE 


SCROLL LOCK 


NUM LOCK 


DESCRIPTION 


Blink 


Off 


Off 


Off 


Post running 


Off 


Off 


Off 


Off 


Post complete 


Off 


Off 


Off 


On 


CPU failed 


Off 


Off 


On 


Off 


NVRAM failed 


Off 


On 


Off 


Off 


DSIMM 


SS20 


CAPS LOCK 


COMPOSE 


SCROLL LOCK 


NUM LOCK 


DESCRIPTION 


Blink 


Off 


Off 


Off 


Post running 


Off 


Off 


Off 


Off 


Post complete 


Off 


Off 


Off 


On 


CPU failed 


Off 


Off 


On 


Off 


MBusO failed 


Off 


On 


Off 


Off 


DSIMM J0201 


Ultra 1 


CAPS LOCK 


COMPOSE 


SCROLL LOCK 


NUM LOCK 


DESCRIPTION 


Blink 


Off 


Off 


Off 


Post running 


Off 


Off 


Off 


Off 


Post complete 


Off 


Off 


Off 


On 


SIMM U0601 failed 


Off 


Off 


On 


Off 


SIMM U0701 failed 


Off 


Off 


On 


On 


SIMM U0602 failed 


Off 


On 


Off 


Off 


SIMM U0702 failed 


Off 


On 


Off 


On 


SIMM U0603 failed 


Off 


On 


On 


Off 


SIMM U0703 failed 


Off 


On 


On 


On 


SIMM U0604 failed 


On 


Off 


Off 


Off 


SIMM U0704 failed 


On 


Off 


Off 


On 


CPU board failed j 


On 


Off 


On 


Off 


No memory found 
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Power-On Self Test Keyboard LED Error Codes 

Type-5 Type-5c Type 6 



Ultra 2 



CAPS LOCK 


COMPOSE 


SCROLL LOCK 


NUM LOCK 


DESCRIPTION ! 


Blink 


Off 


Off 


Off 


Post running 


Off 


Off 


Off 


Off 


Post complete 


Off 


Off 


Off 


On 


U0401/U0501 failed 


Off 


Off 


On 


Off 


U0601/U0701 failed 


Off 


Off 


On 


On 


U0402/U0502 failed 


Off 


On 


Off 


Off 


U0602/U0702 failed 


Off 


On 


Off 


On 


U0403/U0503 failed 


Off 


On 


On 


Off 


U0603/U0703 failed 


Off 


On 


On 


On 


U0404/U0504 failed 


On 


Off 


Off 


Off 


U0604/U0704 failed 


On 


Off 


Off 


On 


System board failed 


On 


Off 


On 


Off 


No memory found 


On 


On 


On 


Off 


CPU 0 failed 


On 


On 


On 


On 


CPU 1 failed 


Ultra 30 


CAPS LOCK 


COMPOSE 


SCROLL LOCK 


NUM LOCK 


DESCRIPTION 


Blink 


Off 


Off 


Off 


Post running 


Off 


Off 


Off 


Off 


Post complete 


On 


On 


On 


Off 


CPU module failed 


On 


Off 


Off 


On 


System board failed 


Off 


Off 


Off 


On 


U0701/U0801 failed 


Off 


Off 


On 


Off 


U0901/U1001 failed 


Off 


Off 


On 


On 


U0702/U0802 failed 


Off 


On 


Off 


Off 


U0902/U 1002 failed 


Off 


On 


Off 


On 


U0703/U0803 failed 


Off 


On 


On 


Off 


U0903/U 1003 failed 


Off 


On 


On 


On 


U0704/U0804 failed 


On 


Off 


Off 


Off 


U0904/U 1004 failed 


On 


Off 


Off 


On 


System board failed 


On 


Off 


On 


Off 


No memory found 


On 


On 


On 


Off 


CPU module failed 
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TROUBLESHOOTING 



Power-On Self Test Keyboard LED Error Codes 

Type-5 Type-5c Type 6 



Ultra 5 Ultra 10 



CAPS LOCK 


COMPOSE 


SCROLL LOCK 


NUM LOCK 


DESCRIPTION 


Blink 


Off 


Off 


Off 


Post running 


Off 


Off 


Off 


Off 


Post complete 


On 


On 


On 


Off 


Reserved 


On 


Off 


Off 


On 


System board failed 


On 


Off 


On 


Off 


No memory found 


On 


On 


On 


Off 


CPU module failed 


Enterprise 250 Ultra 450 


Ultra Enterprise 450 


CAPS LOCK 


COMPOSE 


SCROLL LOCK 


NUM LOCK 


DESCRIPTION 


Blink 


Off 


Off 


Off 


Post running 


Off 


Off 


Off 


Off 


Post complete 


On 


Off 


Off 


Off 


System board failed 


Off 


On 


Off 


Off 


CPU 0 failed 


Off 


On 


Off 


On 


CPU 1 failed 


Off 


On 


On 


Off 


CPU 2 failed 


Off 


On 


On 


On 


CPU 3 failed j 


On 


Off 


Off 


On 


No memory found 


On 


On 


Off 


Off 


Bank 0 failed 


On 


On 


Off 


On 


Bank 1 failed 


On 


On 


On 


Off 


Bank 2 failed 


On 


On 


On 


On 


Bank 3 failed 


Off 


Off 


Off 


On 


NVRAM failed 
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E3000 E4000 E5000 E6000 
E3500 E4500 E5500 E6500 



Front Panel LEDs Clock Board LEDs 



POWER 


SERVICE 


CYCLING 


DESCRIPTION 


Off 


Off 


Off 


No power or key is in Off position 


Off 


On 


Off 


Failure - system has electrical power 


Off 


Off 


On 


Failure - system has electrical power 


Off 


On 


On 


Failure - system has electrical power 


On 


Off 


Off 


Hung in POST, OBP, or OS 


On 


Off 


On 


Hung in OS 


On 


On 


Off 


Hung in POST, OBP, or OS with a failed 
component 


On 


On 


On 


Hung in POST, OBP, or OS with a failed 
component 


On 


Off 


Flashing 


OS running and system operating normally 


On 


On 


Flashing 


OS running with a failed component 


On 


Flashing 


Off 


Slow flash = POST Fast flash = OBP 


On 


Flashing 


On 


OBP or OS error 


CPU/Memory LEDs I/O LEDs Disk Board LEDs 


POWER 


SERVICE 


CYCLING 


DESCRIPTION ; 


Off 


Off 


Off 


No power or key is in Off position \ 


Off 


On 


Off 


Low power mode - board can be unplugged 


Off 


Off 


Flashing 


Undefined error code 


Off 


On 


Flashing 


Undefined error code 


On 


Off 


Off 


Hung in POST, OBP, or OS 


J On 


Off 


On 


Hung in OS 


On 


On 


Off 


Hung in POST, OBP, or OS with a failed 
component 


On 


On 


On 


Hung in POST, OBP, or OS with a failed 
component 


On 


Off 


Flashing 


OS running and system operating normally 


On 


On 


Flashing 


OS running with a failed component 


On 


Flashing 


Off 


Slow flash = POST Fast flash = OBP. 


On 


Flashing 


On 


OBP or OS error 



Disk Board LED Notes 

1 . The normal LED pattern is On-Off-On prior to Solaris 2.6 HW 5/98. 

2. The normal LED pattern is Off-On-Off in Solaris >2.6 HW 5/98. 
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E10000 



System Board Llus 



I LABEL 


COLOR 


DESCRIPTION 


3.3VDC 
5VDC 


Yellow 
Yellow 


3.3VDC is present on the System board 
The System Board is NOT safe to service 
5VDC is present on the System board 
The System Board is NOT safe to service 


VDC CORE 


Yellow 


VDC Core is present on the System board 
The System Board is NOT safe to service 


5VDC HK 
3.3VDC HK 


Green 
Green 


5.0VDC Housekeeping power is present 
3.3VDC Housekeeping power is present 


HKS/W 


Green 


Displays the state of a designated bit position on 
the power control JTAG ring 


S/W7-S/W0 


Green 


Programmable LEDs that can be read and written 
by JTAG or software 



Control Board LEDs 



LABEL 


COLOR 


DESCRIPTION 


HKS/W 


Green 


State of bit 8 on the power control JTAG ring 


S/W0-S/W7 
S/W 0 - S/W 6 
S/W7 


Green 
Green 
Green 


Programmable bits that indicate the state of an 
8-bit register in the SPARCIite address space 

Displays a walking 1s pattern when the Control 
Board Executive is operating normally 

Indicates the network is operational 


PORT CLAIM 


Green 


JTAG System Controller is active 


TRANSMIT 
RECEIVE 
LINK 
COLLISION 


Green 
Green 
Green 
Green 


Ethernet transmit status 
Ethernet receive status 
Ethernet link status 
Ethernet collision status 


5VDC HK 
3.3VDC HK 


Green 
Green 


5.0VDC Housekeeping power is present 
3.3VDC Housekeeping power is present 


5VDC 

5VDC FAN 
5VDC PER 


Yellow 

Green 
Yellow 


5VDC is present on the Control board 
The Control Board is NOT safe to service 
5VDC Fan Control power is present 
Peripheral Cabinet power control is present 
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E10000 



Centerplane Support Board LEDs 



LABEL 


COLOR 


DESCRIPTION 


3.3VDC 


Yellow 


3.3VDC is present on the System board 
The System Board is NOT safe to service 


5VDC HK 
3.3VDC HK 


Green 
Green 


5.0VDC Housekeeping power is present 
3.3VDC Housekeeping power is present 


HKS/W 


Green 


Displays the state of a designated bit position on 
the power control JTAG ring 


Fan Tray LEDs 


LABEL 


COLOR 


DESCRIPTION 


None 


Yellow 


24VDC is present 

The Fan Tray is NOT safe to service 



TROUBLESHOOTING-8 



Field Engineer Handbook 



9/18/00 TROUBLESHOOTING 

Single-ended 8-bit SCSI Pinouts 



SIGNAL 


DD-50P 


HD-50 


DD-50SA 


HD-68 


SIGNAL 


DD-50P 


HD-50 


DD-50SA 


HD-68 


-DB(0) 


2 


26 


34 


40 


GND 


1 


1 


1 


6 


-DB(1) 


4 


27 


2 


41 


GND 


3 


2 


18 


7 


-DB(2) 


6 


28 


19 


42 


GND 


5 


3 


35 


8 


-DB(3) 


8 


29 


36 


43 


GND 


7 


4 


3 


9 


-DB(4) 


10 


30 


4 


44 


GND 


9 


5 


20 


10 


-DB(5) 


12 


31 


21 


45 


GND 


11 


6 


37 


11 


-DB(6) 


14 


32 


38 


46 


GND 


13 


7 


5 


12 


-DB(7) 


16 


33 


6 


47 


GND 


15 


8 


22 


13 


-DB(P) 


18 


34 


23 


48 


GND 


17 


9 


39 


14 


GND 


20 


35 


40 


49 


GND 


19 


10 


7 


15 


GND 


22 


36 


8 


50 


GND 


21 


11 


24 


16 


GND 


24 


37 Res 


25 


51 Opn 


GND 


23 


12 Res 


41 


17 Opn 


TPWR 


26 


38 


42 


52 


GND 


25 


13 Opn 


9 


18 Opn 


GND 


28 


39 Res 


10 


53 


GND 


27 


14 Res 


26 


19 | 


GND 


30 


40 


27 


54 


GND 


29 


15 


43 


20 


-ATN 


32 


41 


44 


55 


GND 


31 


16 


11 


21 


GND 


34 


42 


12 


56 


GND 


33 


17 


28 


22 


BSY 


36 


43 


29 


57 


GND 


35 


18 


45 


23 


-ACK 


38 


44 


46 


58 


GND 


37 


19 


13 


24 


-RST 


40 


45 


14 


59 


GND 


39 


20 


30 


25 


-MSG 


42 


46 


31 


60 


GND 


41 


21 


47 


26 


-SEL 


44 


47 


48 


61 


GND 


43 


22 


15 


27 i 


-C/D 


46 


48 


16 


62 


GND 


45 


23 


32 


28 


-REQ 


48 


49 


33 


63 


GND 


47 


24 


49 


29 


-I/O 


50 


50 


50 


64 


GND 


49 


25 


17 


30 



Connector Types 



DD-50P 



49 
50 



oooooooooooo 
oooooooooooo 



50-Pin Male 



HD-50 

25 (OOOOOOOOO / 1 
5q \Q OO O O OOP J 2Q 

50-Pin Female 



DD-50SA 



17 
33 
50 



\° 



ooo ooooooo 
ooo oooooo 
o oooooooo o 

50-Pin Female 



1 

18 
34 



Notes 

1. On HD50 cables, Pins 12, 14, 37, and 39 are reserved and Pin 13 is 
open. 

2. On HD50to HD68 cables, Pins 1, 2, 3, 4, 5, 17, 18, 31, 32, 33, 34, 35, 
36, 37, 38, 39, 51 , 65, 66, 67, and 68 are open. 
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Single-ended 16-bit SCSI Pinouts 



SIGNAL 


PIN 


GND 


1 


GND 


2 


GND 


3 


GND 


4 


GND 


5 


GND 


6 


GND 


7 


GND 


8 


GND 


9 


GND 


10 


GND 


11 


GND 


12 


GND 


13 


GND 


14 


GND 


15 


GND 


16 


TERMPWR 


17 


TERMPWR 


18 


open 


19 


GND 


20 


GND 


21 


GND 


22 


GND 


23 


GND 


24 


GND 


25 


GND 


26 


GND 


27 


GND 


28 


GND 


29 


GND 


30 


GND 


31 


GND 


32 


GND 


33 


GND 


34 



SIGNAL 


PIN I 


-DB(12) 


35 


-DB(13) 


36 


-DB(14) 


37 


-DB(15) 


38 


-DB(P1) 


39 


-DB(0) 


40 


-DB(1) 


41 


-DB(2) 


42 


-DB(3) 


43 


-DB(4) 


44 


-DB(5) 


45 


-DB(6) 


46 


-DB(7) 


47 


-DB(P) 


48 


GND 


49 


GND 


50 


TERMPWR 


51 


TERMPWR 


52 


nnon 


53 


GND 


54 


-ATN 


55 


-GND 


56 


-BSY 


57 


-ACK 


58 


-RST 


59 


-MSG 


60 


-SEL 


61 


-C/D 


62 


-REQ 


63 


-I/O 


64 


-DB(8) 


65 


-DB(9) 


66 


-DB(10) 


67 


-DB(11) 


68 



Connector Type 

68-PIN HIGH-DENSITY 

1 (OOOOOOO OO) 34 
35 yO o O O o O O O 7 33 

68-Pin, Male 
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Single Connector SCSI Pinouts 



PIN 


DESCRIPTION 


PIN 


DESCRIPTION 


PIN 


DESCRIPTION 


PIN 


DESCRIPTION 


1 


+12v 


21 


-DB(7) 


41 


+12v Ground 


61 


Ground 


2 


+12v 


22 


-DB(6) 


42 


+12v Ground 


62 


Ground 


3 


+12v 


23 


-DB(5) 


43 


+12v Ground 


63 


Ground 


4 


+12v 


24 


-DB(4) 


44 


+12v Ground 


64 


Ground 


5 


Reserved / NC 


25 


-DB(3) 


45 


Reserved N/C 


65 


Ground 


6 


Reserved / NC 


26 


-DB(2) 


46 


Reserved N/C 


66 


Ground 


7 


-DB(11) 


27 


-DB(1) 


47 


Ground 


67 


Ground 


8 


-DB(10) 


28 


-DB(0) 


48 


Ground 


68 


Ground 


9 


-DB(9) 


29 


-DB(P«) 


49 


Ground 


69 


Ground 


10 


-DB(8) 


30 


-DB(15) 


50 


Ground 


70 


Ground 


11 


-I/O 


31 


-DB(14) 


51 


Ground 


71 


Ground 


12 


-REQ 


32 


-DB(13) 


52 


Ground 


72 


Ground 


13 


-C/D 


33 


-DB(12) 


53 


Ground 


73 


Ground 


14 


-SEL 


34 


+5v 


54 


Ground 


74 


+5v Ground 


15 


-MSG 


35 


+5v 


55 


Ground 


75 


+5v Ground 


16 


-RST 


36 


+5v 


56 


Ground 


76 


+5v Ground 


17 


-ACK 


37 


SYNC 


57 


Ground 


77 


LED 


18 


-BSY 


38 


RMT_START 


58 


Ground 


78 


DLYD_START 


19 


-ATN 


39 


SCSI ID (0) 


59 


Ground 


79 


SCSI ID (1) j 


20 


-DB(PO) 


40 


SCSI ID (2) 


60 


Ground 


80 


SCSI ID (3) 



80-PIN SCA CONNECTOR 

r \ 

1 80 
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Differential 8-bit SCSI Pinouts 



j SIGNAL 


50 


68 


NAME 


PIN 


PIN 


None 




■j 


NonG 




2 


NonG 




3 


None 




4 


None 




5 


GND 


1 


6 


+DB(0) 


3 


7 


+DB(1) 


5 


8 


+DB(2) 


7 


9 


+DB(3) 


9 


10 


+DB(4) 


11 


11 


+DB(5) 


13 


12 


+DB(6) 


15 


13 


+DB(7) 


17 


14 


+DB(P) 


19 


15 


DIFFSENS 


21 


16 


TERMPWR 

1 1 — 1 1 1 V 1 1 V V 1 1 


23 


17 1 


TFRMPWR 

1 Pi 1 VI 1 VV fi 


OR 


1ft 

I o 


GND 


27 


1 Q 


+ATN 


29 


20 


GND 


O I 


91 
C. I 


+BSY 


33 


22 


+ACK 


ir 


99 


+RST 


Of 


OA. 


+MSG 


9Q 


OR 


+SEL 


41 


Of\ 


+C/D 


43 


27 


+REQ 


45 


28 


+1/0 


47 


29 


GND 


49 


30 


None 




31 


None 




32 


None 




33 


None 




34 



SIGNAL 
NAME 



None 

None 

None 

None 

None 

GND 

-DB(0) 

-DB(1) 

-DB(2) 

-DB(3) 

-DB(4) 

-DB(5) 

-DB(6) 

-DB(7) 

-DB(P) 

GND 

TERMPWR 
TERMPWR 

Vy( I M I—/ 

-ATN 

GND 

-BSY 

-ACK 

-RST 

-MSG 

-SEL 

-C/D 

-REQ 

-I/O 

GND 

None 

None 

None 

None 



50 
PIN 



2 
4 
6 
8 

10 
12 
14 
16 
18 
20 
22 
24 
26 

on 
CO 

30 
32 
34 
36 
38 
40 
42 
44 
46 
48 
50 



68 
PIN 



35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 1 
52 
53 
54 
55 
56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 



Connector Types 

50-PIN DD-50 68-PIN HIGH-DENSITY 



oooooooooooo 49 



oooooooooooo 



50 



50-Pin, Female 



1 (ooooooooo) 
35 \o ooooooo j j 

68-Pin, Male 



34 
68 



1 50-Pin Connector Pins 17 and 51 are not used on the Differential SCSI 
Tray Internal Cable 530-1 904-xx. 
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Differential 16-bit SCSI Pinouts 



QlfiM Al 


PIM \ 


,nR/i o\ 


I 


x nR/lQ\ 
+LfD\ I O) 


o 


,nR/1 A\ 
+Ulj{ 1*+) 


q 


, no/1 c\ 

+UD^ I O.j 




, r\R/Pi \ 
+UD(r I ) 


o 




D 


+\JD[\J) 


7 


i ROM \ 
+Ub(l ) 


Q 

o 


j.nR/9^ 


Q 

C7 


+DB(3) 


10 


+DB(4) 


1 1 


+DB(5) 


12 


+DB(6) 


13 


+DB(7) 


14 


+DB(P) 


15 


DIFFSENS 


16 


TtZDIV /1D\A/D 

1 tKMrvvH 


1 / 


1 hnMrWH 


A Q 
1 O 


UNU 


1 9 


■ ATM 
+AI N 


on 






■ DCV 
+ DOT 


oo 


i API/ 


oo 


.DOT 
+ rio 1 




+ IVIOO 




+otL 






27 


+REQ 


28 


+1/0 


29 


GND 


30 


+DB(8) 


31 


+DB(9) 


32 


+DB(10) 


33 


+DB(11) 


34 



O 1 V_3 1 M/\ L_ 


PIN 


-DB(12) 


35 




36 


-DB(14) 


37 


-DB(15) 


38 


-DB(P1) 


39 


GND 


40 


-DB(0) 


41 


UD v '/ 


42 


-DBY2) 


43 


-DB(3) 


44 


-DB(4) 


45 


-DB(5) 


46 


-DB(6) 


47 


-DB(7) 


48 


-DB(P) 


49 


GND 


50 


TFRMPWR 
i cnivir vvn 


S1 1 

O 1 


i cruvir vvri 


RO 




R1 
DO 


-ATM 
- r\l IN 


RA 


OINL/ 


RR 
OO 


RQV 
■DO Y 


RR 
OD 




C7 
O / 


-RST 


58 


-MSG 


59 


-SEL 


60 


-C/D 


61 


-REQ 


62 


-I/O 


63 


GND 


64 


-DB(8) 


65 


-DB(9) 


66 


-DB(10) 


67 


-DB(11) 


68 



Connector Type 

68-PIN HIGH-DENSITY 



1 

35 V 



000OO00 00) 34 
OOOOOOOO / si 

68-Pin, Male 



1 Pins 17 and 51 are used on the Differential SCSI Tray Internal Cable 
530-2096-xx. 
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Media Defect Management 

Embedded SCSI Disk Drives 

The FORMAT UNIT command formats the media so that all data 
blocks can be accessed. The following lists are used during the 
defect management process. 

Primary, or Manufacturer's, Defect List (P list) 

The P list supplied by the manufacturer is resident on the disk 
drive. The initiator can reference this list with the READ DEFECT 
DATA command. The initiator cannot change or erase the Primary 
list. 

Certification Defect List (C list) 

The C list is the position information of defective data blocks 
detected during data block verification after initialization when the 
FORMAT UNIT command is issued. These defects are added to 
the Grown list. 

Data Defect List (D list) 

The D list is the defect position information transferred from the 
initiator upon execution of the FORMAT UNIT command. These 
defects are added to the Grown list. 

Grown Defect List (G list) 

The G list includes defects identified to, or by, the drive. It does not 
include the P list. These defects are classified as flaws appearing 
after the media is formatted. The initiator may request that the 
current G list be used during formatting, or that the current G list 
be erased and a new list begun. Entries to the G list include: 

1 . Defects provided to the drive in D lists during previous 
FORMAT UNIT commands. 

2. Drive C list defects detected during previous FORMAT 
UNIT commands. 

3. Defects appended by successful completion of the 
REASSIGN BLOCKS command. 
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SCSI Option Bit 

SCSI Option Bit Setting 

Use the following procedure to determine the SCSI option bit 
setting under Solaris 2.x: 

# adb -k /kernel/unix /dev/mem (Solaris 2.0 - 2.4) 

# adb -k/dev/ksyms /dev/mem (Solaris 2.5) 
scsi_options/X 

$q 



SCSI Option Bits 



Disconnect/Reconnect 


0x008 


Linked Commands 


0x010 


Synchronous Transfer 


0x020 


Parity 


0x040 


Tagged Queuing 


0x080 


Fast SCSI 


0x100 


Wide SCSI 


0x200 


Ultra SCSI 


0x400 



Tagged Queuing 

Tagged Queuing allows a disk to receive more than one command 
at a time and to perform the commands in an order that reduces 
disk latency in many applications. Tagged Queuing is implemented 
in Solaris 2.1. Some SCSI disk drives may not properly implement 
Tagged Queuing. Disable Tagged Queuing in the driver to prevent 
unrecoverable failures. Add the following to the /etc/system file 
under Solaris 2.x. 

set scsi_options=0x178 
Wide SCSI 

To enable Wide SCSI under Solaris 2.3, add the following to the 
/etc/system file 

set scsi_options=0x3f8 
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SCSI Controllers 



esp 


isp 


fas 


glim 


53C90 


53C90A 


ESP236 
53C96 


FAS 101 


FAS236 


MACIO 


ISP1000 
ISP1000U* 
ISP1040t 


FEPS 


53C875 
53C876* 


4/20 


4/75 


SBE/S 


SS10 


SS1000 


4/15 


SWIS/S 


A12 


RSM2000 


4/25 


4/40 


SS600 


SS600 


FSBE/S 


4/30 


DWIS/S 


A14 


A16 


4/40 


4/50 






DSBE/S 


SS5 


UDWIS/S* 


X1018 


A20 A25 


4/60 


X1055 








SS10SX 


X1032=fS€ 


X1059 


CP1500 


4/65 










SS20 
A11 


X2630£€ 


X2610 
X2620 


A23* A26* 
A27* A28* 
X6540* 
X6541* 



MACIO (NCR 59C100) (STP2000) 

The MACIO ASIC provides three special purpose SBus DMA 
channels: Ethernet, SCSI, and Parallel Port. The SCSI block is 
based on the Emulex FAS101 macrocell which is a superset of 
(and backwards compatible with) the ESP100A. 

FEPS (STP2002) 

The FEPS ASIC is a Fast Ethernet, Parallel Port, and Fast Wide 
SCSI Controller. The SCSI Channel consists of SCSI DVMA and 
FAS366. 

ESP esp(7D) 

The esp driver supports the Emulex family of esp SCSI chips 
(esp100, esp100A, esp236, fas101, fas236). 

FAS fas(7D) 

The fas driver supports the Qlogic FAS366 SCSI chip. 
ISP (isp7D) 

The isp driver supports the Qlogic ISP1000 SCSI chip on SBus 
and the ISP1040B SCSI chip on PCI bus. 

GLM (glm7D) 

The glm driver supports the Symbios 53c875 SCSI chip. 
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SCSI Sense Keys 



KEY 



DESCRIPTION 



NO SENSE 

There is no specific sense key information to be reported for the 
designated logical unit. This would be the case for a successful 
command or a command that received CHECK CONDITION or 
COMMAND TERMINATED status because one of the filemark, 
EOM, or ILI bits is set to one. 



RECOVERED DATA 

The last command completed successfully with some recovery 
action performed by the target. Details may be determined by 
examining the additional sense bytes and the information field. 



NOT READY 

The logical unit addressed cannot be accessed. Operator 
intervention may be required to correct this condition. 



MEDIUM ERROR 

The command terminated with a non-recovered error condition that 
was probably caused by a flaw in the medium or an error in the 
recorded data. This sense key may also be returned if the target is 
unable to distinguish between a flaw in the medium and a specific 
hardware failure (sense key 4) 

HARDWARE ERROR 

The target detected a non-recoverable hardware failure while 
performing the command or during self test. 

ILLEGAL REQUEST 

There was an illegal parameter in the command descriptor block or 
in the additional parameters supplied as data for some commands. 
If the target detects an invalid parameter in the command descriptor 
block, then it shall terminate the command without altering the 
medium. If the target detects an invalid parameter in the additional 
parameters supplied as data, then the target may have already 
altered the medium. This sense key may also indicate that an invalid 
IDENTIFY message was received. 



UNIT ATTENTION 

The removable medium may have been changed or the target has 
been reset. 
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SCSI Sense Keys -Continued 



KEY 


DESCRIPTION 


7 


DATA PROTFPT 

A command that reads or writes the medium was attempted on a 
block that is protected from this operation. 


8 


BLANK CHECK 

A write-once device or a sequential-access device encountered 
blank medium or format-defined end-of-data indication while 
reading or a write-once device encountered 


9 


Vendor Specific 

This key is available for reporting vendor specific conditions. 




COPY ABORTED 

A COPY, COMPARE, or COPY AND VERIFY command was 
aborted due to an error condition on the source device, the 
destination device, or both. 


b 


ABORTED COMMAND 

The target aborted the command. The initiator may be able to 
recover by trying the command again. 


u 


HARnWARF FRRDR 

The target detected a non-recoverable hardware failure while 
performing the command or during self test. 


d 


VOLUME OVERFLOW 

A buffered peripheral device has reached the end-of-partition and 
data may remain in the buffer that has not been written to the 
medium. 


e 


MISCOMPARE 

The source data did not match the data read from the medium. 


f 


Reserved 
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SCSI Sense Codes 



BYTE 


DESCRIPTION ! 


12 




Aaaitionai oense ooae i/aoO) 




13 


Aaaiiionai bense ooae uuaiiTier (Abuu) 


00 


00 


ino aaaiiionai sense inTormanon 


00 


01 


riiemarK aetectea 


00 


02 


□no ot par iiiion/rneuiurTi ueiecieu ( 


00 


03 


oeimarK aetectea 


00 


04 


Beginning-of-Partition/Medium detected 


00 


05 


End of data detected 


00 


1 1 


auoio piay operation in progress 


00 


12 


Audio play operation paused 


00 


13 


Audio play operation successfully completed 


00 


14 


Audio play operation stopped due to error 


00 


15 


ino current auaio sxaius to return 


01 


00 


imo inaex/sector signal 


02 


00 


ino seeK compieie 


03 


00 


reripnerai cevice wrue Taun 


03 


01 


ino wrue current 


03 


02 


Excessive write errors 


04 


00 


Logical unit not ready, cause not reportable 


04 


01 


Logical unit is in progress or uecoming reaay 


04 


02 


Logical unit not ready, initiating command required 


04 


03 


Logical unit not ready, manual intervention required 


04 


04 


Logical unit not ready, format in progress 


05 


00 


Logical unit does not respond to selection 


06 


00 


ino reierence position Touna 


07 


00 


Multiple peripheral devices selected 


08 


00 


Logical unit communication failure 


Uo 


01 


Logical unit communication time out 


08 


02 


1 AnipQ 1 1 1 n it rnmmi inioati^n ncir-itx/ orrAr 

Luyiudi uiiu ouiiii I luiiiucuiui i pdiiiy t/iiur 


09 


00 


Track following error 


09 


01 


Tracking servo failure 


09 


02 


Focus servo failure 


09 


03 


Spindle servo failure 


0a 


00 


Error log overflow 


0c 


00 


Write error 
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SCSI Sense Codes - Continued 



BYTE 


DESCRIPTION 


12 




Additional Sense Code (ASC) 




13 


Additional Sense Code Qualifier (ASCQ) 


0c 


01 


Write error recovered with auto reallocation 


0c 


02 


Write error - auto reallocation failed 


10 


00 


ID CRC or ECC error 


11 


00 


Unrecovered read error 


11 


01 


Read retries exhausted 


11 


02 


Error log too long to correct 


1 1 




Multiple read errors 


11 


04 


Unrecovered read error - auto reallocate failed 


11 


05 


L-EC uncorrectable error 


11 


06 


CIRC unrecovered error 


11 


07 


Data resynchronization error 


11 


08 


Incomplete block read 


11 


09 


No gap found 


11 


0a 


Miscorrected error 


12 


00 


Address mark not found for ID field 


13 


00 


Address mark not found for data field 


14 


00 


Recorded entity not found 


14 


01 


Record not found 


15 


00 


Random positioning error 


15 


01 


Mechanical positioning error 


15 


02 


Positioning error detected by read of medium 


16 


00 


Data synchronization mark error 


17 


00 


Recovered data with no error correction applied [ 


17 


01 


Recovered data with retries 


17 


02 


Recovered data with positive head offset 


17 


03 


Recovered data with negative head offset i 


17 


04 


Recovered data with retries and/or CIRC applied 


17 


05 


Recovered data using previous sector 


17 


06 


Recovered data without ECC - Data auto-reallocated 


18 


00 


Recovered data with error correction applied 


18 


01 


Recovered data with error correction & retries applied 


18 


02 


Recovered data with ECC and/or retries 


18 


03 


Recovered data with CIRC 
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SCSI Sense Codes - Continued 



BYTE 


DESCRIPTION 


12 




Additional Sense Code (ASC) 




13 


Additional Sense Code Qualifier (ASCQ) 


18 


04 


Recovered data with LEC 


19 


00 


Defect list error 


19 


01 


Defect list not available 


19 


02 


Defect list error in primary list 


19 


03 


Defect list error in grown list 


1a 


00 


Parameter list length error ■ 


1b 


00 


Synchronous data transfer error 


1c 


00 


Defect list not found 


1c 


01 


Primary defect list not found 


1c 


02 


Grown defect list not found 


1d 


00 


Miscompare during verify operation 


1e 


00 


Recovered ID with ECC correction 


20 


00 


Invalid command operation code 


21 


00 


Logical block address out of range 


21 


01 


Invalid element address 


22 


00 


Illegal function for device type ! 


24 


00 


Invalid field in CDB 


25 


00 


Logical unit not supported 


26 


00 


Invalid field in parameter list 


26 


01 


Parameter not supported 


26 


02 


Parameter value invalid 


26 


03 


Threshold parameters not supported 


27 


00 


Write protected 


28 


00 


Not ready to ready transition 


28 


01 


Import / Export element accessed 


29 


00 


Power-On, reset, or bus device reset occurred 


2a 


00 


Parameters changed 


2a 


01 


Mode parameters changed 


2a 


02 


Log parameters changed 


2b 


00 


Copy cannot execute since host cannot disconnect 


2c 


00 


Command sequence error 


2c 


01 


Too many windows specified 


2c 


02 


Invalid combination of windows specified 
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SCSI Sense Codes - Continued 



BYTE 


DESCRIPTION 


12 


_ 


Additional Sense Code (ASC) 




13 


Additional Sense Code Qualifier (ASCQ) 


2b 


00 


Copy cannot execute since host cannot disconnect 


2c 


00 


Command sequence error 


2c 


01 


Too many windows specified 


2c 


02 


Invalid combination of windows specified 


2d 


00 


Overwrite error on update in place 


2f 


00 


Commands cleared by another initiator 


30 


00 


Incompatible medium installed 


30 


01 


Cannot read medium - unknown format 


30 


02 


Cannot read medium - incompatible format 


30 


03 


Cleaning cartridge installed 


31 


00 


Medium format corrupted 


31 


01 


Format command failure 


32 


00 


No defect spare location available 


32 


01 


Defect list update failure 


33 


00 


Tape length error 


36 


00 


Ribbon/Ink/Toner failure 


37 


00 


Rounded parameter 


39 


00 


Saving parameters not supported 


3a 


00 


Medium not present 


3b 


00 


Sequential positioning error 


3b 


01 


Tape position err<fc>r at beginning of medium j 


3b 


02 


Tape position error at end of medium 


3b 


03 


Tape or electronic vertical forms unit not ready 


3b 


04 


Slew failure 


3b 


05 


Paper jam 


3b 


06 


Failed to sense top of form 


3b 


07 


Failed to sense bottom of form 


3b 


08 


Reposition error 


3b 


09 


Read past end of medium 


3b 


0a 


Read past beginning of medium 


3b 


0b 


Position past end of medium 


3b 


Oc 


Position past beginning of medium 


3b 


Od 


Medium destination element full 
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SCSI Sense Codes - Continued 



BYTE 


DESCRIPTION 


12 




Additional Sense Code (ASC) 




13 


Additional Sense Code Qualifier (ASCQ) 


3b 


0e 


Medium source element empty 


3d 


00 


Invalid bits in identify message 


3e 


00 


Logical unit has not self configured yet 


3f 


00 


Target operating conditions have changed 


3f 


01 


Microcode has been changed 


3f 


02 


Changed operating definition 


3f 


03 


Inquiry data has changed 


40 


nn 


Diagnostic failure on component nn (80h-ffh) 


41 


00 


Data path failure 


42 


00 


Power-On or Self-Test failure 


43 


00 


Message error 


44 


00 


Internal target failure 


45 


00 


Select/Reselect failure 


46 


00 


Unsuccessful soft reset 


47 


00 


SCSI parity error 


48 


00 


Initiator detected error message received 


49 


00 


Invalid message error 


4a 


00 


Command phase error 


4b 


00 


Data phase error 


4c 


00 


Logical unit failed self configuration - 


4e 


00 


Overlapped commands attempted 


50 


00 


Write append error 


50 


01 


Write append position error 


50 


02 


Position error related to timing 


51 


00 


Erase failure 


52 


00 


Cartridge fault 


53 


00 


Media load/eject failed 


53 


01 


Unload tape failure i 


53 


02 


Medium removal prevented 


54 


00 


SCSI to host system interface failure 


55 


00 


System resource failure 


57 


00 


Unable to recover table-of-contents 


58 


00 


Generation does not exist 
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SCSI Sense Codes - Continued 



BYTE 


DESCRIPTION 


19 

I c. 




Additional Sense Code (ASC) 






Additional Sense Code Qualifier (ASCQ) 




no 
uu 


Undated block read 


Od. 


oo 
uu 


Operator request or state change input 


\JOL 


U 1 


Ooerator medium removal reauest 


5a 


02 


Operator selected write protect 




uo 


Operator selected write permit 


JU 


no 

uu 


Log exception 


JU 


U 1 


Threshold condition met 




09 


Log counter at maximum 




0^ 
uo 


Loa list codes exhausted 


JU 


00 
uu 


RPL status change 


5c 


01 


Spindles synchronized 


5c 


02 


Spindles not synchronized 


R0 


00 
uu 


Lamp failure 


61 


01 


Unable to acquire video 


61 


02 


Out of focus 


62 


00 


Scan head positioning error 


63 


00 


End of user area encountered on this track 


64 


00 


Illegal mode for this track 


80 


80 


Vendor unique ASC and ASCQ 


through 




ff 


ff 


Vendor unique ASC and ASCQ 
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5GB 4 mm DDS-1 

Archive 4324RP Manual Tape Ejection 

1 . Remove the left and right Mounting Brackets. 

2. Remove the Top Cover. 

3. Remove the Front Bezel leaving the wire harness attached. 

4. Remove the Shield that covers the Mode Motor Shaft. 

5. Turn the Mode Motor Shaft counterclockwise until the posts retract into the 
cassette and the Mode Motor Shaft stops. 

6. Push the Front Roller in and turn it counterclockwise until the tape 
is wound onto the supply reel and the Front Roller stops. 

7. Rotate the Rear Cassette Gear counterclockwise until the cassette ejects. 



Rear Cassette Gear Mode Motor Shaft 



Shield 




Front Roller 
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4-8GB 4 mm DDS-2 

Conner CTD8000 Manual Tape Ejection 

1 . Insert a small flat blade screwdriver in the hole on the right side of the 
chassis and engage the Mode Motor Shaft. 

2. Turn the Mode Motor Shaft clockwise until the cassette rises and then 
protrudes from the slot. 





U 

MODE MOTOF 

o o 6 

i i 


' — i — 1 U 

\ SHAFT HOLE 

f ° 

1 1 







7* Insert screwdriver here 
1 and turn clockwise 



Caution: Do NOT turn the Mode Motor Shaft counterclockwise. Turning 
the shaft counterclockwise may damage the mode gear. 



20-40GB 4 mm DDS-4 



HP C5683-00625 Manual Tape Ejection 

1 . Insert a screwdriver in the hole on the right side of the chassis and engage 
the Motor Shaft. Use a <2 mm wide screwdriver bit with a <3 mm diameter 
shaft >30 mm long. 

2. Turn the Motor Shaft counterclockwise until the cassette rises and then 
protrudes from the slot. 







MOTOR Sh 

c 

i 


' " ™L 

1AFT HOLE 

i 













Insert screwdriver here 
1 and turn counterclockwise 
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Quantum DLT 4700 



Manual Magazine Ejection 

1. Remove the top cover. 

2. Depress the roller located 16 cm from the rear on the top left side. 

3. Slide the drive forward approximately 22 cm. 

4. Press in on the top of the front door to release tension. 

5. Push the Release Lever on the right side 2-3 mm towards the rear. 

6. Release the front door and remove the Magazine. 

Cautions 

1 . Do NOT turn the Aluminum Shaft. 

2. Pliers and similar tools will damage the soft metal Aluminum Shaft. 

3. Over rotation of the Aluminum Shaft may cause the Front Door locking 
clips to spring off the shaft. 



Right Side of DLT4700 Receiver 

Press in on the top of the Front Door 



© 



Aluminum 
Shaft 



© 



Push the Release Lever 2-3 mm ■ 
to release the Front Door 



© 



T 



© 




Release Lever 
rotation point 



© 
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Electrical Characteristics 

EIA RS-232-C Section 2.3 

For data interchange circuits, the signal shall be considered 
in the marking condition when the voltage (V-j) interchange circuit 
measured at the interface point, is more negative than minus three 
volts with respect to Circuit AB (Signal Ground). The signal shall 
be considered in the spacing condition when the voltage (V-j) is 
more positive than plus three volts with respect to circuit AB. The 
signal state in not uniquely defined when the voltage (V-j) is in this 
transition region. 

EIA RS-232-D Section 2.1.3 

For data interchange circuits, the signal shall be considered 
in the marking condition when the voltage (V-|) on the 
interchange circuit, measured at the interface point, is more 
negative than minus three volts with respect to Circuit AB (Signal 
Ground). The signal shall be considered in the spacing condition 
when the voitage (V-j) is more positive than plus three volts with 
respect to circuit AB. The region between plus three volts and 
minus three volts is defined as the transition region. The signal 
state in not uniquely defined when the voltage (V-,) is in this 
transition region. 

During the transmission of data, the marking condition shall be 
used to denote the binary state ONE and the spacing condition 
shall be used to denote state ZERO. 

EIA RS-422-A Section 4.1.1 

For either binary state, the magnitude of the differential voltage 
(V 0 ) measured between the two generator output terminals shall 
not be less than 6.0 volts; nor shall the magnitude of V 0a and 
V ob measured between the two generator output terminals and 
generator circuit ground be more than 6.0 volts. 
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Electrical Characteristics - Continued 
El A RS-423-A Section 4.1.1 

For either binary state, the magnitude of the voltage (V 0 ) measured 
between the generator output terminal and generator circuit 
ground shall not be less than 4.0 volts nor more than 6.0 volts. For 
the opposite binary state, the polarity of V 0 shall be reversed. 

EIA RS-449-A Section 2.1.1 

The following circuits are classified as Category I circuits: SD, RD, 
TT, ST, RT, RS, CS, RR, TR, and DM. 

For applications where the signaling rate on the data 
interchange circuits (Circuits SD and RD) is 20,000 bits per 
second or less, the individual Category I circuits shall use 
either the balanced electrical characteristics of RS-423, 
without the cable termination resistance (R t ), or the unbalanced 
electrical characteristics of RS-422-A. Two leads shall be brought 
out to the interface connector for each Category I circuit. Each 
interchange circuit consists of a pair of wires interconnecting a 
balanced or unbalanced generator and a differential receiver. 

For applications where the signaling rate on the data interchange 
circuits (Circuits SD and RD) is above 20,000 bits per second, all 
Category I circuits shall use the balanced electrical characteristics 
of RS-422. Use of optional cable termination resistance (R t ) 
permitted. Each interchange circuit consists of a pair of wires 
interconnecting a balanced generator and a differential receiver. 

EIA RS-449-A Section 2.1.2 

All other circuits are classified as Category II circuits. For all 
applications, Category II circuits shall use the unbalanced 
electrical characteristics of RS-423. Each Category II 
interchange circuit consists of one wire interconnecting an 
unbalanced generator and a differential receiver. 
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RS-232 Signals 



PIN 


SIGNAL 


SIGNAL NAME 


FLOW 


DESCRIPTION 


2 
14 


BA 
or 
TD 


Transmit Data 


Output 


Data transmitted to the data 
communications equipment. 


3 
16 


BB 
or 
RD 


Receive Data 


Input 


Data received from the data 
communications equipment. 


4 
19 


CA 
or 

RTS 


Request to Send 


Output 


Signal sent to the data communica- 
tions equipment, asking if it is 
ready to start accepting data. 


5 
13 


CB 
or 
CTS 


Clear to Send 


Input 


Ready to accept data signal from the 
data communications equipment. 


6 


CC 
or 
DSR 


Data Set Ready 


Input 


Data communications equipment | 
indicates the status of the local 
data set. 


7 


AB 

or 

or> 


Signal Ground 


None 


Signal Ground provides a reference 
level for the signal voltages. 


8 
12 


CF 
or 
DCD 


Data Carrier Detect 


Input 


Data communications equipment 
detected "carrier." Example: a 
modem senses tones sent to it 
by another modem over phone 
lines. 


15 


DB 
or 
TC 


Transmit Clock 
from DCE 


Input 


Transmit clock from the modem. 
Usually not used for asynchronous 
devices (terminals, printers, and 
modems, etc). 


17 


DD 
or 
RC 


Receive Clock 
from DCE 


Input 


Receive clock from the modem. 
Usually not used for asynchronous 
devices (terminals, printers and, 
modems, etc). j 


20 


CD 
or 
DTR 


Data Terminal 
Ready 


Output 


The DTE is powered on and 
ready to communicate as the 
"local data terminal" with the 
data communication equipment. 
For example, the modem. j 


24 


DA 
or 
TCO 


Transmit Clock 
from DTE 


Output 


Provides transmit clock from the 
DTE. Usually not used for 
asynchronous devices, (terminals, 
printers, and modems, etc). 
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RS-449 Signals 



PIN 


SIGNAL 


SIGNAL NAME 


FLOW 


DESCRIPTION 


4 
22 


SD 
or 
TD 


Transmit Data 


Output 


Data transmitted to the data 
communications equipment. 


6 

24 


RD 


Receive Data 


Input 


Data received from the data 
communications equipment. 


7 

25 


RS 
or 

RTS 


Request to Send 


Output 


Signal sent to the data communica- 
tions equipment, asking if it is 
ready to start accepting data. 


9 

27 


cs 

or 

CTS 


Clear to Send 


Input 


Readv to aroeot data sianal from the 
data communications equipment. 


11 

29 


DM 
or 
DSR 


Data Set Ready 


Input 


Data communications equipment 
indicates the status of the local 
data set. 


19 


SG 


Signal Ground 


None 


Signal Ground provides a reference 
level for the signal voltages. 


13 
31 


RR 
or 
DCD 


Data Carrier Detect 


Input 


Data communications equipment 
detected "carrier." Example: a 
modem senses tones sent to it 
by another modem over phone \ 
lines. 


5 

23 


ST 
or 
TC 


Transmit Clock 
from DCE 


Input 


Transmit clock from the modem. 
Usually not used for asynchronous 
devices (terminals, printers, and 
modems, etc). 


8 

26 


RT 

or 
RC 


Receive Clock 
from DCE 


Input 


Receive clock from the modem. 
Usually not used for asynchronous 
devices (terminals, printers, and 
modems, etc). 


12 
30 


TR 
or 
DTR 


Data Terminal 
Ready 


Output 


The DTE is powered on and 
ready to communicate as the 
"local data terminal" with the 
data communication equipment. 
For example, the modem. 


17 

35 


TT 

or 
TCO 


Transmit Clock 
from DTE 


Output 


Provides transmit clock from the 
DTE. Usually not used for 
asynchronous devices, (terminals, 
printers, and modems, etc). 
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Ethernet Controllers 



82586 
with 
8023A 


7990 
with 
7992 


7990 
with 
T7213 


79C90 


MACIO 

with 
T7213 


MACIO 

with 
LXT901 


79C940 


FEPS 


CHEERIO 


RIO 


Sun-2 


3/50 


SS10 


4/50 


4/10 


SS5 


SQEC 


A12 


A16 


A28 


3/E 


3/60 


SS1000 


SS10 


4/15 


S240 




A14 


A20/25 


A36 


3/110 


3/60LE 


SBE 


FSBE 


4/30 


SS4 




X1018 


A21/22 




3/150 


4/20 


FSBE 




10SX 


Xterm 1 




X1042 


A23 




3/160 


4/25 


DSBE 




SS20 


A11 




X1049 


A26 




3/180 


4/40 












X1059 


X1032 




3200 


4/50 












X2610 


X1033 




3400 


4/60 












X2611 


X1034 




4100 


4/65 












X2612 


X2630 




4400 


4/75 
4300 
SS10 
SS600 
SS1000 
X450 
X453 












X2620 
X2622 


X2632 
CP1500 





MACIO ASIC (NCR 89C100) 

The Sun designed MACIO ASIC provides three special purpose 
SBus DMA channels commonly used on SPARC platforms: 
Ethernet, SCSI, and Parallel Port. The Ethernet block is based on 
the NCR 92C990 macrocell which is a superset of (and backward 
compatible with) the AM7990. 

FEPS ASIC (STP2002) 

The Sun designed FEPS ASIC is a Fast Ethernet, Parallel Port, 
and Fast Wide SCSI controller. 

CHEERIO ASIC (STP2003) 

The Sun designed CHEERIO ASIC is a Fast Ethernet and 8-Bit 
EBus2 controller. 

RIO ASIC (SME2300) 

The Sun designed RIO ASIC is a Fast Ethernet, IEEE-1394, and 
USB controller and an 8-Bit EBus and PCI bridge interface. 
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Pin Assignments 

Sun-4/60/65/75 Serial Ports A and B Board Connector 

SS5 Serial Ports A and B 

SS1000 and SC2000 Serial Ports A and B 1 2 3 5 Voooooooooooo 0 /^ 

A1 1 , A1 2, and A1 4, Ports A and B 

E3x00/4x00/5x00/6x00 Serial Ports A and B 

A21 and A22 Serial Port A 

RS-232/RS-423 

25-Pin Female D-Sub 



PIN 


SIGNAL 


PIN 


SIGNAL 


2 


TD 


8 


DCD 


3 


RD 


15 


TC 


4 


RTS 


17 


RC 


5 


CTS 


20 


DTR 


6 


DSR 


24 


TCO 


7 


GND 







CPU Keyboard and Mouse Port 
8-Pin Female Mini-Din 



Board Connector 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


GND 


5 


TD-KB 


2 


GND 


6 


RD-KB 


3 


+5Vdc 


7 


* 


4 


RD-M 


8 


+5Vdc 



Pin-7 is connected to Pins 1 and 2 on 
SS1,SS1+, SS2, IPC, and IPX. 
Pin 7 is TD-M on the 4300, 4400, and 
SS600MR 

Pin-7 is keyboard Power-On on SS4, 
SS5, SS10, SS10SX, SS20, Classic, 
LX, SS1000, SC2000, A11, A12, A14, 
A16, A20, A21 , A22, A23, A25, A26, 
A27, and EX000. 
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Adapter Connector 

13 (ooooooo OOOO 00) 1 
25 \o ooooooooooo y 14 



PIN 


SIGNAL 


PIN 


SIGNAL 


2 


TD 


8 


DCD 


3 


RD 


15 


TC 


4 


RTS 


17 


RC 


5 


CTS 


20 


DTR 


6 


DSR 


24 


TCO 


7 


GND 







Sun-4/15/30, SS10, SS20, A20, 
A25, A26, and A27 
Adapter 530-1869 Serial Port A 
25-Pin Female D-Sub 



Sun-4/15/30, SS10, SS20*, A20 
A25, A26, and A27 
Adapter 530-1869 Serial Port B 
25-Pin Female D-Sub 



PIN 


SIGNAL 


PIN 


SIGNAL 


2 


TD 


8 


DCD 


3 


RD 


15 


TC 


4 


RTS 


20 


DTR 


5 


CTS 


24 


TCO 


7 


GND 







Port B is asynchronous only. 

* A jumper setting change and an 
adapter cable is required to use the 
SS20 Port B in synchronous mode. 
Pin-9 is dsr and Pin-10 is rtxc. 



Adapter Connector 



13 (c 

25 V 



0OO00000000O0 
0 00 000000000 



7 1 

J 14 



Netra t1 Model 100/105 Serial Port Board Connector 



8-Pin RJ45 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


RTS 


5 


GND 


2 


DTR 


6 


RXD 


3 


TXD 


7 


DSR 


4 


GND 


8 


CTS 



TROUBLESHOOTING-34 



Field Engineer Handbook 



9/18/00 



TROUBLESHOOTING 



JavaStation J J and JK Serial Port A 



Board Connector 



RS-232/RS-423 9-Pin Male D-Sub 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


DCD 


5 


GND 


2 


RD 


6 


DSR 


3 


TD 


7 


RTS 


4 


DTR 


8 


CTS 


9 


Rl 







: (o 0 00 o) 1 
9 \oooo/ 6 



JavaStation JJ and JK Mouse Port 
6-Pin Female Mini-Din 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


Data 


4 


+5Vdc 


2 


Reserved 


5 


Clock 


3 


Ground 


6 


Reserved 



Board Connector 




JavaStation J J and JK Keyboard Port 
6-Pin Female Mini-Din 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


Data 


4 


+5Vdc 


2 


Reserved 


5 


Clock 


3 


Ground 


6 


Reserved 



Board Connector 




USB Port 4-Pin 



Board Connector 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


USB0_VCC 


3 


CM_USB_D0_P 


2 


CM_USB_D0_N 


4 


Gnd 


1 


USB1_VCC 


3 


CM_USB_D1_P 


2 


CM_USB_D1_N 


4 


Gnd 


IEEE-1394 Port 6-Pin 


PIN 


SIGNAL 


PIN 


SIGNAL 


1 


EX_BUSPWR 


4 


TPB1_OUT_P 


2 


Gnd 


5 


TPA1_OUT_N 


3 


TPB1_OUT_N 


6 


TPA1_OUT_P 



12 3 4 



12 3 4 



Board Connector 



□ □ 

□ □ 

□ □ 
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SS5, SS10, and SS20 Parallel Port 
Upper 26-Pin Female Hi-Density 
SPARCstation Voyager 
26-Pin Female Hi-Density 



DIM 


QIPMAI 

ololMAL 


DIM 

r IN 


OIPMAI 


1 


^TRORF 


l *+ 


AFYT 


O 
c. 


DATA 0 


i \j 


FRRDR 


Q 
o 


DATA 1 

unln I 


1fi 

1 Vj 


RF^FT 


A 
*+ 


DATA 9 


17 


OI_V_/ 1 IIM 


5 


DATA 3 


18 


GND 


6 


DATA 4 


19 


GND 


7 


DATA 5 


20 


GND 


8 


DATA 6 


21 


GND 


9 


DATA 7 


22 


GND 


10 


ACK 


23 


GND 


11 


BUSY 


24 


GND 


12 


PE 


25 


GND 


13 


SLCTOUT 


26 


GND 



;e IBM Adapter 530-1861 



Use Centronics Adapter 530-1857 

Parallel Port Board Connector 

Sun-4/15/30,Xterminal1,SS4,A11,A12,A14, iq ( - nn - n - - - nnn — , 1 

13 (ooooooooooooo 1 

A16, A20, A21 , A22, A23, A25, A26, and A27 25 \oooooooooooo / 14 
25-Pin Female D-Sub 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


STROBE 


14 


AUTOFD 


2 


DATA 0 


15 


ERROR 


3 


DATA 1 


16 


INIT 


4 


DATA 2 


17 


SLCTIN 


5 


DATA 3 


18 


GND 


6 


DATA 4 


19 


GND 


7 


DATA 5 


20 


GND 


8 


DATA 6 


21 


GND 


9 


DATA 7 


22 


GND 


10 


ACK 


23 


GND 


11 


BUSY 


24 


GND 


12 


PE 


25 


GND 


13 


SLCT 







Board Connector 

13(000 0 0 0 0000000) 1 
26 yOOO 0 0 0 0 0 00 0 0 / 14 
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SS5, SS10, SS20, and SS Voyager Cable Connector 

PontronirQ P^rallpl Pnrt AHanter B30-1857 k 

. , 1{ 

26-Pin Hi-Density to 36-Pin Centronics 19 V 7 .^ 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


STROBE 


15 


SLCTIN 


2 


DATA 0 


20 


GND 


3 


DATA 1 


21 


GND 


4 


DATA 2 


22 


GND 


5 


DATA 3 


23 


GND 


6 


DATA 4 


24 


GND 


7 


DATA 5 


25 


GND 


8 


DATA 6 


26 


GND 


9 


DATA 7 


27 


GND 


10 


ACK 


28 


GND 


11 


BUSY 


31 


RESET 


12 


PE 


32 


ERROR 


13 


SLCTOUT 


36 


SLCTIN 


14 


AFXT 







SS5, SS10, SS20, and SS Voyager 
IBM Parallel Port Adapter 530-1861 



Cable Connector 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


STROBE 


14 


AFXT 


2 


DATA 0 


15 


ERROR 


3 


DATA 1 


16 


RESET 


4 


DATA 2 


17 


SLCTIN 


5 


DATA 3 


18 


GND 


6 


DATA 4 


19 


GND 


7 


DATA 5 


20 


GND 


8 


DATA 6 


21 


GND 


9 


DATA 7 


22 


GND 


10 


ACK 


23 


GND 


11 


BUSY 


24 


GND 


12 


PE 


25 


GND 


13 


SLCTOUT 







1 cs 

14\C 



0000000000000 
000000000000 



D) 13 
J 25 
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SPARCclassic, SS5, and SS20 
10BASE-5 Ethernet AUI Port 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


E.TD- 


14 


E.TD+ 


2 


E.RD+ 


15 


E.RD- 


3 


E.COL- 


16 


E.COL+ 


4 


E.+12Vdc 


17 


E.GND 


5 


Unused 


18 


Unused 


6 


Unused 


19 


Unused 


7 


Unused 


20 


Unused 


8 


Unused 


21 


Unused 


9 


Unused 


22 


Unused 


10 


Unused 


23 


Unused 


11 


Unused 


24 


Unused 


12 


Unused 


25 


Unused 


13 


Unused 


26 


Unused 



Board Connector 

1310000000000000) 1 

26V000000000000 7i 



Use AUI Adapter 530-2021 



Sun Microphone II 




The Microphone II is not compatible with Sun4c 
systems. 
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SS5 and SS4 Audio Module 501-2592 Line-In Jack 



GND (Sleeve) 
LEFT 



RIGHT (Ring) 



SS5 and SS4 Audio Module 501-2592 Line-Out Jack 



GND (Sleeve) 
LEFT (Tip) 

RIGHT (Ring) 



SS5 and SS4 Audio Module 501-2592 Microphone Jack 



GND (Sleeve) 
LEFT (Tip) 

RIGHT (Ring) 



SS5 and SS4 Audio Module 501-2592 Headphone Jack 



GND (Sleeve) 
LEFT (Tip) 

RIGHT (Ring) 
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SS20 Line-In Jack 



GND (Sleeve) 
RIGHT (Ring) 



/\ — t - ~ f- LEFT (Tip) 



SHIELD GND 



SS20 Line-Out Jack 



GND (Sleeve) 
RIGHT (Ring) 

LEFT (Tip) 
SHIELD GND 



SS20 Microphone Jack 



u 



GND (Sleeve) 
RIGHT (Ring) 



LEFT (Tip) 



SHIELD GND 



SS20 Headphone Jack 



"I — c 



GND (Sleeve) 
RIGHT (Ring) 



LEFT (Tip) 



SHIELD GND 



TROUBLESHOOTING-40 



Field Engineer Handbook 



9/18/00 



TROUBLESHOOTING 



A1 1 , A1 2, and A1 4 Line-In Jack 



GND (Sleeve) 
RIGHT (Ring) 



/\ — t — ~ LEFT (Tip) 



■i| 1 T 



SHIELD GND 



A1 1 , A1 2, and A1 4 Line-Out Jack 



GND (Sleeve) 
RIGHT (Ring) 



— LEFT (Tip) 



-l| 1 " 



SHIELD GND 



A1 1 , A1 2, and A1 4 Microphone Jack 



/\ i 



"l — czz 



GND (Sleeve) 
RIGHT (Ring) 



LEFT (Tip) 



SHIELD GND 



A1 1 , A1 2, and A1 4 Headphone Jack 



5 



■H 1 T 



GND (Sleeve) 
RIGHT (Ring) 



LEFT (Tip) 



SHIELD GND 
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10BASE-5 Ethernet 



Board Connector 



PIN 


SIGNAL 


PIN 


SIGNAL 


2 


COL+ 


9 


COL- 


3 


TD+ 


10 


TD- 


5 


RD+ 


12 


RD- 


6 


GND 


13 


+12Vdc 


10BASE-T Ethernet 






8-Pin RJ45 






PIN 


SIGNAL 


PIN 


SIGNAL 


1 


TPO+ 


5 


Unused 


2 


TPO- 


6 


TPI- 


3 


TPI+ 


7 


Unused 


4 


Unused 


8 


Unused 



o o o o o o 

0 0 0 0 0 



0 0) 1 
00 J 9 



Board Connector 



1 1 1 1 1 1 1 1 

1 8 



SunLink ISDN 



SUPPORTED SunLink ISDN CARRIERS 


SPECIFICATION 


British Telecom 

Deutsche Bundepost Teiekom 

France Telecom Numeris 

Nippon Telegraph and Telephone 

AT&T 5ESS 5e5 conformant US carriers 


ISDN2 

1TR6 

VN2 

INS-Net 64 
AT&T 5ESS 5e5 



ISDN Network Termination NT 
8-Pin RJ45 



Board Connector 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


PS3+ 


5 


TD- 


2 


PS3- 


6 


RD- 


3 


RD+ 


7 


PS2- 


4 


TD+ 


8 


PS2+ 


ISDN Terminal Endpoint TE 




8-Pin RJ45 






PIN 


SIGNAL 


PIN 


SIGNAL 


1 


PS3+ 


5 


RD-- 


2 


PS3- 


6 


TD- 


3 


TD+ 


7 


PS2- 


4 


RD+ 


8 


PS2+ 



TTTI 



Board Connector 



1 1 1 1 1 1 1 1 

1 8 
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SBE/S 1 0BASE-T and 1 0BASE-5 Board Connector 



-14-Pjn Champ 



PIN 


0 1 KJ 1 \JAA1_ 


PIN 


0 1 vj 1 M 


1 


COL+ 


8 


COL- 


2 


TD+ 


9 


TD- 


3 


RD+ 


10 


RD- 


4 


GND 


11 


+12Vdc 


5 


GND 


12 


+12Vdc 


6 


TPO+ 


13 


TPO- 


7 


TPI+ 


14 


TPI- 



SBE/S 10BASE-5 Adapter 530-1812 
15-Pin Female D-Sub 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


GND 


9 


COL- 


2 


COL+ 


10 


TD- 


3 


TD+ 


11 


GND 


4 


GND 


12 


RD- 


5 


RD+ 


13 


+12Vdc 


6 


GND 


14 


GND 


7 


Unused 


15 


Unused 


8 


GND 







Adapter Connector 



OO O 00000 
O O O 0 0 0 0 



V. 



SBE/S 10BASE-T Adapter 530-1813 
8-Pin RJ45 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


TPO+ 


5 


Unused 


2 


TPO- 


6 


TPI- : 


3 


TPI+ 


7 


Unused 


4 


Unused 


8 


Unused 



Adapter Connector 
1 1 1 1 1 1 
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Fast Ethernet 1 0BASE-T/1 OOBASE-T Port 
8-Pin RJ45 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


TX+ 


5 


Unused 


2 


TX- 


6 


RX- 


3 


RX+ 


7 


Unused 


4 


Unused 


8 


Unused 



Adapter Connector 
u 1 1 1 1 1 



Fast Ethernet Mil Port 
40-Pin Female Hi-Density 



Board Connector 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


PWR 


21 


PWR 


2 


MDIO 


22 


GND 


3 


MDC 


23 


GND 


4 


RXD3 


24 


GND 


5 


RXD2 


25 


GND 


6 


RXD1 


26 


GND 


7 


r~>\/r\/"\ 

RXDO 


27 


GND 


8 


RXDV 


28 


GND 


9 


RXCLK 


29 


GND 


10 


RXER 


30 


GND 


11 


TXER 


31 


GND 


12 


TXCLK 


32 


GND 


13 


TXEN 


33 


GND 


14 


TXDO 


34 


GND 


15 


TXD1 


35 


GND 


16 


TXD2 


36 


GND 


17 


TXD3 


37 


GND 


18 


COL 


38 


GND 


19 


CRS 


39 


GND 


20 


PWR 


40 


PWR 



20 (OOO OOOOOOO 0 0 0 

40 yooooo ooooooo 



7 1 

J 21 



SPARCcluster PDB Ethernet Cable 530-2149 and 530-2150 
8-Pin RJ45 



P1-1 

P1-2 

P1-3-<- 

P1-4 
P1-5 
P1-6 

P1-7-^- 

P1-8 



J1-3 
J1-6 
J1-1 
J1-4 
J1-5 
J1-2 
J1-7 
J1-8 
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SPC/S RS-232/RS423 Serial Ports 
25-Pin Female D-Sub 



SPC/S DCA Connector 



! PIN 


SIGNAL 


PIN 


SIGNAL 


2 


TD 


6 


DSR 


3 


RD 


7 


GND 


4 


RTS 


8 


DCD 


5 


CTS 


20 


DTR 



SPC/S Parallel Port 
25-Pin Female D-Sub 



PIN 


SIGNAL 


PIN 


SIGNAL 


1 


STROBE 


14 


AFXN 


2 


DATA 0 


15 


ERROR 


3 


DATA 1 


16 


RESET 


4 


DATA 2 


17 


SLCIJN 


5 


DATA 3 


18 


GND 


6 


DATA 4 


19 


GND 


7 


DATA 5 


20 


GND 


8 


DATA 6 


21 


GND J 


9 


DATA 7 


22 


GND 


10 


ACK 


23 


GND 


11 


BUSY 


24 


GND 


12 


PE 


25 


GND 


13 


SLCT_OUT 







HSI/S RS-449 Ports 0, 1 , 2, and 3 
37-Pin Female D-Sub 



PIN 


SIGNAL 


PIN 


SIGNAL 


4 


SD- 


22 


SD+ 


5 


ST- 


23 


ST+ 


6 


RD- 


24 


RD+ 


7 


RS- 


25 


RS+ 


8 


RT- 


26 


RT+ 


9 


CS- 


27 


CS+ 


11 


DM- 


29 


DM+ 


12 


TR- 


30 


TR+ 


13 


RR- 


31 


RR+ 


17 


TT- 


35 


TT+ 


19 


GND 







13 (oooooooooo 0 0 0 
25 yoooooooooooo 



V 1 

J u 



Sun-3/80 Connector 
SPC/S DCA Connector 



13 to 00 OOOOOOO 0 0 0 

25 yoooooooooooo 



V 1 

J V 



Patch Panel Connector 
Board Connector 



19 (o 00 oooooooooo) 1 
37 yoooooooooooo J 2 q 



Volume II 



TROUBLESHOOTING-45 



TROUBLESHOOTING 9/18/00 

Network Terminal Server LEDs 



• =ON 0= OFF 

1 LEDS 8 


HEX 


STATUS CODE DESCRIPTION 


ooooooo* 


01 


Bad CPU Chip 


oooooo«o 


02 


Bad ROM Checksum 


oooooo#» 


03 


RAM Test Error 


ooooo^oo 


04 


Bad SLC Register 


oooo«o«» 


0b 


8254 PIT Timer Error 


oooo«»o» 


Od 


Illegal Interrupt Vector 


oooo««#o 


Oe 


Illegal Timer Interrupt 


ooo«oooo 


10 


Illegal Network Controller Interrupt Error 


ooo«ooo» 


11 


EEPROM Interrupt Error 


ooo«oo#o 


12 


Refresh Error 


ooo»oo«» 


13 


Parity Interrupt Error 


ooo«o»o» 


15 


Control Register Read/Write Error 


ooo«o»«o 


16 


Processor Access RAM Parity Error 


ooo«o««« 


17 


Unexpected Trap 


o o o • • o o • 


19 


Ethernet Controller Access Parity Error 


o o o • • o • o 


1a 


Printer Status Interrupt Error 




1f 


Internal Digital Loopback Error with LAN Controller ; 


OO0OOOOO 


20 


Internal Analog Loopback Error with LAN Controller 


oo»oooo# 


21 


Error In Network Loopback Test 


o o • o o o • o 


22 


82596 Could Not Reset 


o o • o o o • • 


23 


82596 Diagnose Command Test Failed 


oo«oo»oo 


24 


Bad EEPROM (Unprogrammable) 


oo«oo«o« 


25 


Bad Printer Port Logic 


oo«oo#«« 


27 


Bad Manufacturing Info CRC 


oo«o«ooo 


28 


Bad Free-form EEPROM Low-byte Checksum 


oo«o«oo« 


29 


Bad Free-form EEPROM High-byte Checksum 


oo«o«o«o 


2a 


8259A PIC Software Interrupt Error 


oo«ooo«» 


2b 


Illegal PIC Software Interrupt 


oo«o«##o 


2e 


Watchdog Timer Failed To Go Off 


o«««ooo# 


71 


Not Enough Memory For ROM Code Buffering j 


o • • • o • o# 


75 


No Ethernet Address Present In EEPROM Cannot Boot 


•oooooo# 


81 


Illegal SLC Interface Register Value (SLC1) 


•ooooo^o 


82 


SLC Operationsl Code Boot Error (SLC1) 


•ooooo## 


83 


Command Time-out On SLC Command Ring (SLC1) 


•oooo«oo 


84 


Memory Access Failed SLC Static RAM (SLC1 ) 


•oo«ooo» 


91 


Illegal SLC Interface Register Value (SLC2) 


•oo«oo«o 


92 


SLC Operationsl Code Boot Error (SLC2) 


• o o • o o • • 


93 


Command Time-out On SLC Command Ring (SLC2) 


•oo»o«oo 


94 


Memory Access Failed SLC Static RAM (SLC2) 


• o o • o • o • 


95 


SLC RAM Data 



Note: Codes 30-6f indicate a Data or Modem control line error on lines 1 -64. 
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AC Power Cords 2 

StorEdge A7000 AC Power Cords 5 

AC Power Plugs 5 

Fuses 6 

Keys 11 

Wiring Diagrams 

SPARCcenter 2000 and 2000E 12 

SPARCcenter 2000E 13 

Netranfe150 14 

Ultra Enterprise 1 50 and Netra / 1 50 15 

Enterprise 220R 16 

Enterprise 420R 17 

Enterprise 250 18 

Ultra Enterprise 450 19 

Ultra Enterprise 3000 20 

Ultra Enterprise 4000 21 

Ultra Enterprise 5000 22 

Ultra Enterprise 6000 23 

56-inch Enterprise Expansion Cabinet 24 

Enterprise 3500 25 

Enterprise 4500 26 

Enterprise 5500 27 

Enterprise 6500 28 

68-inch Enterprise Expansion Cabinet 29 

StorEdge A7000 AC Input 30 
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AC Power Cords 



PART# 


DESCRIPTION 


USAGE 


180-1010 


IEC 320 - Reverse IEC 320, Coiled (obs) 


Acc Pwr 


180-1117 


IEC 320 - Reverse IEC 320 


Acc Pwr 


180-1097 


IEC 320 - NEMA 5-15, 15A/125V 


USA 


180-1125 


IEC 320 - pigtail, 6A/250V 


Acc Pwr 


180-1126 


IEC 320 - NEMA 6-15, 10A/250V (obs) 


V3 Sequencer 


180-1142 


IEC 320 - NEMA 5-15, 15A/125V 


USA 


180-1146 


IEC 320 - NEMA 5-15, 10A/125V 


USA 


180-1176 


IEC 320 - BS 1363, 10A/250V (obs) 


UK 


180-1177 


IEC 320 - CEE 7/7, 10A/250V (obs) 


France 


180-1177 


IEC 320 - CEE 7/7, 10A/250V (obs) 


Germany 


180-1177 


IEC 320 - CEE 7/7, 10A/250V (obs) 


Sweden 


180-1178 


IEC 320 - SEV 1011,1 0A/250V (obs) 


France 


180-1178 


IEC 320 - SEV 1 01 1 , 1 0 A/250 V (obs) 


Germany 


180-1178 


IEC 320 - SEV 1011,1 0A/250V (obs) 


Switzerland 


180-1179 


IEC 320 - NEMA 5-15, 10A/250V 


USA 


180-1179 


!EC 320 - NEMA 5-15, 10A/250V 


Japan 


180-1183 


Y IEC 320 - NEMA 6-15, 10A/250V 


V3 Sequencer 


180-1184 


Y IEC 320 - Reverse IEC 320, 10A/250V 


V4 Sequencer 


180-1189 


IEC 320 - NEMA 6-15, 10A/250V 


V3 Sequencer 


180-1190 


IEC 320 - Reverse IEC 320, 10A/250V 


V4 Sequencer 


180-1234 


IEC 320 - 107/10-1973, 10A/250V (obs) 


Denmark 


180-1235 


IEC 320 - CEI 23-16/VII, 10A/250V (obs) 


Italy 


180-1236 


IEC 320 - AS 31 12, 10A/250V (obs) 


Australia 


180-1662 


IEC 320 - no description available 


Korea 


180-1683 


IEC 320 - Reverse IEC 320, 10A/250V, 1.5M 


V4 Sequencer 


180-1688 


IEC 320 - Reverse IEC 320, 10A/250V, 2.5M 


V4 Sequencer 


180-1732 


90° IEC 320 - 90° Reverse IEC 320, .75M 


E150 Internal 


180-1943 


Han 6HsB to NEMA L6-30P, Option 3800 


E5x00/E6x00 


180-1944 


Han 6HsB to Blue 32A IEC309, Option 3848 


E5x00/E6x00 


370-3729 


IEC 320-C19-NEMA 5-20P 


L11000 


370-3941 


90° IEC 320 -SEV 1011 


Sun Ray 1 j 


370-3942 


90° IEC 320 -NEMA 5-15 


Sun Ray 1 



/f\ Warning - The Schuko CEE 7/7 plug is not grounded if used 
/ 7 \ Wlth the Danish Afsnit 107 electrical outlet. 
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AC Power Cords - Continued 



PART # 


DF^PRIPTION 




370-3943 


90° IEC 320 - CEI 23-16/VII 

WW ■ *— W£— . W x-^ L. 1 W 1 W/ VII 


Sun Rav 1 


370-3944 

vy / vy vy vy I i 


90° IEC 320 - CEE 7/7 

vy vy i i — v-/ vji-v w 1 — 1 — l/l 


f^un Rav 1 

vjui i i lay i 


370-3945 

w i w ww~w 


90° IEC 320 - BS 1363 

WW 1 1— Vw/ W£— W I—' W 1 Www 


Sun Rav 1 


370-3946 

vy # vy vy vy i vy 


90° IEC 320 - no dp^rrintion availablp Knrpa 


Qijn Raw 1 

vJ L4 1 1 1 iCly 1 


370-3948 

vy # vy wwtu 


90° IEC 320 - 107/10-1973 

1 1 — Vy IV-/// Iv/ 1 v/ / U 


Sun Rav 1 

OUI 1 1 ICly 1 


370-3949 


90° IEC 320 - AS 3112 

WW 1 L. V W^W /W-J W 1 1 ^— 


Sun Rav 1 


370-401 1 


Q0° IFC 3P0 - nn Hp^crintinn awailahlp . lanan 


Sun Raw 1 

ohm I loy i 


530-1343 

W V-/ W 1 W~W 


IEC 320 - Reverse IEC 320 10A/250V 

II— Vy \JL—\J 1 lUVul Ot/ II — V_/ Vy t_ Vy , 1 \J r\l L—\J \J V 


V4 Spnupnnpr 

V l UUUUv/l IV/V^I 


530-1351 

WWW 1 WW ■ 


IEC 320 - NEMA 6-15 10A/250V 

1 1— .W Wb- W 1 ^1 1— 1 V 1 # \ W 1 w j 1 W/ V/ £_ W W V 


V3 Senuencer 

v vy v_-* v»vjuwi ivyvyi 


530-1370 

W\«/W 1 w # w 


IEC 320 - NEMA 5-15 15A/125V Grev 

1 L. \m/ W£_ W 1 N 1— 1 V 1/1 W 1 W J 1 W/V 1 Lmm\J V J \^ 1 W V 


USA 


530-1371 

\y vy V/ 1 vy ' 1 


IEC 320 - Reverse IEC 320 15 A/1 25V Grev 


PRny Arc Pwr 

i i_y vyyv i \ Vy v^ i vv i 


530-1410 


IEC 320 - CEE 7/7 6A/250V Grev 

■ v-/ wc— w V-/ i— u # / # j w/v/ ^ww v y v— ^ i w y 


Eurone 

L. \A 1 Www 


530-1411 


IEC 320 - BS 1363 Grev 


UK 


530-1583 


IEC 320 - SEV 1011, 10A/250V, Grey 


Switzerland 


530-1584 


IEC 320 - CEI 23-16/VII 10A/250V Grev 

i i_ wc_ w >*✓ i— i w i w/ v 1 1 j i w/v v j 1 w y 


Italy 


530-1585 


IEC 320 - 107/10-1973 10 A/250 V Grev 

1 1— \JC— vy IV-/// iv/ 1 v ( v/) 1 vy / v \j v , vyj ■ Cy 


Denmark 

L/CI 11 1 1 Ci 1 IV 


530-1586 


IEC 320 - AS 31 12, 10A/250V, Grey 


Australia 


530-1604 


IEC 320 - CEE 7/7 10A/250V Grev 

i uv Wb. w n-/ # / / j i w/v w w v j \^ i w y 


S America 

w ■ / VI 1 Iwl IvW 


530-1657 

WWW ■ WW # 


90° IEC 320 - NEMA 5-15 1 0A/1 25V Grev 

W W 1 1— \*/ W^- W 1 X 1 V 1 / V w 1 W j 1 W/v 1 £■» W V j Y.^ 1 w y 


USA 


530-1663 


90° IEC 320 - CEE 7/7 10 A/250 V Grev 

Cvy 1 1 — vy vy<— Vy \j I— I— / / / , I Vy /v C-\J\J V , V_yl 1 v? y 


Franpp 

1 1 CU IVsCr 


530-1663 

WWW I www 


90° IEC 320 - CEE 7/7 10A/250V Grev 

\y vy 1 1— v»y vy £_ \j vy i — i — / / / , i w #v l.\JV/ v , vyi i vy y 


Gprmanv 

vjci 1 1 ion iy 


530-1664 

vvv 1 W W 


90° IEC 320 - SEV 101 1 10A/250V Grev 

«yv 1 1 — vy vyt— vy vy i_ v i vy i i , i v// v /—v/u v , vyi i v^y 


Franrp 

1 1 Oil 1 Vy vy 


530-1664 

www i ww^r 


90° IEC 320 - SEV 101 1 10A/250V Grev 

vy vy 1 1 — vy vy £— vy vy i — v i vy i i , i vy / v/ c—\j\j v , vyi i cy 


Gprmanw 

vyi w i 1 1 1 ci i iy 


530-1664 


Q0° IFC ^PO - SFV 1011 1 0A/PROA/ Grpw 

C7 vy 1 1_ Vy \J i—\J OL V 1 u 1 1 , 1 \J r\i C-<*j\J V , VJ 1 Cy 


^\A/it"7Prlanrl 
ovvii/_ci idi ivJ 


530-1665 

WWW 1 WWW 


90° IEC 320 - CEI 23-16/VII 10A/250V Grev 

w w i i— w w >w/ u. i w i w/ v 1 1 y i w i v b— w w v y Vw^i i w y 


Italy 


530-1666 


90° IEC 320 - 107/10-1973, 10A/250V, Grey 


Denmark 


530-1667 


90° IEC 320 - AS 31 12, 10A/250V, Grey 


Australia 


530-1668 


90° IEC 320 - CEE 7/7, 10A/250V, Grey 


S. America 


530-1671 


90° IEC 320 - BS 1363, 6A/250V, Grey 


UK 


530-1817 


IEC 320 - CEE 7/7, 10A/250V 


France 


530-1817 


IEC 320 - CEE 7/7, 10A/250V 


Germany 


530-1817 


IEC 320 - CEE 7/7, 10A/250V 


Sweden 



/f\ Warning - The Schuko CEE 7/7 plug is not grounded if used 
/ 7 \ with the Danish Afsnit 107 electrical outlet. 
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AC Power Cords - Continued 



PART# 


DESCRIPTION 

uLUvl III 1 Ivl i 


USAGE 


530-1818 


IEC 320 - SEV 101 1 , 6A/250V 


France 


530-1818 


IEC 320 - SEV 1 01 1 , 6A/250V 


Germany 


530-1818 


IEC 320 - SEV 101 1 , 6A/250V 


Switzerland 


530-1819 


IEC 320 - 107/10-1973, 10A/250V 


Denmark 


530-1820 


IEC 320 - CEI 23-16/VII, 10A/250V 


Italy 


530-1821 


IEC 320 - BS 1363, 10A/250V 


UK 


530-1822 


IEC 320 - AS 31 1 2 1 0A/250V 

■ 1— V-/ W<_ \J 1 *V-/ \J 1 1 j 1 W# V cw^w w 


Australia 


530-2073 


Type C7 - BS1363A, 5A/250V 


UK 


530-2074 


Type C7 - CEE 7/7, 2.5A/250V 


Europe 


530-2075 


Type C7 - SAA/2, 7.5A/250V 


Australia 


530-2076 


Type C7 -NEMA 1-15, 15A/125V 


USA 


530-2122 


Tvoe C7 - JIS-C 8303 

i y ww >w / ui w v/ wwww 


Japan 


530-2160 


IEC320 C19 to IEC320 C20, 610 mm 


SC2000 


530-2188 


IEC320 C19 to IEC320 C20, 1050 mm 


SC2000 


530-2197 


AMP Mate-N-Lok to IEC320 C13 

f \ 1 VII IV IIAIV 1 ^1 1— W l\ Iv 1 1— Vm/ w£— W >-/ 1 W 


E5000/E6000 


VSW\S *— 1 w ' 


amd Mate-N-Lok to IEC320 CI 3 


Option 956 


530-2213 


IEC320 C19 to IEC320 C20, 2500 mm 


E5000/E6000 


530-2264 


AMP Mate-N-Lok to Y IEC320 C13 


E5000/E6000 


530-2264 

WWW £—Lmm W I 


AMP Mate-N-Lok to Y IEC320 C13 

fllVII IVItAlW 1 ^1 Lvl\ Iv 1 ILxV/UUv V— / 1 W 


Option 956 


530-2265 


Han 6HsB to NEMA L6-30P, X3800 (obs) 


E5x00/E6x00 


530-2266 


Han 6HsB to Blue 32A IEC309, X3848 (obs) 


E5x00/E6x00 


530-2567 


Han 6HsB to NEMA L6-30P, X3800 (obs) 


E5x00/E6x00 


530-2568 


Han 6HsB to Blue 32A IEC309, X3848 (obs) 


E5x00/E6x00 


530-2301 

WWW «— WW 1 


IEC320 C13 to Blue 32A IEC309, Option 389 


Danish E4000 


530-2379 


AC Y Power Cord, NEMA L6-30P, 20' (obs) 


E 10000 


530-2503 


AC Y Power Cord, NEMA L6-30P, 14.75' (obs) 


E 10000 


530-2380 


AC Y Power Cord, IEC309 (obs) 


E10000 


530-2674 


Han 6HsB to NEMA L6-30P, Option 3858 


72-inch Rack 


530-2675 


Han 6HsB to Blue 32A IEC309, Option 3859 


72-inch Rack 


530-2993 


AC Y Power Cord, NEMA L6-30P, 14.75' 


E10000 


530-2994 


AC Y Power Cord, IEC309 


E 10000 



/j\ Warning - The Schuko CEE 7/7 plug is not grounded if used 
/ 7 \ with the Danish Afsnit 107 electrical outlet. 
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StorEdge A7000 AC Power Cords 



SUN PART# 


ENCORE PART # 


DESCRIPTION 


None 


145-103418-010 


AC Cord, US, L6-30, Non UL/CSA (obs) 


370-3450 


145-103371-118 


AC Cord, Intl, L6-30, Non UL/CSA (obs) 


370-3570 


258-800061-010 


AC Cord, US, L6-30, Non UL/CSA (obs) 


F530-2607 


145-103526-001 


UPSY HAR 5 Cable 


F530-2608 


145-103528-010 


30-50 AMP Cable 


F530-2619 


258-800055-001 


UPS 50 Amp to Y L6-30R Power Cord 


F530-2620 


258-800063-001 


Power Cord Assembly 


530-2653 


258-800061-010 


AC Cord, US, L6-30, Non UL/CSA (obs) 


530-2697 


530-2697-01 


AC Cord, Intl, UL/CSA, 50A CS8265 


530-2698 


530-2698-01 


AC Cord, US, UL/CSA, 50A CS8265 


370-3501 


145-103416-030 


UPS Serial Cable, DB-9 (1-1,2-2, 4-4) 



AC Power Plugs 




NEMA 
5-1 5P 



NEMA 
6-1 5P 




CEE7A/II AS3112 





DEMKO JIS 8303 
107/10 



3 



Reverse 
IEC320 



D 

I 1 



BS1363 



[=□ 



IEC320 
C19 




D D 

IEC320 
C13 




IEC309 NEMA L6-30P 



(o°o) < (o o 

SEV1011 CEI23-16/VII 



6 O 

O 3 

4 O 

O 1 



Han 6HsB 



o 
o 
o 

Mate-N-Lok 




NEMA 
5-20P 



CS8265 
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Fuses 

Fuseholder and Fusecarrier 

Follow these instructions to avoid electrical shock hazard when 
wiring the type of fuseholder illustrated below. 

1 . Connect the AC Input to the Terminal on the end of the Fuse 
holder. 

2. Connect the Terminal on the side of the Fuseholder to the AC 
Line Filter or AC Switch. 



FUSECARRIER 


FUSEHOLDER 


FUSE 


Terminal to ON/OFF Switch 


□ 1 n=n 


j on AC Line Filter 

' — i 




Terminal to AC Input 



DESCRiPTiON 


SUN PART # 


VENDOR 


PART# 


Carrier, Domestic 


150-1042 


Schurter 


FEK 031.1666 


Carrier, International 


150-1051 


Schurter 


031.1663 


Holder, In Line 22-1 4AWG 


140-1023 


AMP 


552844-1 


Holder, In Line 22-1 4AWG 


140-1023 


Littelfuse 


155 020U 


Holder, UL/CSA/VDE 


150-1041 


Schurter 


FEU 031.1693 


Holder, R/A for PIG-TAIL 


150-1163 


Littelfuse 


281 007 


Holder, R/A for PIG-TAIL 


150-1163 


Pwr Dynamic 


19557 


Holder, 20A,250V,UL 


150-1177 


Schurter 


FEU031.1673 


Microfuse Holder 


150-1179 


Littelfuse 


282 002 


Microfuse Holder 


150-1179 


Littelfuse 


282 008 


Holder 


150-1024 


Littelfuse 


345 001 


Holder, Faston Type 


150-1026 


Littelfuse 


571 007 


Holder, Faston Type 


150-1026 


Bussman 


HPF : 


Holder, Quick Connect 


150-1029 


Bussman 


HTA-HH 


Holder, Quick Connect 


150-1029 


Littelfuse 


342 858 


Field Engineers Fuse Kit 


555-1126 


Sun 


555-1126 
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Fuses 



Subminiature Microfuses 

Subminiature microfuses are used on many Sun Printed Circuit 
Boards. Subminiature microfuses are field replaceable. 









AMPS 


PART NUMBER 


.25" 


.35" 


.17'j 


1.0 
1.5 


140-1027-01 
150-1162-01 








1 


== .10" 


1.5 


150-1383-01 






2.0 
3.0 


150-1174-01 
150-1698-01 



PICO II Fuses 

PICO II fuses are used on Printed Circuit Boards and Peripheral 
devices such as Tape and Disk Drives. PICO II fuses are not field 
replaceable because they are soldered in place. 



| .28" | 



PTCs 

Positive Temperature Coefficient (PTC) thermistors are resistors 
with a high positive temperature coefficient of resistance. The PTC 
is used as a self-resetting fuse in overload applications. When an 
overload current flows through a PTC, there is a specific time 
period before the PTC heats up to its high-resistance state and 
starts limiting the current. PTCs are not field replaceable because 
they are soldered in place. 



4.3 mm 



7.3 mm 



ii mm [3 L 



_J] 2.8r 



2.8 mm 
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FUSE 


SIZE 


SUN PART # 


VENDOR 


PART# 


1/1 6A 


.25x1.25" 


140-1004 


Littelfuse 


312.062 


1/1 6A 


.25 x 1 .25" 


140-1004 


Bussman 


AGC 1/16 


1/8 A 


.25x1.25" 


140-1003 


Littelfuse 


312.125 


1/8 A 


.25 x 1.25" 


140-1003 


Bussman 


AGC 1/8 


1/2 A 


.25 x 1 .25" 


140-1012 


Littelfuse 


313.500 j 


3/4A 


PICO II 


140-1024 


Littelfuse 


255.750 


3/4A 


.145X.30" 


140-1024 


Bussman 


GFA 3/4 


3/4A 


.25 x 1 .25" 


140-1044 


Littelfuse 


312 .750 


1A 


.25 x 1 .25" 


140-1040 


Littelfuse 


313 001 


1A 


Microfuse 


140-1027 


Littelfuse 


273 001 


1A 


.25x1.25" 


140-1040 


Littelfuse 


313 001 i 


1A 


.25 x 1.25" 


140-8500 


Bussman 


AGC-1 | 


1A 


.25 x 1 .25" 


140-8500 


Littelfuse 


314 001 


1.5A 


Microfuse 


150-1162 


Littelfuse 


273 01.5 | 


1.5A 


Microfuse 


150-1383 


Littelfuse 


273 01.5 


1.5A 


5 x 20mm 


150-1208 


SOC 


MT4-1.51 


1.5A 


.25 x 1 .25" 


140-1042 


Littelfuse 


31301.5 


1.6A 


.25 x 1.25" 


140-1022 


Littelfuse 


31201.6 


1.6A 


.25 x 1.25" 


140-1022 


BEL 


3AG1.6 


1.6A 


.25 x 1 .25" 


140-1022 


Pwr Dynamics 


19340 1.6A 


1.6A 


.25 x 1 .25" 


140-1022 


Bussman 


AGC 1 .6A 


1.6A 


5 x 20mm 


150-1215 


Schurter 


034.3119 


1.6A 


r 5 x 20mm 


150-1215 


Littelfuse 


218 01.6 | 


2A 


.25 x 1 .25" 


140-1005 


Littelfuse 


312 002 


2A 


.25x1.25" 


140-1005 


Bussman 


AGC 2 


2A 


PICO II 


140-1028 


Littelfuse 


252 002 


2A 


5 x 20mm 


140-1034 


Bussman 


GDC-2 


2A 


5 x 20mm 


140-1034 


Littelfuse 


218 002 


2A 


Microfuse 


150-1174 


Littelfuse 


273 002 


| 2A 


.25 x 1.25" 


150-1191 


MGC 


MGC 0002 j 


2A 


.25 x 1 .25" 


150-1191 


Littelfuse 


312 002 


2A 


.25 x 1.25" 


140-1048 


Littelfuse 


313 002 


2A 


.25 x 1.25" 


140-1048 


Bussman 


MDA2 


2.5A 


.25 x 1.25" 


140-1000 


Littelfuse 


313 02.5 


2. 5 A 


.25 x 1 .25" 


140-1000 


Bussman 


MDA2 1/2 
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Fuses - Continued 



FUSE 


SIZE 


SUN PART# 


VENDOR 


PART# 


2.5A 


.25 x 1 .25" 


140-1008 


Littelfuse 


313 003 


2.5A 


.25 x 1 .25" 


140-1008 


Bussman 


MDA2 1/2 


3A 


.25 x 1 .25" 


150-1034 


Littelfuse 


313 003 


3A 


PICO II 


140-1038 


Littelfuse 


252 003 


3A 


.145X.30" 


140-1038 


Bussman 


A3XRAD 


3A 


.25 x 1 .25" 


150-1034 


Bussman 


MDA-3 


3A 


.25 x 1 .25" 


140-1039 


Littelfuse 


312 003 


3A 


Microfuse 


150-1698 


Littelfuse 


273 003 


3A 


Microfuse 


150-1698 


Bussman 


GMW-3 


3.15A 


5 x 20mm 


140-1002 


Bussman 


GDC 3.15 


3.1 5A 


5 x 20mm 


140-1002 


Littelfuse 


218315 


4A 


5 x 20mm 


140-1031 


Schurter 


FST 034.3123 


4A 


5 x 20mm 


140-1031 


Littelfuse 


218 004 


4A 


.25 x 1 .25" 


140-1001 


Littelfuse 


318 004 


4A 


.25 x 1 .25" 


140-1001 


Bussman 


AGC4AMP 


4A 


.25 x 1 .25" 


140-1007 


Littelfuse 


312 004 


4A 


.25 x 1 .25" 


140-1007 


Bussman 


MTH4 


4A 


.25 x 1 .25" 


140-1020 


Littelfuse 


313 004 


4A 


.25 x 1 .25" 


140-1020 


BEL 


3SB4 


4A 


.25 x 1 .25" 


140-1020 


Pwr Dynamics 


19341-4A 


4A 


.5 x 20mm 


140-1043 


Littelfuse 


217 004 


4A 


.25 x 1 .25" 


150-1033 


Littelfuse 


313 004 


4A 


.25 x 1 .25" 


150-1033 


Bussman 


MDA 4A,250V 


5A 


.25 x 1 .25" 


140-1010 


Littelfuse 


313 005 


5A 


.25 x 1 .25" 


140-1010 


Bussman 


MDA (5 AMP) 


5A 


5 x 20mm 


140-1025 


Schurter 


034.3914 


5A 


5 x 20mm 


140-1025 


BEL 


5MT5 


5A 


5 x 20mm 


140-1025 


Littelfuse 


218 005 


5A 


5 x 20mm 


140-1029 


Schurter 


034.3124 


5A 


5 x 20mm 


140-1029 


Littelfuse 


218 005 


5A 


.25x 1.25" 


140-1041 


Littelfuse 


312 005 


6A 


5 x 20mm 


140-1009 


Littelfuse 


212 06.3 


6A 


5 x 20mm 


140-1009 


Bussman 


GMA6 ! 


6A 


.25 x 1 .25" 


140-1011 


Littelfuse 


314 006 


6A 


.25 x 1 .25" 


140-1011 


Bussman 


ABC 6A 250V 
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Fuses - Continued 



i FUSE 


SIZE 


SUN PART# 


VENDOR 


PART# 


6A 


.25 x 1.25" 


140-1021 


Littelfuse 


312 006 


6A 


.25 x 1.25" 


140-1021 


Bussman 


MTH-6A 


6A 


.25 x 1.25" 


140-1021 


Pwr Dynamics 


19340-6A 


6A 


.25 x 1.25" 


140-1026 


Bussman 


250(MSL) 


6A 


5 x 20mm 


150-0473 


Pnl Compnt 


341524 


! 6A 


5 x 20mm 


150-0473 


Littelfuse 


213 006 


6.3A 


5 x 20mm 


140-1030 


Schurter 


FST 034.3125 


6.3A 


5 x 20mm 


140-1030 


Littelfuse 


218 063 


7A 


.25 x 1.25" 


150-1258 


Littelfuse 


313 007 


7A 


.25 x 1 .25" 


150-1258 


Bussman 


MDQ-7 


8A 


.25 x 1.25" 


140-1006 


Littelfuse 


314 008 


8A 


.25 x 1.25" 


140-1006 


Bussman 


MTH8 


8A 


5 x 20mm 


150-2246 


Littelfuse 


217 008 


8A 


5 x 20mm 


150-2246 


Schurter 


034.1525 


10A 


.25 x 1.25" 


140-1017 


Littelfuse 


326 010 


10A 


.25 x 1.25" 


140-1017 


Pwr Dynamics 


19341-1 OA 


10A 


.25 x 1 .25" 


140-1051 


Littelfuse 


314010 


10A 


.25 x 1 .25" 


140-1051 


Bussman 


ABC-10A 


| 10A 


0.46 x 1.5" 


140-1152 


Littelfuse 


KLK-R 1 0A 


10A 


0.46 x 1 .5" 


1 50-xxxx 


Littelfuse 


CCMR 10A 


12A 


.25 x 1 .25" 


140-8000 


Bussman 


ABC-12 


12A 


.25 x 1.25" 


140-8000 


Littelfuse 


314.012 


15A 


.25 x 1.25" 


140-1019 


Littelfuse 


314 015 


15A 


.25 x 1 .25" 


140-1019 


Bussman 


ABC-15A 


15A 


.25 x 1.25" 


140-1035 


Littelfuse 


314 015 


| 15A 


.25 x 1 .25" 


140-1035 


Bussman 


ABC-15A 


15A 


0.46 x 1.5" 


140-1154 


Littelfuse 


CCM-R 15A 


15A 


0.46 x 1.5" 


140-1154 


Bussman 


LP-CC-15 


15A 


Nano 2 


150-2330 


Littelfuse 


451 015 


15A 


PICO II 


150-2398 


Littelfuse 


251 015 


15A 


0.46 x 1 .5" 


1 50-xxxx 


Littelfuse 


CCMR 15A 


| 30A 


Autofuse 


None 


Littelfuse 


257030 
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rnUUUU I 


AC POWER 
KEY 


POWER INTERLOCK 
KEY 


DOOR 
KEY 


SS1000 


330-1651 


None 


None 


SC2000 


330-1651 


None 


None 


Enterprise 150 


None 


None 


250-1328 


Netra/150 


None 


None 


250-1328 


Netra nfs 150 


None 


None 


250-1328 


U450 UE450 


250-1317 


None 1 


250-1317 


E250 


250-1317 


None 2 


250-1317 


E220R E420R 


250-1317 


None 


250-1317 


E3000 E3500 


330-2014 


None 


330-2014 


E4000 E5000 E6000 


330-2014 


None 


None 


E4500 E5500 E6500 


330-2014 


None 


None 


A1000 


None 


None 


240-2690 


D1000 


None 


None 


240-2690 


A5000 


None 


None 


240-2690 


StorEdge MultiPack 


None 


None 


330-1966 


StorEdge L20/40/60 


None 


None 


No Part# 


StorEdge L180 


None 


None 


No Part# 


StorEdge L400 


None 


330-1651 


None 


StorEdge L1000 


None 


330-1651 


None 


StorEdge L11000 


None 


330-1651 34 


330-1651 


A3500 


No Part# 


None 


No Part# 


72" Expansion Rack 


No Part# 


None 


No Part# 5 



1 Removal of the Ultra Enterprise 450 left or right side cover enables an 
Interlock switch and turns Off DC power. 

2 Removal of the Enterprise 250 left side cover or RMA Tray enables an 
Interlock switch and turns Off DC power. 

3 The rear doors of the L1 1 000 have magnetic switches that notify the robotics 
controller when a door is open. The L1 1000 will continue to operate with 
the rear doors open. The doors must be closed for proper cooling. 

4 The L1 1 000 front door interlock switches disable power to the motors when 
the doors are opened. Override the interlock switches with tool 631 1754 
and close the low velocity switches to operate the L1 1 000 in low velocity 
mode with the front doors open. 

5 The front and rear keys are different. Neither key has a Sun part number. 
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REMOTE " ' 
NOT USED 



DISK PWR « = - 



SPARE AC - 



SPARCcenter 2000 and 2000E Wiring Diagram 

Rack Assembly 599-1 821 



+5 BUS BAR 340-3621 



+1.2 BUS BAR 340-3620 



+5V +5VRTN +1.2V +1.2VRTN 

POWER SUPPLY 
300-1073 
300-1258 

300-1286 +12V 

300-1281 +12VRTN 
-12V 
-12V RTN 



AC INPUT +24V 

"TsEl 



530-1728 
530-2210 



300-1281 requires 530-2210 



530-1743 




•3 
.3 



530-1738 



+1.2VRTN +1.2V +5VRTN +5V 



V 



BACKPLANE 
501-1670 

+12V 
+12V RTN 



530-1741 



530-1725 



130-2034 



SCSI TRAY PWR 
530-1752 



BLOWER 
370-1379 



LED PCB 
501-1877 



E3 — 



KEYSWITCH 
530-1723 



AC DISTRIBUTION UNIT 
300-1099 230V 
300-1100 240V 



<2> 



230V = NEMA L6-30R 2-Pole, 3-Wire, 250V, 30A 
240V = Blue IEC 309, 2-Pole, 3-Wire, 250V, 32A, 6h 



o 

m 

J3 



CO 
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CO 



+5 / +1 .2 BUS BAR 340-31 36 



+5V +5V RTN +1 .2V +1 .2V RTN p 

POWER SUPPLY 2 
Lower 300-1281 



+12V 
+12V RTN 

-12V 
-12V RTN 



AC INPUT +24V 
+24V 



I5JL 

5 30-2160 I 



|j3 



530-2160 



SPARCcenter 2000E Wiring Diagram 

Rack Assemblies 599-2027 and 599-2031 



+5 BUS BAR 340-3621 



+1.2 BUS BAR 340-3620 



+5V +5VRTN +1.2V +1.2VRTN ■ 

POWER SUPPLY 1 l J1 | Px r 
Upper 300-1281 



530-2162 



A C INPU T 

+24V J2 



v [j3 



530r2162 530^2163 
Left Right > f r 



501-2724 
PS Interface 



530-1743 



ii 



+1.2VRTN +1.2V +5VRTN +5V 



V 



BACKPLANE 
501-1670 

] +12V 
+12VRTN 



530-1725 



REMOTE " " 
NOT USED 



DISK PWR « '- - 



540-2648 

I EC 320 
TYPE H320C 

AC Receptacles SPARE AC 



■3 

J6] 

■3 



150-2357 



BLOWER [f. 
370-1853 



130-2034 



530-2161 



[jrn 



SCSI TRAY PWR 
530-1752 



LED PCB 
501-1877 



— 



KEYSWITCH 
530-1723 



AC DISTRIBUTION UNIT 
300-1099 230V 
300-1100 240V 



<5) 



230V = NEMA L6-30P, 2-Pole, 3-Wire, 250V, 30A 
240V = Blue IEC 309, 2-Pole, 3-Wire, 250V, 32A, 6h 
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Netra nfs 150 Wiring Diagram 



AC Filter/Switch 150-2510 



AC Input 



90° AC Power Cable 
180-1732 



180W Power Supply 
300-1308 



AC In 



Pwr Supply Wire Harness 



Peripheral Power Cable 530-2255 
Tape Pwr □ CD Pwr □ □ Floppy Pwr 



185W Power Supply 
300-1283 



J AC In DC Out 



800 mm SCSI Cable 
530-1884 



□ AC 
-□AC 

AC 

□ AC 
□ 



AC 



Filterbox Cable 530-2260 



Reset Cbl 530-2292 
J2201 0 



Power Cable 530-2281 



SWIS/S 



t 



A1 1-170 System Board 

Adapter 501-3104 



DC Power Cable 530-2257 





Ctlr Pwr Cbl 530-2256 



h 



1 90 mm Floppy Cable 530-2258 

1M Peripheral Cable 530-2253 
" - 80-Pin SCA2 SCSI 

194 mm SCSI Cable 530-2268 



LCD Cbl 530-2261 



LCD 370-2259 



UPS Comm Cable 530-2259 



110VAC UPS 370-2240 
220VAC UPS 370-2241 



590 mm SCSI Cable 
530-2282 



Backplane 501-3081 
Fan Pwr Cbl 530-2262 



Fan 370-2266 



Fan FRU Assy F370-2266 
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AC Filter/Switch 150-2510 



AC Input 



Ultra Enterprise 150 and Netra /' 150 Wiring Diagram 

30- 



90° AC Power Cable 1 80-1 732 

1 80W Power Supply 
300-1308 



Peripheral Power Cable 530-2255 
Power Supply Wire Harness Tape Pwr □ CD Pwr □ □ Floppy Pwr 



185W Power Supply 
300-1283 



jACIn DC Out f 



800 mm SCSI Cable 
530-1884 



Filterbox Cable 530-2260 



Reset Cbl 530-2292 
J2201 [] ^ 



Power Cable 530-2281 



SunSwift 





t 



A1 1-1 70 System Board \ 

Adapter 501-3104 



190 mm Floppy Cable 530-2258 



50-Pin SCSI 1 M Peripheral Cable 530-2253 

"80-Pin SCA2 SCSI 



Ctlr Pwr Cbl 530-2256 



h 



LCD Cbl 530-2261 



LCD 370-2259 



DC Power Cable 530-2257 



590 mm SCSI Cable 
530-2282 



194 mm SCSI Cable 530-2268 



Backplane 501 -3081 
Fan Pwr Cbl 530-2262 



Fan 370-2266 



Fan FRU Assy F370-2266 
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Enterprise 220R Wiring Diagram 



Interposer 
375-0094 




TJ 
O 

m 



AC Input/Filter n — 



Ultra 60 System Board 

AC Power Cable 530-2819 



AC Input/Filter IT— 
370-4099 LJ 



AC Ground Cable 530-2861 
AC Power Cable 530-2819 



AC Ground Cable 530-2861 



Fan Tray DC Distribution 

540-4431 501-5506 



530 mm SCSI Cable 530-2827 



Cable 530-2824 



-□ On/Off Button 



AC Receptacle 540-4232 



O Keyswitch 



Power Supply #1 
T 300-1449 



AC Receptacle 540-4232 



Power Supply #0 
T 300-1449 



-n DC Power Cable 530-2864 



53 cm SCSI Cable 530-2826 



SCSI Disk Backplane 501-5505 



CD 

00 
O 



< 

o 

3 
cd 



Enterprise 420R Wiring Diagram 



DC-DC 300-1407 



a LED 

a On/Off Button 
a Keyswitch 



o 

m 

13 




AC Input/Filter pj — 
370-4099 ^~ 

AC Input/Filter 



Key 250-1317 



a DC Power Cable 530-2864 



SCSI Disk Backplane 501-5505 
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O 
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Enterprise 250 Wiring Diagram 



Interlock Switch/Cable 530-2482 



o 

m 

XI 



Key 250-1 31 7 




Floppy Cable 530-2439 

28mm SCSI Cable 530-2445 

RMA Power Cable 530-2440 



LED/Cable 370-3324 



25 mm SCSI/Floppy Data Cable 530-2446 
pci @ 1 f ,4000/scsi @ 3 and pci @ 1 f ,4000/ebus @ 1 /fdth ree @ 1 4 
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Keyswitch 530-2314 

LED PCB 501-4270 



Ultra Enterprise 450 Wiring Diagram 



Key 250-1317 

530-2338 
530-2337 

530-2337 

530-2338 



Cable Floppy/l2C/SCSI 
530-2363 Cable 530-2368 



39 cm SCSI Data 



Floppy Data Power 



5 



SCSI RAID 
530-2744 

Dual SCSI 
530-2366 



I2C Cable 
530-2355 



SCSI RAID 
530-2744 



Dual SCSI 
530-2366 



I2C Cable 
530-2355 



530-2339 530-2340 



Disk Backplane 501-4189 or 501-5274 



Disk Backplane 501-4189 or 501-5274 



-TL 



AFB Fan 540-3023 



CPU Fan Assy 540-2840 



Disk Backplane 501-4148 



Loopback 
530-2509 



□ □□ 

□ □□ 

□ □□ 



Power Distribution 
501-3100 



Fan Cable 530-2276 




□ □ □ 



67 cm I2C/SCSI Cable 530-2367 



DC Power Cable 530-2364 



Cable 530-2365 



Cable 530-2364 



Cable 530-2364 



m 



Power/Sense 
Speaker 
Fan Sense 
I2C 



cpcp 



AC Input Module 



370-2160 
370-2440 



Power Supply #2 
300-1302 
300-1359 



Power Supply #1 
300-1302 
300-1359 



Power Supply #0 
300-1302 
300-1359 



Fan/lnterlock/Speaker Cable 530-2305 



Fan/Speaker Assy 540-2841 



Speaker 370- 



-1579 y~\ 
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Ultra Enterprise 3000 Wiring Diagram 



935 mm SCSI Cable 
530-2381 



830 mm SCSI Cable 
530-2220 



Aux Fan FRU Assy 540-2757 

- Centerplane 




Fan 370-2158 




o 

m 

J3 



Either an Aux Fan Assy or a Power/Cooling 
Module is required above the AC Peripheral 
Power Supply 



4-Slot Backplane 501-2939 



0^> en- 



Front View 



Fan 370-2158 




Peripheral Power Supply 300-1301 
AC Peripheral Power Supply 300-1307 
Danish AC Peripheral PS 300-1317 

r- ► Centerplane 

f-H 



AC Input 

300-1307 and 300-1317 only 



Fan Tray FRU Assy 540-2756 



One AC Peripheral Power 
Supply is required and only 
one is supported. A Peripheral 
Power Supply in the PPS slot 
is optional. 



A terminated I/O board is required in 
Slot 1 to access the internal SCSI bus. 
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Ultra Enterprise 4000 Wiring Diagram 



AC Input/Fan Tray FRU Assy 370-181 1 
Danish AC Input/Fan FRU Assy 370-2364 



► Centerplane 



501-2810 - 
530-2203 - 



I AC Input' v 
Circuit Breaker x v 
DB9F Not Used 



□ 



Centerplane - 



Rear View 

A terminated I/O board is required in 
Slot 1 to access the internal SCSI bus. 



SCSI Tray FRU Assy 540-2587 



DC Cbl 530-2118 



533 mm SCSI Cbl 530-2119 

□ — □ 

50-Pin 50-Pin Terminator 



Front View 



Keyswitch FRU Assy 370-1810 
Centerplane ^ | 

■-■530-2198 
- -501-2599 





ll-l 




1 1 




i i 


PS0 


1 1 




1 1 


PS 2 



8-Slot Backplane 
501-2978 
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Ultra Enterprise 

Peripheral Tray FRU Assy 540-271 1 




DC Cable 530-2216 



», H D- 38 j-j 50-Pin ^ 50-Pin | — | Terminator 



890 mm SCSI Cbl 530-221 5 



AC Input/Fan Tray FRU Assy 370-1812 




Keyswitch FRU Assy 370-2161 



Centerplane 



2.45M Pwr Ctrl Cbl 530-2235 or 530-2325 
AC Sequencer 300-1290 or 300-1403 



Han 6HsB 



0 



D Eh 

J4 J3 

O n D-f 

J6 *~~ 

q-lJj 



D D 
D D 
D D 



Fan FRU Assy 540-2709 



5000 Wiring Diagram 

SCSI Adapter Tray FRU Assy 540-271 3 Keyswitch Adapter FRU Assy 370-2073 



Ceiterplane - 



DB-25 



DC Cbl 530-2218 
260 mm HD-68 



Centerplane-* 

On 



n 



SCSI Cbl 530-2217 



- DC Pwr Cbl 530-2223 , 



1 .0M SCSI Cbl 530-2224 



Remote Keyswitch Cbl 530-2225 



Fan 370-2069 



-AC Pwr Cbl 530-2197 



8-Slot Backplane 
501-2978 



Rear View 



A terminated I/O board is required in 
Slot 1 to access the internal SCSI bus. 



. II -I 






::::::: 


pso| 








PS 2 | 





Front View 



- Sense Cbl 530-2234 



r© 



Domestic Power Cord 530-2265, 530-2567, or 180-1943 
NEMA L6-30P, 2-Pole, 3-Wire, 250V, 30A 

International Power Cord 530-2266, 530-2568, or 180-1944 
Blue IEC 309, 2-Pole, 3-Wire, 250V, 32A, 6h 
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Ultra Enterprise 6000 Wiring Diagram 

SCSI Adapter Tray FRU Assy 540-271 3 Keyswitch Adapter FRU Assy 370-2073 



Peripheral Tray FRU Assy 540-271 1 




DC Cable 530-2216 



\ HD-68 |- j 50-Pin j -| 50-Pin | — | Terminator 



890 mm SCSI Cbl 530-2215 



AC Input/Fan Tray FRU Assy 370-1812 




Keyswitch FRU Assy 370-2161 

0^> 



Centerplane 



2.45M Pwr Ctrl Cbl 530-2235 or 530-2325 
AC Sequencer 300-1290 or 300-1403 



External Side 

D 



D 



0 



Han 6HsB 



Internal Side 



D Eh 

J4 J3 



Q-L_[]_ 



D D 
D 0 
D D 



Fan FRU Assy 540-2709 



B— l 



Centerplane - 



D— 1 



DC Cbl 530-2218 



Centerplane-* 

18 LJ 



31 



SCSI Cbl 530-2217 



DC Pwr Cbl 530-2223 , 



1 .0M SCSI Cbl 530-2224 ', 



Remote Keyswitch Cbl 530-2225 

A terminated I/O board is required in 
Slot 1 to access the internal SCSI bus. 



- Fan 370-2069 

1 6-Slot Backplane 

- AC Pwr Cbl 530-21 97 501 _2699 

501-3050 



PS 3 1 
PS 5 I 



IPS 7 



[PSOj 
| PS 2 

fpsT 1 



Rear View 



Front View 



- Sense Cbl 530-2234 



Domestic Power Cord 530-2265, 530-2567, or 180-1943 
NEMA L6-30P, 2-Pole, 3-Wire, 250V, 30A 



H2> 



• «\ International Power Cord 530-2266, 530-2568, or 180-1944 
Blue IEC 309, 2-Pole, 3-Wire, 250V, 32A, 6h 
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56-inch Enterprise Expansion Cabinet 
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Keyswitch Cable 530-2284 



AC Sequencer 300-1290 or 300-1403 



External Side 

□ 



D 



D 



Han 6HsB 



0 




Fan FRU Assy 540-2709 



J0105 



■ Fan 370-2069 



• AC Power Cable 530-2197 



- Sense Cable 530-2234 



Domestic Power Cord 530-2265, 530-2567, or 180-1943 
v ' J NEMA L6-30P, 2-Pole, 3-Wire : 250V, 30A 



AC Power Cable 530-2197 
Cables are installed 
in J5 through J12 



International Power Cord 530-2266, 530-2568, or 180-1944 
Blue IEC 309, 2-Pole, 3-Wire, 250V, 32A, 6h 
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Enterprise 3500 Wiring Diagram 



CD 

go 
o 



935 mm SCSI Cable 
530-2381 



Aux Fan Assy 540-2757 or 540-4053 

Centerplane 



Keyswitch 530-2148 

! 501-2599 

Q^> CD- 




Either an Aux Fan Assy or a Power/Cooling 
Module is required above the AC Peripheral 
Power Supply 



Peripheral Power Supply 300-1358 
AC Peripheral Power Supply 300-1 307 
Danish AC Peripheral PS 300-1317 



Peripheral Power Supply 300-1358 
i- ► Centerplane 

H-H 



1 



- Centerplane 



AC Input 



Fan 370-2158 



Fan Tray FRU Assy 540-2756 



One AC Peripheral Power 
Supply is required. A second 
Peripheral Power Supply in the 
front lower PPS slot is optional. 



A terminated I/O board is required in Slot 1 to 
access the internal SCSI bus. 
A Fibre Channel Interface Board is required in 
this slot to access the internal FC-AL disks. 
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Enterprise 4500 Wiring Diagram 



AC Input/Fan Tray FRU Assy 370-181 1 
Danish AC Input/Fan FRU Assy 370-2364 



- Centerplane 



I ACInput\ 
Circuit Breaker 
DB9F Not Used 



□ 



Centerplane - 



Rear View 

A terminated I/O board is required in 
Slot 1 to access the internal SCSI bus. 



SCSI Tray FRU Assy 540-2587 



DC Cbl 530-2118 



533 mm SCSI Cbl 530-2119 

cn □ — □ 

50-Pin 50-Pin Terminator 



□ 



Front View 



Keyswitch FRU Assy 370-1810 
Centerplane ^ , 

■530-2198 



TI 
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3D 



■501-2599 



8-Slot Backplane 
501-4944 
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Enterprise 5500 Wiring Diagram 

Peripheral Tray FRU Assy 540-3577 




DC Cable 530-2216 



En 



liHD-68 n 50-Pin r-, 50-Pin ■-, 68-Pin Terminator 

HJ Lj—^HJ a 

990 mm SCSI Cbl 530-2528 



AC Input/Fan Tray FRU Assy 370-1812 




Keyswitch FRU Assy 370-2161 



Centerplane 



2.45M Pwr Ctrl Cbl 530-2325 

AC Power Sequencer 300-1403 



External Side 

n □ 



Han 6HsB 



D 0- 

J4 J3 

G- i Q-H 



Q-iD 



0 D 

D n 

□ a 




Fan FRU Assy 540-2709 



0— i 



SCSI Adapter Tray FRU Assy 540-271 3 Keyswitch Adapter FRU Assy 370-2073 
Centerplane-* 



Centerplane - 



Q| 50 1-2600 



D— 1 



DC Cbl 530-2218 



260 mm HD-68 



Ch 



1 DB-15f| 
~~U 530-2214 | 



ILU SCSI Cbl 530-2217 



DC Pwr Cbl 530-2655 



1.0M SCSI Cbl 530-2224 



Fan/Remote Keyswitch Cbl 530-2587 



■ Fan 370-2069 



■AC Pwr Cbl 530-2197 



8-Slot Backplane 
501-4944 



Rear View 

A terminated I/O board is required in 
Slot 1 to access the internal SCSI bus. 



I ■• ll-l 








| PS 0 1 








| PS 2 1 







Front View 



- Sense Cbl 530-2645 



Domestic Power Cord 530-2265, 530-2567, or 180-1943 
NEMA L6-30R 2-Pole, 3-Wire, 250V, 30A 



International Power Cord 530-2266, 530-2568, or 180-1944 
Blue I EC 309, 2-Pole, 3-Wire, 250V, 32A, 6h 
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Enterprise 6500 Wiring Diagram 



Peripheral Tray FRU Assy 540-3577 




DC Cable 530-2216 



\ HD-68 1-1 50-Pin i-, 50-Pin p-, 68-Pin Terminator 

— U th 1 ^ "=> 

990 mm SCSI Cbl 530-2528 



AC Input/Fan Tray FRU Assy 370-1812 




Keyswitch FRU Assy 370-2161 



Centerplane 



2.45M Pwr Ctrl Cbl 530-2325 

AC Power Sequencer 300-1403 



External Side 

D 



D 



D 



Han 6HsB 



D D- 

J4 J3 



d a 

D D 
D D 




Fan FRU Assy 540-2709 



J0105 



SCSI Adapter Tray FRU Assy 540-271 3 Keyswitch Adapter FRU Assy 370-2073 

Center P lane ^-M t^OOIA 



Qi 501-2600 



Centerplane - 



DC Cbl 530-2218 



18 U 



n 



260 mm HD-68 



SCSI Cbl 530-2217 



- DC Pwr Cbl 530-2655 



1 .0M SCSI Cbl 530-2224 



Remote Keyswitch Cbl 530-2587 

A terminated I/O board is required in 
Slot 1 to access the internal SCSI bus. 



■ Fan 370-2069 



■AC Pwr Cbl 530-2197 



16-Slot Backplane 
501-5010 



I PS 4l 
|PS6 I 



Rear View 



Front View 



- Sense Cbl 530-2645 



Domestic Power Cord 530-2265, 530-2567, or 180-1943 
NEMA L6-30R 2-Pole, 3- Wire, 250V, 30A 



• • \ International Power Cord 530-2266, 530-2568, or 180-1944 
Blue I EC 309, 2-Pole, 3-Wire, 250V, 32A, 6h 
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68-inch Enterprise Expansion Cabinet 



Keyswitch Assy 540-2393 
0^> □ — □ — 
Keyswitch Y Cable 530-2369 



2nd AC Power Sequencer 300-1403 



Internal Side 



J2 

D 

J4 

D 
D 
D 
D 
D 



J1 
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J3 

B- 
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D 
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Keyswitch Assy 540-2393 



Keyswitch Cable 530-2284 
for one AC Sequencer 



1st AC Power Sequencer 300-1403 



External Side 

D 



D 



D 



m 



Han 6HsB 



0 




Domestic Power Cord 530-2265, 530-2567, or 180-1943 
V *) NEMA L6-30P, 2-Pole, 3-Wire, 250V, 30A 



r© 



Fan 370-2069 



AC Power Cable 530-2197 



Sense Cable 530-2645 



AC Power Cable 530-2197 
Cables are installed 
in J5 through J12 



International Power Cord 530-2266, 530-2568, or 180-1944 
Blue I EC 309, 2-Pole, 3-Wire, 250V, 32A, 6h 



CO 
CO 

o 
o 



o 

m 

J3 



POWER 



19/18/00 



StorEdge A7000 AC Input 



A7000 Rear View 



8KVAUPS F300-1381-01 




CS8269 Receptacle 
NEMA 5-20R 



Knock-outs for AC 
Input power cable 
200 - 240VAC 
60 - 50A 



AC Y Cable F530-2619 
2x L6-30R to CS8265 Plug 



International AC Cord 370-3450 to L6-30 Plug 
Domestic AC Cord 370-3570 to L6-30 Plug 
Domestic AC Cord 530-2653 to L6-30 Plug 
Hardwired inside rear of A7000 cabinet 



A7000 Rear View 



8KVAUPS F300-1381-02 




Serial Cable 370-3501 



International AC Cord 530-2697 to CS8265 Plug 
Domestic AC Cord 530-2698 to CS8265 Plug 
Hardwired inside rear of A7000 cabinet 



- ■ CS8269 Receptacle 
■ - CS8269 Receptacle 



■0 O 



B Q 



m o 



Knock-outs for AC 
Input power cable 
200 - 240VAC 
60 - 50A 
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Field Engineer Handbook 



PARTS BREAKDOWN 
AC POWER 



9/18/00 



AC Power 



AC Power Sequencer 

Remote and Local Bus Connectors 3 

Power Requirements 4 

370-1027 Pulizzi Engineering 230V 5 

370-1 1 55 Pulizzi Engineering 230V 5 

370-1 126 Pulizzi Engineering 240V 6 

370-1 1 56 Pulizzi Engineering 240V 6 

370-1 1 55-02 Sherwood Enterprises 230V 7 

300-1263 Sherwood Enterprises 230V 8 

370-1 156-03 Sherwood Enterprises 240V 9 

300-1264 Sherwood Enterprises 240V 10 

Option 964 

AC Power Sequencer Operation 11 

300-1 21 6 Sherwood Enterprises 230V 12 

300-1 21 7 Sherwood Enterprises 240V 13 

SC2000 SC2000E 

AC Distribution Unit Power Requirements 14 

300-1099 Sherwood Enterprises 230V 15 

300-1 1 00 Sherwood Enterprises 240V 16 

E4000 E5000 E6000 E4500 E5500 E6500 E10000 

AC Power Sequencer Power Requirements 17 

300-1 290 AC Power Sequencer 240V 18 

300-1403 AC Power Sequencer 240V 20 

E4000 E5000 E6000 E4500 E5500 E6500 

370-1 81 1 AC Input/Fan Assy 1 1 0/230V 22 

370-1 81 2 AC Input/Fan Assy 230V 23 

370-2364 AC Input/Fan Assy 230V 24 



Field Engineer Handbook - Volume II 
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AC Power - Continued 



Netra nfs 1 50 

1 1 0 and 230V AC Uninterruptible Power Supply 25 

370-2240 Deltec 110V 26 

370-2241 Deltec 230V 28 

E 10000 

AC Input Module Power Requirements 30 

540-3062 AC Input Module 31 

540-3441 AC Input Module 31 

540-3067 Remote Power Control Module 32 

540-3426 Remote Power Control Module 32 

540-3440 Remote Power Control Module 32 

A20 A25 

370-2160 AC Input Module 33 

370-2440 AC input Moduie 33 

72-inch StorEdge Expansion Cabinet 

300-1393 AC Power Sequencer 230V 34 
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Field Engineer Handbook 
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POWER 



AC Power Sequencer 

Remote and Local Bus Connectors 
300-1 263 300-1 264 370-1 1 26 
370-1 1 27 370-1 1 55 370-1 1 56 
Remote I/O Connectors J6 J7 J8 J9 

A parallel circuit connects J6, J7, J8, and J9. Inputs to the Remote 
I/O Connectors are activated by mechanical toggle, key switch, 
transistor, integrated circuit, or thermoswitch with a normal open 
configuration. 

"power request 

Must be connected to Pin-3, Signal Return, to provide power 
to the switched outlets when the sequencer is in the Remote 
Mode. The Keyswitch connects Pin-1 to Pin-3. 

"emergency shutdown 

Must be connected to Pin-3, Signal Return, to activate the 
Emergency Shutdown Mode 

signal return 




CONNECTOR 


PART NUMBER 


USED WITH 


PART NUMBER 


Female 
Male 


AMP 1-480304-0 
AMP 1-480305-0 


Socket Terminals 
Contact Pins 


AMP 60619-1 
AMP 60620-1 



Cable Description 

Use 3-conductor, #22 AWG stranded wire. 
Remote - OFF - Local Switch 



POSITION 


DESCRIPTION 


REMOTE 
OFF 


AC output of the Switched 1 and Switched 2 outlets is enabled 
when the breaker is ON and the Power Request is connected 
to Signal Return on the Remote I/O Connectors. 
AC output of the Switched 1 and Switched 2 outlets is disabled. 


LOCAL 


The AC output of the Switched 1 and Switched 2 outlets is 
enabled when the Circuit Breaker is ON. 



Volume II 
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POWER 
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AC Power Sequencer Power Requirements 
300-1 027 300-1 263 300-1 264 
370-1 1 26 370-1 1 55 370-1 1 56 
Operating Range 

Nominal Voltage: 208, 220, 230, or 240 Volts AC 
Operating Voltage: Single Phase 180-264 Volts AC 
Frequency: 48-63 Hz Current: 24 A maximum 

AC Power Plug 

The 230VAC power plug is a NEMA L6-30R The 240VAC power 
plug is a Blue, 32A, IEC 309, with Ground at the 6-hour position. 

230V Sequencer AC Power Cord 

A 12 AWG Type SJO flexible cord rated at 25A when connected 
to utilization equipment with 2 current carrying conductors is used. 
Refer to Article 400-5 of the US National Electrical Code. 

NEMA L6-30R / ANSI C73.75 230 Volt Power Receptacle 

30 Amp, 250V, 2-po!e, 3-wire, Single Phase, Grounded 



208V 
I 



Ground 





120V 



Voltage output is dependent on phase tap 
connections and transformer type. 
A 208Y/1 20-volt system is shown. 

208= 120x73 



IEC 309 240 Volt Power Receptacle 

Blue, 32 Amp, 240V, 2-pole, 3-wire, Single Phase, Grounded 




Ground / PE 
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POWER 



230 Volt AC Power Sequencer 



300-1027 

Pulizzi Engineering 
PC874 



370-1155 

Pulizzi Engineering 
PC874 



Outlet Side 



J6 



1 i 




J1 J2 



J3 J4 



UNSWITCHED 
250V/15A 



SWITCHED 1 
250V/15A 



SWITCHED 2 
250V/15A 



Control Side 



COVER - 



^-O PH1 

n 



ON# 



REMOTE POWER CONTROL BUS 
!• • •! !• • •! 

SWITCHED J8 J9 

1 2 



ON 
OFF 

MAIN POWER OFF 

REMOTE I I I LOCAL 



[ — E> 



30A/250V NEMA L6-30P plug 



Notes 

1 . Requires AC outlet NEMA L6-30R, 30A, 250V. 

2. Any conversion to the Data Center Cabinet, including replacement 
of the AC Power Plug or AC Power Sequencer, voids all safety 
agency approvals. 

3. The Switched 2 output of 370-1 127 comes on after a 5-second delay. 

4. The Switched 2 output of 370-1 155 comes on after a 20-second delay. 

References 

1 . Sun Full-Height Rack System Installation Manual, 800-1677. 

2. Sun Rackmountable Fileservers Installation Manual, 800-1676. 

3. Sun 900 Mbyte Disk Drive Installation Manual, 800-1 036. 

4. Sun 56-inch Data Center Cabinet and Data Center Expansion 
Cabinet Installation Manual, 800-3242. 

5. Sun 56-inch Expansion Cabinet Installation Manual, 800-5936-18. 

6. Sun 56-inch Expansion Cabinet Service Manual, 800-6371-17. 
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240 Volt AC Power Sequencer 

370-1126 370-1156 

Pulizzi Engineering Pulizzi Engineering 
PC874 PC874 



Outlet Side 




UNSWITCHED SWITCHED 1 SWITCHED 2 

"250V/15A 250V/15A 250V/15A 



Control Side 



REMOTE POWER CONTROL BUS 
POWER AVAILABLE # OFF fTT^ 






^ "' 'O ^jjj^) 
N 


REMOTE I I I LOCAL J8 J9 

SWITCHED Qpp ft_9_!!f 
2 • MAIN POWER 




Blue 32A I EC 309 plug with ground at 6 o'clock 



Notes 

1. Requires a Blue, IEC 309, 2-Pole, 3-Wire, 32A, 250V AC receptacle. 

2. Any conversion to the Data Center Cabinet, including replacement 
of the AC Power Plug or AC Power Sequencer, voids all safety 
agency approvals. 

3. The AC Power Cord is internally wired to the AC Line Filter. 

4. The Switched 2 output of 370-1 126 comes on after a 5-second delay. 

5. The Switched 2 output of 370-1 156 comes on after a 20-second delay. 

References 

1 . Sun Full-Height Rack System Installation Manual, 800-1 677. 

2. Sun Rackmountable Fileservers Installation Manual, 800-1676. 

3. Sun 900 Mbyte Disk Drive Installation Manual, 800-1036. 

4. Sun 56-inch Data Center Cabinet and Data Center Expansion 
Cabinet Installation Manual, 800-3242. 

5. Sun 56-inch Expansion Cabinet Installation Manual, 800-5936-18. 

6. Sun 56-inch Expansion Cabinet Service Manual, 800-6371-17. 
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POWER 



230 Volt AC Power Sequencer 



370-1155-02 

Sherwood Enterprises 



Outlet Side 



J6 



1 J 1 




NEMA 6-1 5R- 



^3© 



J3 J4 _ 



UNSWITCHED 
250V/15A 



SWITCHED 1 

250V/15A 



SWITCHED 2 
250V/15A 



Control Side 



COVER - 




ON# I 



REMOTE POWER CONTROL BUS 
5 | •! !• • • ! 
SWITCHED J8 J9 

MAIN POWER OFF 

REMOTE f~n LOCAL 



* | i 30A/250V NEMA L6-30P plug 



Notes 

1. Requires AC outlet NEMA L6-30R, 30A, 250V. 

2. Any conversion to the Data Center Cabinet, including replacement 
of the AC Power Plug or AC Power Sequencer, voids all safety 
agency approvals. 

3. The Switched 2 output comes on after a 20-second delay. 

References 

1 . Sun Full-Height Rack System Installation Manual, 800-1677. 

2. Sun Rackmountable Fileservers Installation Manual, 800-1676. 

3. Sun 900 Mbyte Disk Drive Installation Manual, 800-1 036. 

4. Sun 56-inch Data Center Cabinet and Data Center Expansion 
Cabinet Installation Manual, 800-3242. 

5. Sun 56-inch Expansion Cabinet Installation Manual, 800-5936-18. 

6. Sun 56-inch Expansion Cabinet Service Manual, 800-6371-17. 
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230 Volt AC Power Sequencer 

300-1263 

Sherwood Enterprises 



Outlet Side 



© 

J5 

© 



J6 I* • •! J7 QE 



F6 

<5) 15 AMP 



13© 

J1 J2 

©© 



©© 

J3 J4 

©O 



UNSWITCHED 
250V/15A 



SWITCHED 1 
250V/15A 



SWITCHED 2 
250V/15A 



Control Side 



REMOTE POWER CONTROL BUS 
i POWER AVAILABLE fj • •! |» • » | 



20 SEC DELAY 1 

f^SD N 

^■K MAIM PC 1WI-H 

REMOTE I 1 — 1 — 1 ! LOCAL 



J8 J9 



SWITCHED MAIN POWER 



1 & 



30A/250V NEMA L6-30P plug 



Notes 

1 . Requires AC outlet NEMA L6-30R, 30A, 250V. 

2. Any conversion to the Data Center Cabinet, including replacement 
of the AC Power Plug or AC Power Sequencer, voids all safety 
agency approvals. 

3. The Switched 2 output comes on after a 20-second delay. 

4. The 300-1263 replaced 370-1155-02 in February 1996. 

References 

1 . Sun 56-inch Expansion Cabinet Installation Manual, 800-5936-18. 

2. Sun 56-inch Expansion Cabinet Service Manual, 800-6371-17. 
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POWER 



240 Volt AC Power Sequencer 



370-1156-03 

Sherwood Enterprises 



Outlet Side 



J5 



I* • »l I* • •! 

J6 J7 



5J -- REVERSE IEC 320 C1 3 



| In al l I Id aj j 

J1 J2 

IIddII 



| la al l Up DJJ 

J3 J4 

IIodII l[Dall 



UNSWITCHED 
250V/15A 



SWITCHED 1 
250V/15A 



SWITCHED 2 
250V/15A 



Control Side 



POWER AVAILABLE # 



REMOTE POWER CONTROL BUS 



OFF 



!• • •! II • •! 

REMOTE r~f~l LOCAL J8 jg 



SWITCHED 



ON 



MAIN POWER 



1 — £3] 



Blue 32A IEC 309 plug with ground at 6 o'clock 



Notes 

1 . Requires a Blue, IEC 309, 2-Pole, 3-Wire, 32A, 250V AC receptacle. 

2. Any conversion to the Data Center Cabinet, including replacement 
of the AC Power Plug or AC Power Sequencer, voids all safety 
agency approvals. 

3. The AC Power Cord is internally wired to the AC Line Filter. 

4. The Switched 2 output comes on after a 20-second delay. 

References 

1 . Sun Full-Height Rack System Installation Manual, 800-1677. 

2. Sun Rackmountable Fileservers Installation Manual, 800-1676. 

3. Sun 900 Mbyte Disk Drive Installation Manual, 800-1 036. 

4. Sun 56-inch Data Center Cabinet and Data Center Expansion 
Cabinet Installation Manual, 800-3242. 

5. Sun 56-inch Expansion Cabinet Installation Manual, 800-5936-18. 

6. Sun 56-inch Expansion Cabinet Service Manual, 800-6371-17. 
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240 Volt AC Power Sequencer 



300-1264 

Sherwood Enterprises 



Outlet Side 



J6 l« « »l J7 I* « »l 



- Reverse IEC320C13 



J1 J2 



UNSWITCHED 
250V/15A 



SWITCHED 1 
250V/15A 



SWITCHED 2 
250V/15A 



Control Side 



I POWER AVAILABLE 



REMOTE POWER CONTROL BUS 

ton !• • •! 



20 SEC DELAY 1 



SWITCHED 
2( 



0 m3 



MAIN POWER w y 

REMOTE 1 1 — 1 — 1 1 LOCAL 




Blue 32A IEC 309 plug with ground at 6 o'clock 



Notes 

1 . Requires a Blue, IEC 309, 2-Pole, 3-Wire, 32A, 250V AC receptacle. 

2. Any conversion to the Data Center Cabinet, including replacement 
of the AC Power Plug or AC Power Sequencer, voids all safety 
agency approvals. 

3. The Switched 2 output comes on after a 20-second delay. 

4. The 300-1264 replaced 370-1156-03 in February 1996. 

References 

1 . 56-inch Expansion Cabinet Installation Manual, 800-5936-18. 

2. 56-inch Expansion Cabinet Service Manual, 800-6371-17. 
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POWER 



Option 964 

AC Power Sequencer Operation 




Switch SW1 

Use SW1 to set the Slave Outputs when SW2 is set to 1 . 
Switch SW2 

Use SW2 to set Switched=1 , Remote=2, or Unswitched=3. 
Switch SW3 

Use SW3 to set the AC current detection level used when SW2 is 
set to Switched mode. Slave outputs are enabled when the AC 
current exceeds 200ma in the SS10 position or 600ma in the 
SS1000 position. 



SW1 


SW2 


MASTER-1 
LOAD 


MASTER-2 
LOAD 


SLAVE-1 
OUTPUT 


SLAVE-2 
OUTPUT 


1 




On 


X 


On 


On 


1 




Off 


X 


Off 


Off 


2 




On 


Off 


On 


Off 


2 




On 


On 


On 


On 


2 




Off 


On 


Off 


On 


2 




Off 


Off 


Off 


Off 


3 




On 


X 


On 


On 


3 




Off 


On 


On 


On 


3 




Off 


Off 


Off 


Off 


4 




On 


X 


On 


On 


4 




Off 


On 


Off 


On 


4 




Off 


Off 


Off 


Off 


1234 


2 


N/A 


N/A 


X 


X 


1234 


3 


N/A 


N/A 


On 


On 
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230V AC Power Sequencer 



Option 964 
300-1216 

Sherwood Enterprises 





SW1 

o 


IN 

0 


Fuses 

ooo 




B2 Q 8810 


© 

SW2 


D 

OUT 


ooo 

LittelFuse CCMR 15A 





NEMA 6-15R 
NEMA L6-30R 30A, 250V 



BLACK - 



ON 



OFF 



■ WHITE 
-GREEN 



LINE FILTER 




PRINTED CIRCUIT BOARD 



AC POWER SWITCH 



Note 

Any conversion to the Stacking Unit, including replacement of the AC 
Power Plug or AC Power Sequencer, voids all safety agency approvals. 
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240V AC Power Sequencer 



Option 964 
300-1217 

Sherwood Enterprises 



A1 



A2 



ffi)| HtSll B1 |®| y S W3 © D ON 

~ O D 0FI 



SS1000 SW1 IN 



SS10 



SW2 OUT 




tG=== 



REVERSE IEC 320 



Blue, IEC 309, 2-Pole, 3-Wire, 32A, 6h 



ON 



OFF 



BROWN - 



■ BLUE 

- GREEN/YELLOW 



LINE FILTER 




PRINTED CIRCUIT BOARD 



AC POWER SWITCH 



Note 

Any conversion to the Stacking Unit, including replacement of the AC 
Power Plug or AC Power Sequencer, voids all safety agency approvals. 
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AC Distribution Unit Power Requirements 

SC2000 SC2000E 
300-1099 300-1100 

Operating Range 

Nominal Voltage: 208, 220, 230, or 240 Volts AC 
Operating Voltage: Single Phase 180-264 Volts AC 
Frequency: 48-63 Hz Current: 24 A maximum 

AC Power Plug 

The 230VAC power plug is a NEMA L6-30P. The 240VAC power 
plug is a Blue, 32A, IEC 309, with Ground at the 6-hour position. 

AC Power Cord 

The 230VAC Power Sequencer uses a 12 AWG Type SJO 
flexible cord rated at 25A when connected to utilization 
equipment with 2 current carrying conductors. Refer to Article 
400-5 of the US National Electrical Code. 

NEMA L6-30R / ANSI C73.75 230 Volt Power Receptacle 

30 Amp, 250V, 2-pole, 3-wire, Single Phase, Grounded 



120V | 

Voltage output is dependent on phase 
tap connections and transformer type. 
A 208Y/1 20-volt system is shown. 




Ground 



208= 120x73 



IEC 309 240 Volt Power Receptacle 

32 Amp, 240V, 2-pole, 3-wire, Single Phase, Grounded 




Ground / PE 
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230 Volt AC Distribution Unit 

SC2000 SC2000E 
300-1099 

Sherwood Enterprises SEI-ACDB-NA 



Outlet Side 



Control Side 




Hubbel 20A/250V 
IEC 320 C1 9 



AC OUTPUT 



J3 



J2 



0 



F1 



© 



J5 



J6 



-©- 



F2 9 

300-1099-01 
250V 10A 
Littelfuse 
KLKR10A 

300-1099-02 
250V 10A 
Littelfuse 

CCMR10A 



NEMA 6-1 5R 




AC OUTPUT 



POWER ON REMOTE 

• B 

LOCAL 



ON 
OFF 



MAIN POWER 



GREEN 
Q 



BLACK WHITE 



AC INPUT AC INPUT 

NEMA L6-30P, 30A, 250V 

Notes 

1 . Requires a NEMA L6-30R, 30A, 250V AC receptacle. 

2. Any conversion to the Data Center Cabinet, including replacement 
of the AC Power Plug or AC Distribution Unit, voids all safety agency 
approvals. 

3. The AC Power Cord is internally wired to the AC Line Filter. 

4. Peripheral Tray Power Supply <300-1 096-05 may cause the 230 Volt 
AC Distribution Unit fuses to blow. 

Reference: SPARCcenter 2000 Installation Manual, 800-6975-10. 
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240 Volt AC Distribution Unit 

SC2000 SC2000E 
300-1100 

Sherwood Enterprises SEI-ACDB-NA 



Outlet Side 



Control Side 




Hubbel 20A/250V 
IEC 320 C1 9 




AC OUTPUT 



POWER ON REMOTE 



J1 



ON 
OFF 



E3 

LOCAL 
MAIN POWER 



GREEN/YELLOW 
? BROWN BLUE 

EE: 



AC INPUT 



Blue, IEC 309, 2-Pole, 3-Wire, 32A, 6h 

Notes 

1 . Requires a Blue, IEC 309, 2-Pole, 3-Wire, 32A, 250V AC receptacle. 

2. Any conversion to the Data Center Cabinet, including replacement 
of the AC Power Plug or AC Distribution Unit, voids all safety 
agency approvals. 

3. The AC Power Cord is internally wired to the AC Line Filter. 

Reference: SPARCcenter 2000 Installation Manual, 800-6975-10. 
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AC Power Sequencer Power Requirements 



E5000 E6000 E5500 E6500 E10000 Options 956 6513 
300-1290 300-1403 

Operating Range 

Nominal Voltage: 208, 220, 230, or 240 Volts AC 
Operating Voltage: Single Phase 180-264 Volts AC 
Frequency: 48-63 Hz Current: 24 A maximum 

AC Input Power Plug 

U.S. power cord 530-2197 uses a NEMA L6-30P plug. 
International power cord 530-2266 uses a Blue, IEC 309, 2-Pole, 
3-Wire, 32 Amp plug, with Ground at the 6-hour position. 

AC Output Connectors 

Connector J1 has an IEC 320 C1 9 receptacle. Connectors J2 and 
J5 - J12 have 3-circuit AMP Mate-N-Lok receptacles. 

NEMA L6-30R / ANSI C73.75 230 Volt Power Receptacle 

30 Amp, 250V, 2-pole, 3-wire, Single Phase, Grounded 



i 

208V 
I 



Ground 




Voltage output is dependent on phase 
tap connections and transformer type. 
A 208Y/120-volt system is shown. 

208= 120x73 



IEC 309 240 Volt Power Receptacle 

32 Amp, 240V, 2-pole, 3-wire, Single Phase, Grounded 




Ground / PE 
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230V AC Power Sequencer 

E5000 E6000 E10000 
Options 956 6513 
300-1290 

Sherwood Enterprises Model 10 
Electronic Manufacturing Systems Model 10 



Outlet Side 



J2 

12A MAX 



Neutral 
Ground 
•J- Line 



UNSWITCHED GROUP 
250V- 16A MAX COMBINED 



SYSTEM INTERFACE 

9 r 



DB-9F 



DB-9M 



SWITCHED 1 GROUP 

-B El 



250V- 15A MAX COMBINED 
12A MAX PER CONNECTOR 

J8 | | J7 



SWITCHED 2 GROUP 
J10 M !•! J9 



1 I 

250V- 15A MAX COMBINED 
12A MAX PER CONNECTOR 

1 I 



Reverse IEC320 C19 
AC Cable 530-2213 
to E5000/E6000 
AC Assy 370-1812 



Cable 530-2235 
to E5000/E6000 
AC Assy 370-1812 

Cable 530-2234 
to E5000/E6000 
Fan Tray 540-2709 



AC Cable 530-2197 
AC Y Cable 530-2264 



Control Side 



SWITCHED OUTLET CONTROL 

9 



LOCAL 

OFF 

REMOTE 



"B 



J14IN 



K 



POWER SWITCHED 
AVAILABLE OUTLETS 

• • • 

1 2 




MAIN POWER 



Line 2 
or - 
Neutral 

Line 1 - 



6 ® 
# 3 



■Ground 



■ DB-9F 



• DB-9M 



Harting Han 6HsB AC Input Receptacle 
530-2266, 530-2568, or 180-1944 with 32A IEC309 

530-2265, 530-2567, or 180-1943 with NEMA L6-30P 
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300-1290 



J3 Remote Power Control J4 Rack Fan Interface 



PIN 


DESCRIPTION 




PIN 


DESCRIPTION 


1 


Expansion Rack Fan Fail 




1 


Rack Fan Fail 


2 


Expansion Rack Fan Fail 




2 


Ground 


3 


Return 

+5V Power On Control 




3 
4 


Expansion Rack Fan Fail 
Not used 


4 

5 

6 
7 
8 


Remote ln+ 
Keyswitch Closure+ 

Remote In Keyswitch 
Closure- 

EPO+ Switch Closure+ 
Not used 
+5V Return 




5 
6 

7 
8 
9 


Not used 

Expansion Rack Fan Fail 
Return 

Not used 
Not used 

Expansion Rack Present In 








9 


EPO- Switch Closure- 








J14 Remote In 




J15 Remote Out 


PIN 


DESCRIPTION 




PIN 


DESCRIPTION 


1 


Not used 




1 


Not used 


2 


Not used 




2 


Not used 


3 


Expansion Rack Fan Fail 
Out to Master 




3 


Expansion Rack Fan Fail In 
from Slave 


4 


Remote ln+ Used as Slave 




4 


Relay N.O. Remote Out 


5 


Remote In- 




5 


Relay Com. Remote Out 


6 


Expansion Rack Fan Fail 
Return 




6 


Expansion Rack Fan Fail 
Return 


7 


Not used 




7 


Not used 


8 


Not used 




8 


Not used 


9 


Expansion Rack Present 




9 


Expansion Rack Present In 




Out Connected to Pin-6 
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230V AC Power Sequencer 

E5000 E6000 E5500 E6500 E10000 
Options 956 6513 9610 9615 9620 
300-1403 

Electronic Manufacturing Systems Model 10 



Outlet Side 



Control Side 



J2 

12A MAX 
3 Neutral 
2 M- Ground 
1 [«J- Line 



UNSWITCHED GROUP 
250V- 16A MAX COMBINED 

SYSTEM INTERFACE 



DB-9F 



DB-9M 



SWITCHED 1 GROUP 

J6 n n js 

m w — 

250V- 15A MAX COMBINED 
12A MAX PER CONNECTOR 

J8 | | J7 



SWITCHED 2 GROUP 

,10 | | J9 

250V- 15A MAX COMBINED 
12A MAX PER CONNECTOR 



Reverse IEC320 C19 
AC Cable 530-2213 
to E5000/E6000 
AC Assy 370-1812 



Cable 530-2235 
to E5000/E6000 
AC Assy 370-1812 

Cable 530-2234 
to E5000/E6000 
Fan Tray 540-2709 



AC Cable 530-2197 
AC Y Cable 530-2264 



SWITCHED OUTLET CONTROL 
5 



LOCAL 

OFF 

REMOTE 



B 



J14IN 



J15 0UT 



POWER SWITCHED 
AVAILABLE OUTLETS 

• • • 

1 2 



MAIN POWER 



J13 



Line 2 
or - 
Neutral 

Line 1 - 



Harting Han 6HsB AC Input Receptacle 
530-2568 or 180-1944 with 32A IEC309 

530-2567 or 180-1943 with NEMA L6-30P 
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300-1403 



J3 Remote Power Control 



J4 Rack Fan Interface 



PIN 


DESCRIPTION 


1 


Expansion Rack Fan Fail 


2 


Expansion Rack Fan Fail 




Return 


3 


+5V Power On Control 


4 


Remote ln+ 




Keyswitch Closure+ 


5 


Remote In Keyswitch 




Closure- 


6 


EPO+ Switch Closure+ 


7 


Not used 


8 


+5V Return 


9 


EPO- Switch Closure- 



PIN 


DESCRIPTION 


1 


Rack Fan Fail 


2 


Ground 


3 


Expansion Rack Fan Fail 


4 


Not used 


5 


Not used 


6 


Expansion Rack Fan Fail 




Return 


7 


Not used 


8 


Not used 


9 


Expansion Rack Present In 



J14 Remote In J15 Remote Out 



PIN 


DESCRIPTION 




PIN 


DESCRIPTION 


1 


Not used 




1 


Not used 


2 


Not used 




2 


Not used 


3 


Expansion Rack Fan Fail 
Out to Master 




3 


Expansion Rack Fan Fail In 
from Slave 


4 


Remote ln+ Used as Slave 




4 


Relay N.O. Remote Out 


5 


Remote In- 




5 


Relay Com. Remote Out 


6 


Expansion Rack Fan Fail 
Return 




6 


Expansion Rack Fan Fail 
Return 


7 


Not used 




7 


Not used 


8 


Not used 




8 


Not used 


9 


Expansion Rack Present 




9 


Expansion Rack Present In 




Out Connected to Pin-6 







Notes 

1 . Option 9626 is required when a second AC Power Sequencer, Option 
9620, is installed in the front of the E5500 and E6500 cabinet. 

2. Option 9626 includes mounting bracket 340-5205. 
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1 10/230V AC Input/Fan Assembly 

E4000 E4500 
370-1811 



Front View 



IEC320C14 DB ' 9F 




Remote Power Control 
Not used by E4000 



Rear View 




Left Side View 
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230V AC Input/Fan Assembly 

E5000 E6000 E5500 E6500 
370-1812 



Front View 



DB-9F 



IEC320 C20 




Remote Power Control 
Cable 530-221 3 to AC 
Power Sequencer 



Rear View 



(oooooooooo) 



Left Side View 
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Danish 230V AC Input/Fan Assembly 

E4000V5 E4500V5 
370-2364 



Front View 



5" 



IEC320C14 DB " 9F 




Remote Power Control 
Not used by E4000V5 



Rear View 




Left Side View 




Notes 

1 . Use AC Power cord 530-2301 , Option X389L 

2. Power cord 530-2301 requires a 16A IEC309 receptacle. 
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1 10 and 230V AC Uninterruptible Power Supply 

Netra nfs150 
370-2240 370-2241 



Front Panel Display 



|— Red LEDs 
0 — Green LEDs 



Line Input High 



Line OK 



Line Input Low 



Site warning 
Ground fault or 
reversed neutral 




Overload 
100% Load 



75% Load 
50% Load 
<25% Load 

Low Battery 
RS-232 Activity 



Battery Level LEDs 

LEDs turn Off from 
top to bottom when 
battery is discharging 

LEDs turn On from 
bottom to top when 
battery is charging 



Alarm 
Silence/Reset Switch 



Potential battery 
failure detected 



Backup Life 

1 . Approximately 5 to 10 minutes of backup is available at full load. 

2. Approximately 10 to 30 minutes of backup is available at partial load. 

Battery Recharging 

1 . Automatic recharging occurs after a power failure when the On/Off switch 
is in the ON position. 

2. Complete recharging can take up to 24 hours when the battery is used 
for a long period of time. 

3. Most charging takes less than 8 hours. 

Storing 

1 . Turn the On/Off switch to the OFF position. 

2. Recharge the battery every 6 months. 

3. Charging takes 8 to 12 hours. 
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1 1 0Volt AC Uninterruptible Power Supply 
Netra nfs 150 
370-2240 

Deltec PRA600a-SM 



Front View 



Rear View 





ON 






0 




0 


0 


0 




0 


0 


0 


0 


0 




0 


0 


0 


0 


0 






a 


@ 

0 


<§> 

0 


0 


i 


9 





AC Outputs 
Reverse IEC320 C13 



(22) 



Input 120VAC5.5A 60Hz 
Output 120VAC 5.0A 60Hz 
600VA / 520W 



"B! 



Off 

AC Input f— — j 
IEC320-C14 



Fuse + Spare 



D 
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POWER 



370-2240 
Switch Settings 



SWITCH 


SETTING 


DESCRIPTION 


1 


Off 


UPS configuration 120V nominal j 
+1-20% 


2 


Off 


I 1 


On 


UPS configuration 127V nominal 
+/-20% 


2 


Off 


1 


Off 


UPS configuration 110V nominal 
+/-20% 


2 


On 


1 


On* 


UPS configuration 120V nominal 
+/-25% extended voltage range 


2 


On* 


j 3 


On* 


Disable site warning alarm ! 


3 


Off 


Enable site warning alarm 


4 


On 


Approximately 5 minutes backup 
before low battery alarm 


4 


Off* 


Approximately 2 minutes backup 
after low battery alarm 


5 


On 


Enable <5% load auto shutdown 


5 


Off* 


Enable <5% load auto shutdown | 
after 5 minutes on battery 


6 


On 


Conditional shutdown delay 180 sec 


6 


Off* 


Conditional shutdown delay 5 sec 


7 


On* 


Disable AC input failure alarm j 


7 


Off 


Enable AC input failure alarm 


8 


On 


Frequency selection 50Hz 


8 


Off* 


Frequency selection 60Hz 



Notes 

1 . The Sun default switch settings are indicated by the * symbol. 

2. The manufacturer's default switch settings are all switches OFF. 

3. Switch setting changes made while the UPS is running, do not 
take effect until the UPS power is cycled. 
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230Volt AC Uninterruptible Power Supply 
Netra nfs 150 
370-2241 

Deltec PRA600i-SM 



Front View 



Rear View 




AC Outputs 
Reverse IEC320C13 



Input 230VAC 50Hz 
Output 230VAC 2.6A 50Hz 
600VA / 520W 



AC Input 
IEC320-C14 



6.3A 250V 



Fuse + Spare 



8 

f I |c 



D 
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POWER 



370-2241 
Switch Settings 



SWITCH 


SETTING 


DESCRIPTION 


1 


Off 


UPS configuration 230V nominal 

T7 C\i /O 


2 


Off 


1 


On 


UPS configuration 240V nominal 
+/-20% 


2 


Off 


1 


Off 


UPS configuration 220V nominal 
+/-20% 


2 


On 


1 


On* 


UPS configuration 230V nominal 
+/-25% extended voltage range 


2 


On* 


3 


On* 


Disable site warning alarm 


3 


Off 


Enable site warning alarm 


4 


On 


Approximately 5 minutes backup 
before low battery alarm 


4 


Off* 


Approximately 2 minutes backup 
after low battery alarm 


5 


On 


Enable <5% load auto shutdown 


5 


Off* 


Enable <5% load auto shutdown 
after 5 minutes on battery 


6 


On 


Conditional shutdown delay 180 sec 


6 


Off* 


Conditional shutdown delay 5 sec 


7 


On* 


Disable AC input failure alarm 


7 


Off 


Enable AC input failure alarm 


8 


On 


Frequency selection 60Hz 


8 


Off* 


Frequency selection 50Hz 



Notes 

1 . The Sun default switch settings are indicated by the * symbol. 

2. The manufacturer's default switch settings are all switches OFF 

3. Switch setting changes made while the UPS is running, do not 
take effect until the UPS power is cycled. 
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AC Input Module Power Requirements 

E10000 
540-3062 540-3441 

Operating Range 

Nominal Voltage: 208, 220, 230, or 240 Volts AC 
Operating Voltage: Single Phase 180-264 Volts AC 
Frequency: 48-63 Hz Current: 24 A maximum 

AC Input Power Plug 

U.S. power cord 530-2379 uses a NEMA L6-30P input plug to two 
IEC320-C1 9 output plugs. International power cord 530-2380 uses 
a Blue, IEC 309, 2-Pole, 3-Wire, 32 Amp input plug, with Ground 
at the 6-hour position to two IEC320-C19 output plugs. 

AC Input Connectors 

There are two IEC 320 C20 receptacles on the AC Input Module. 

NEMA L6-30R / ANSI C73.75 230 Volt Power Receptacle 

30 Amp, 250V, 2-pole, 3-wire, Single Phase, Grounded 



I 



Ground 




120V 



120V 
I 



Voltage output is dependent on phase 
tap connections and transformer type. 
A 208Y/1 20-volt system is shown. 

208= 120x73 



IEC 309 240 Volt Power Receptacle 

32 Amp, 240V, 2-pole, 3-wire, Single Phase, Grounded 




Ground / PE 
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AC Input Module 

E10000 
Option 3875 

540-3062 540-3441 

Marway MPD41 1 066 Marway MPD41 1 066 
Pioneer PM4101 



Front View 



c 



Off 

(D) 

On 



IEC320-C20 



Off 

<fl> 

On 



IEC320-C20 



© 



Rear View 



J1 



o o 
o o 

o o o 

o o o 

o o o 

o o o 

o o o 

o o o 

o o o 

o o 
o o 



J2 



o o 
o o 

o o o 

o o o 

o o o 

o o o 

o o o 

o o o 

o o o 

o o 
o o 
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Remote Power Control Module 

E10000 
Option 9681 



540-3067 



540-3426 



540-3440 




To RPCx on Control Board 0 

To RPCx on Control Board 1 To Power Sequencer 



Remote Power Control Module Cables 



PART# 


DESCRIPTION 


530-2400 
530-2401 
530-2402 
530-2403 


Control Board to Remote Power Control Cable, 3M 
Control Board to Remote Power Control Cable, 1 .5M 
AC Sequencer to Remote Power Control Cable, .5M 
AC Sequencer to Remote Power Control Cable, 6M 



Note 

1 . The upper address bit is incorrectly wired inside Module 540-3067. 

1 . Address settings 4 to 7 do not work correctly on module 540-3067. 

2. Address settings 0 to 7 work correctly on module 540-3426. 
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AC Input Module 

A20 A25 
370-2160 370-2440 

1 5A 1 00-240V Danish 8A 240V 



Cover with Warning Logo 





T9 Security Torx 


o 






10A 250V 






--±-~ 

16A 250V 


O 


ON 
OFF 












IEC320-C14 




IEC320-C20 



To DC Distribution Board J0308 



5 




3 




1 



^ 250 mm Wire Harness 

Green/Yellow = Ground 
Blue = Line 2 / Neutral 



Brown = Line 1 / Hot 



Volume II 



AC POWER-33 



POWER 



9/18/00 



230V AC Power Sequencer 

72-inch StorEdge Expansion Cabinet 
300-1393 

Electronic Manufacturing Systems Model 10 



Outlet Side 



Control Side 



J2 

12A MAX 
3 M- Neutral 
2 W- Ground 
1 y~ Line 



UNSWITCHED GROUP 
250V- 16A MAX COMBINED 



SYSTEM INTERFACE 

9 r 



in: <\£ 



DB-9F 



DB-9M 



SWITCHED 1 GROUP 
J6 [•] [•] J5 

W u 

250V- 15A MAX COMBINED 
12A MAX PER CONNECTOR 

J8 | | J7 



SWITCHED 2 GROUP 
J10 |«| |»| J9 



I 1 

250V- 15A MAX COMBINED 
12A MAX PER CONNECTOR 

I I" 



Keyswitch 370-3547 
Cable 530-2369 



AC Cable 370-3592 
AC Cable 530-2197 
AC Y Cable 530-2264 



SWITCHED OUTLET CONTROL 



LOCAL 

OFF 

REMOTE 



B 



IBr- 

J15 0UT 



POWER SWITCHED 
AVAILABLE OUTLETS 

• • • 

1 2 



MAIN POWER 



J13 



Line 2 
or - 
Neutral 

Line 1 - 



■Ground 



Harting Han 6HsB AC Input Receptacle 
Use AC Cable 530-2675 with 32A IEC309 

or AC Cable 530-2674 with NEMA L6-30P 
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POWER 



300-1393 



J3 Remote Power Control 



PIN 


DESCRIPTION 


1 


Expansion Rack Fan Fail 


2 


Expansion Rack Fan Fail 




Return 


3 


+5V Power On Control 


4 


Remote ln+ 




Keyswitch Closure+ 


5 


Remote In Keyswitch 




Closure- 


6 


EPO+ Switch Closure+ 


7 


Not used 


8 


+5V Return 


9 


EPO- Switch Closure- 


J14 Remote In 


PIN 


DESCRIPTION 


1 


Not used 


2 


Not used 


3 


Expansion Rack Fan Fail 




Out to Master 


4 


Remote ln+ Used as Slave 


5 


Remote In- 


6 


Expansion Rack Fan Fail 




Return 


7 


Not used 


8 


Not used 


9 


Expansion Rack Present 




Out Connected to Pin-6 



J4 Rack Fan Interface 



PIN 


DESCRIPTION 


1 


Rack Fan Fail 


2 


Ground 


3 


Expansion Rack Fan Fail 


4 


Not used 


5 


Not used 


6 


Expansion Rack Fan Fail 




Return 


7 


Not used 


8 


Not used 


9 


Expansion Rack Present In 


J15 Remote Out 


PIN 


DESCRIPTION 


1 


Not used 


2 


Not used 


3 


Expansion Rack Fan Fail In 




from Slave 


4 


Relay N.O. Remote Out 


5 


Relay Com. Remote Out 


6 


Expansion Rack Fan Fail 




Return 


7 


Not used 


8 


Not used 


9 


Expansion Rack Present In 
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PARTS BREAKDOWN 
DC POWER 
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DC Power 



Power Supplies 

300-1037 Sony 35 Watts 4 

300-1073 Fuji 2410 Watts 5 

300-1080 Sony 60 Watts 6 

300-1090 Sony 35 Watts 7 

300-1096 Zytec 269 Watts 8 

300-1312 Zytec 269 Watts 8 

300-1098 Zytec 440 Watts 9 

540-2465 Zytec 440 Watts 9 

540-2981 Zytec 440 Watts 9 

300-1103 Zytec 650 Watts 10 

300-1105 Sony 44 Watts 11 

300-1215 FDK 150Watts 12 

300-1279 FDK 150Watts 12 

300-1257 Sony 50 Watts 13 

300-1258 Fuji 2410Watts 14 

300-1260 FDK 300 Watts 15 

300-1444 FDK 300 Watts 15 

300-1281 Fuji 2410 Watts 16 

300-1282 FDK 30Watts 17 

540-2674 FDK 30 Watts 17 

540-2694 FDK 30 Watts 17 

540-2866 FDK 30 Watts 17 

540-3004 FDK 30 Watts 17 

300-1283 Sony 185 Watts 18 

300-1286 Fuji 2410Watts 19 

300-1295 Zytec 310 Watts 20 

300-1301 FDK 184 Watts 21 

300-1302 Zytec 560 Watts 22 

300-1307 FDK 184Watts 23 

300-1400 FDK 184Watts 23 

300-1248 Sony 180 Watts 24 

300-1308 Sony 180 Watts 24 
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DC Power - Continued 



Power Supplies - Continued 

300-1249 Zytec 350 Watts 25 

300-1309 Zytec 350 Watts 25 

300-1315 Zytec 350 Watts 25 

300-1342 Zytec 350 Watts 25 

300-1317 FDK 184Watts 26 

300-1322 Sun 45 Watts 27 

300-1324 FDK 45 Watts 28 

300-1330 FDK 185 Watts 29 

300-1336 Pioneer 2000 Watts 30 

300-1368 Pioneer 2000 Watts 30 

300-1430 Artesyn 2000 Watts 30 

300-1325 Lucent 300 Watts 31 

300-1337 Lucent 300 Watts 31 

300-1340 FDK 360 Watts 32 

300-1343 Zytec 350 Watts 33 

300-1352 Lucent 350 Watts 34 

300-1355 Switching Power 350 Watts 35 

300-1405 Artesyn 350 Watts 36 

300-1462 Artesyn 350 Watts 36 

300-1357 Sony 660 Watts 37 

300-1358 FDK 190 Watts 38 

300-1359 Zytec 605 Watts 39 

300-1406 Artesyn 325 Watts 40 

300-1408 Artesyn 610 Watts 41 

300-1428 FDK 360 Watts 42 

300-1434 Artesyn 330 Watts 43 

300-1435 Artesyn 330 Watts 44 

300-1445 Sony 360 Watts 45 

300-1449 Lucent 380 Watts 46 

300-1453 Tectrol 325 Watts 47 

300-1454 Tectrol 325 Watts 47 

370-3162 Mitac 200 Watts 48 

370-3171 Mitac 243 Watts 49 
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DC Power - Continued 



Miscellaneous Boards 

Keyswitch Interface Board 50 

Power Supply Interface Board 51 

E450 DC Distribution Board 52 

E250 DC Distribution Board 53 

E220R DC Distribution Board 54 

E420R DC Distribution Board 54 

E220R DC-DC Converter Circuit 55 

OEM Product Power Supplies 

300-1311 Unisys 200Watts 56 

300-1328 Unisys 200 Watts 56 

370-2434 Symbios 57 

370-2436 Symbios 150 Watts 58 
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POWER 
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Sony 062-0412 35 Watts 

Options 540 550 552 558 559 660 
300-1037 

AC Input Power Supply 



TB1 



1 


2 






Brn 


Org 






Blk 


Org 






GND 


+5V 






TB2 








1 


2 


3 


4 


Red 


Blk 


Blk 


Yel 


Blu 


Blk 


Blk 


Red 


+12V 


GND 


GND 


+5V 


TB2a 






1 


2 






Blk 


Yel 






Blk 


Red 






GND 


+5V 






TB3 








1 


2 






Blk 


Red 






Blk 


Blu 






GND 


12V 







DISK/TAPE 



TB2 : 



TB2a 2 | 

SCSI PCB 



TB3 I 



FAN PWR 



1 2 

TB1 M2\ DISK LED 



°o°o 

o o 
no 



ogo 
°o° 



°o°o 
u o u o 



2o9o9 
u o u o u 



°o°o° 



§8°8° 



AC INPUT 



ON/OFF SWITCH 



DC Output 



+5V 


+12V 


2.0A 


1.5A 



Notes 

1. The Disk Drive LED harness part number is 530-1522. 

2. Power Supply 300-1037 does not support the 370-1417 Disk Drive. 

3. Refer to power supplies 300-1090 and 300-1 105 in this chapter. 
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POWER 



Fuji 300-1073 2410 Watts 

SPARCcenter 2000 SPARCcenter 2000E 



300-1073 

AC Input Power Supply 




J1 



PIN 


COLOR 


VOLTAGE 


1 


Black 


PF+ 


2 


Red 


PF- 


3 


N/C 


None 


4 


Orange 


+24 


5 


Or/Blk 


N/C 


6 


White 


+24 Rtn 


7 


Green 


Remote+ 


8 


Gr/Blk 


None 


9 


Blue 


Remote- 


10 


Blk/Wht 


5 +Sense 


11 


Rd/Wht 


5 -Sense 


12 


Gr/Wht 


5 Margin 


13 


Blu/Wht 


1 .2 +Sense 


14 


Wht/Blk 


1 .2 -Sense 


15 


Rd/Blk 


1 .2 Margin 



Top 



+5V ADJUST 0 

+5V RTN O O 

+5V O O 

+12V 
+12VRTN I 
-12V [ 
-12V RTN 

+1.2 O O 
+1 .2 RTN O O 




J2 to Fan Tray 



PIN 


COLOR 


VOLTAGE 


1 


Orange 


+24 


2 


Black 


+24 Rtn 


J3 to AC Distribution J3 


PIN 


COLOR 


VOLTAGE 


1 


Red 


+24 


2 


Black 


+24 Rtn 



DC Output 



+5V 


+1.2V 


+12V 


-12V 


+24V 


340A 


180A 


14A 


2A 


9A 



Note 

Only one 300-1073 Power Supply is supported. The 300-1073 Power 
Supply was not used in factory configured SC2000E systems. 
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DC POWER-5 



POWER 
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Sony APS-28 60 Watts 

Options 547 569 570 571 804 827 
300-1080 

AC Input Power Supply 



P1 



1 


2 


3 


4 


Blu 


BIk 


BIk 


Red 


+12V 


GND 


GND 


+5V 



LED PWR 



P4 I 



JE) 



P2 



1 


2 


Blu 


+12 


BIk 


Gnd 



1 


2 


Red 


+5 


BIk 


Gnd 


P4 


1 


2 


Red 


+5 


BIk 


Gnd 



TERMINATOR PWR 
P3 




FAN PWR 



AC INPUT 



ON/OFF SWITCH 



DC Output 



+5V 


+12V 


3.5A 


3.5A 
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POWER 



Sony 062-0412 35 Watts 

Options 540 550 552 558 559 660 
300-1090 

AC Input Power Supply 



TB1 



1 


2 






Blk 


Org 






GND 


+5V 






TB2 








1 


2 


3 


4 


Blu 


Blk 


Blk 


Red 


+12V 


GND 


GND 


+5V 



TB2a 



1 


2 


Blk 


Red 


GND 


+5V 


TB3 


1 


2 


Blk 


Blu 


GND 


12V 



DISK/TAPE 




TB2a 2 | 

SCSI PCB 



TB3 I 



FAN PWR 



12 

TB1 DISK LED 



°o°o 

o°o° 
u o u o 



ogo 

°o° 
o u o 



°o°o 

°8°8 



o Q o2o 



°o°o° 
°8°8° 



°8°8 
§8°8° 



AC INPUT 



ON/OFF SWITCH 



DC Output 



+5V 


+12V 


2.0A 


1.5A 



Notes 

1 . The Disk Drive LED harness part number is 530-1522. 

2. Disk Drive 370-1417 requires Power Supply 300-1090-02. 
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DC POWER-7 



POWER 
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Zytec 2291 4400 269 Watts 

Options 573 574 576 726 727 
Options 816 826 836 846 6054 6056 
300-1096 300-1312 

AC Input Power Supply AC Input Power Supply 
Nordic Countries 



AC INPUT RECEPTACLE 
IEC320/CEE22 



°o° 



°0 0 O° 

°8°go 



o°o° 
o o 
o o o 

qO U 0 U 



o 0 o 0 o 



°o°o 

°8°o 

°o°o 



J4 



J3 



J2 



J2 J3 



OOOOOOOO 
OOOOOOOO 



PIN 


COLOR 


VOLTAGE 


1 


Red 


+5 


2 


Red 


+5 


3 


Black 


Gnd 


4 


Black 


Gnd 


5 


Black 


Gnd 


6 


Black 


Gnd 


7 


Blue 


+12 


8 


Blue 


+12 


9 


Red 


+5 


10 


Red 


+5 


11 


Black 


Gnd 


12 


Black 


Gnd 


13 


Black 


Gnd 


14 


Black 


Gnd 


15 


Blue 


+12 


16 


Blue 


+12 



J4 

1 



o o o 
o o o 



PIN 


COLOR 


VOLTAGE 


1 


Blue 


+12 


2 


Blue 


+12 


3 


Red 


+5 


4 


Black 


Gnd 


5 


Black 


Gnd 


6 


Black 


Gnd 



Fuses 

300-1096-04, 10A 250V 
300-1096-05, 5A 250V 



DC Output 



+5.1Vdc 


+12Vdc 


+12Vdc 


10.0Ax2 


7.0A x 2 


1.5A 



Notes 

1 . Failure of Power Supply 300-1096-03 may blow fuses in 230 Volt AC 
Distribution Unit 300-1099. 

2. The power supply fuse change from 10A to 5A must be performed by 
the manufacturer because of new regulatory agency labeling. 
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POWER 



Zytec 2291 7800 440 Watts 

SPARCstorage Array 

300-1098 540-2465 540-2981 

AC Input Power Supply Light Grey FRU Medium Grey FRU 



© CAPTIVE FASTENER 



© 



I EC 320 AC RECEPTACLE 



INSTALLATION/REMOVAL LEVER 



POWER SWITCH 



o o 



© 



< n_ ,. _ 




n J 




DC STATUS LED 



AC STATUS LED 



180-Pin Connector 



O 



DC Output 



+5 


+12 A 


+12 B 


+2.85 


+5PC 


+12PC 


34.0A 


20.0A 


2.0A 


7.0A 


4.5A 


3.0A 



Note 

Power Supply >300-1 098-04 or >540-2465-03 is required if more than 
seven 2.1GB Disk Drives are installed in a disk tray. 
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DC POWER-9 



POWER 
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Zytec 2291 71 00 650 Watts 

SPARCserver 1000 
300-1103 

AC Input Power Supply 



Front View 



ON 

STANDBY \ DIAG 

\^/ SECURE C 
Fuse: BUSS ABC 12A 250V 


p C 


P C l 


□ 


GRE 


EEN 
YEL 


_OW 





GREEN 



LED 


STATUS 


DESCRIPTION 


Left 


On 


Power Supply receiving AC power 


Middle 


On 


Self-tests running (first 60 sec of AC power) 




Off 


No hardware failures (after self-tests end) 




On 


Hardware failure (after self-tests end) 


Right 


Off 


Self-tests running (first 60 sec of AC power) 




On 


System running (after self-tests end) 




Off 


Hardware failure (after self-tests end) 



Rear View 



ji 

J2 



Connector J3 Internal Wiring 



DC Output 



J 

j 



PIN 


COLOR 


VOLTAGE 


8 o 


o 1 


PIN 


COLOR 


VOLTAGE 


8 


Orange 


+12 Rtn 


o 


o 


1 


Red 


+12 


9 


White 


Fan Fail 


o 


o 


2 


Black 


+12 Rtn 


10 


N/C 


N/C 






3 


N/C 


N/C 


11 


N/C 


N/C 


o 


o 


4 


N/C 


N/C 


12 


Gn/Yel 


AC Gnd 


o 


o 


5 


Gn/Yel 


AC Gnd 


13 


Brown 


AC In 


o 


o 


6 


Brown 


AC In 


14 


Blue 


AC In 


14 O 


O 7 


7 


Blue 


AC In 



+5.1Vdc 


+1 .2Vdc 


+12Vdc 


-12Vdc 


+12 Motor 


100A 


40A 


2.25A 


0.25A 


7.5A/12A 25sec 
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POWER 



Sony APS-45 44 Watts 

Options 540 545 550 552 557 558 
Options 559 567 579 580 660 822 
300-1105 

AC Input Power Supply 



TB1 



TB1 



1 


2 






Blk 


Red 






GND 


+5V 






TB2 








1 


2 


3 


4 


Blu 


Blk 


Blk 


Red 


+12V 


GND 


GND 


+5V 



TB2a 



1 


2 


Blk 


Blu 


GND 


+5V 


TB3 


1 


2 


Blk 


Blu 


GND 


12V 



TB2 




TB2a 2 [ 

SCSI PCB 



TB3 l a 



FAN PWR 



DISK LED 



rig 



°o°o 
o u o u 

o°o° 



ogo 

°o° 
o u o 



°o°o 

°8°8 



O o°o° 



o Q o n o 



o°o° 
o o 
o o o 

qO u O u 



AC INPUT 



ON/OFF SWITCH 



DC Output 



+5V 


+12V 


2.0A 


1.5A 
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DC POWER-1 1 



POWER 
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FDKPEX668-31 150 Watts 

SS4 SS5 SS20 

300-1215 300-1279 

AC Input Power Supply AC Input Power Supply 



Rear View 



ON/OFF 
SWITCH 



AC OUTPUT 



AC INPUT 



Front View 




9 18 



J1 



1 


2 


3 


4 


5 


6 


7 


8 


9 


10-15 


16 


17 


18 


Blu 


Brn 


Red 


Red 


Red 


Red 


Red 


Red 


Gry 


Blk 


Grn 


Vio 


Yel 


+12 


-12 


+5 


+5 


+5 


+5 


+5 


+5 


Poff 


GND 


Mon 


Fan 


Pon 



J2 



1 


2 


3 


4 


5 


6 


Red 


Blk 


Blk 


Red 


Blk 


Blu 


+5 


GND 


GND 


+5 


GND 


+12 



DC Output 



+5V 


+12V 


-12V 


25A 


2.3A 


0.25A 



Notes 

1 . The SS20 requires the 300-1215-03 or 300-1279-01 power supply. 

2. Part number 300-1279 is used in SS4 1 .05GB disk drive Server 
configurations because the 150 Watt power supply supports the 
power state memory feature. SS4 Workstation configurations, 
regardless of disk capacity, use 50 Watt power supply 300-1257. 
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POWER 



Sony SPS-50 50 Watts 

SPARC Xterminal 1 SPARCstation 4 
300-1257 

AC Input Power Supply 



Rear View 



Front View 



ON/OFF 
SWITCH 



55 



AC OUTPUT 



59 



AC INPUT 




9 18 



J1 



1 


2 


3 


4 


5-6 


7 


8 


9 


10-11 


12-13 


14-15 


16 


17 


18 


Blu 


Bm 


Red 


Red 


N/C 


Red 


Red 


Gry 


Blk 


N/C 


Blk 


N/C 


Vio 


Yel 


+12 


-12 


+5 


+5 




+5 


+5 


Poff 


GND 




GND 




Fan 


Pon 



J2 



1 


2 


3 


4 


5 


6 


Red 


Blk 


Blk 


Red 


Blk 


Blu 


+5 


GND 


GND 


+5 


GND 


+12 



DC Output 



+5V 


+12V 


-12V 


8A 


1.8A 


0.2A 



Notes 

1 . Part number 300-1279 is used in 1 .05GB disk drive Server 
configurations because the 150 Watt power supply supports the 
power state memory feature. Workstation configurations, regardless 
of disk capacity, used 50 Watt power supply 300-1257. 

2. The On/Off switch does not control the AC accessory outlet. 
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DC POWER-13 



POWER 
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Fuji 300-1258 2410 Watts 

SPARCcenter 2000 SPARCcenter2000E 
300-1258 

AC Input Power Supply 




Top 



+5V ADJUST 0 

+5VRTN O O 
+5V O O 



+12V n 
+12VRTN ' 
-12V I 

-12V RTN U 



+1.2 O O 
+1.2 RTN O O 



J1 










PIN 


COLOR 


VOLTAGE 




PIN 


COLOR 


VOLTAGE 


1 


Black 


PF+ 




9 


Blue 


Remote- 


2 


Red 


PF- 




10 


Blk/Wht 


5 +Sense 


3 


N/C 


None 




11 


Rd/Wht 


5 -Sense 


4 


Orange 


+24 




12 


Gr/Wht 


5 Margin 


5 


Or/Blk 


None 




13 


Blu/Wht 


1 .2 +Sense 


6 


White 


+24 Rtn 




14 


Wht/Blk 


1 .2 -Sense 


7 


Green 


Remote+ 




15 


Rd/Blk 


1 .2 Margin 


8 


Gr/Blk 


None 










J2 and J3 



PIN 


COLOR 


VOLTAGE 


J2-1 


Orange 


+24 


J2-2 


Black 


+24 Rtn 


J3-1 


Red 


+24 


J2-2 


Black 


+24 Rtn 



DC Output 



+5V 


+1.2V 


+12V 


-12V 


+24V 


340A 


180A 


14A 


2A 


9A 



Notes 

1 . Only one 300-1258 is supported. The 300-1258 Power Supply was not 
used in factory configured SC2000E systems. 

2. Power Supply 300-1258, installed in systems manufactured from June 
to September 1994, requires DC Adapter Harness 530-2171 when 
Exabyte 10GB and 14GB 8 mm Tape Drives are installed. 
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POWER 



FDK PEX690- 

E3000 E4000 
E3500 E4500 
300-1260 

Type A106 
AC Input Power Supply 
Power/Cooling Module 



31 300 Watts 

E5000 E6000 
E5500 E6500 
300-1444 

Type A 146 
AC Input Power Supply 
Power/Cooling Module 



Front View 



© 



EJECTOR 

Green O O Yellow 



© 



Rear View 




LED Codes 



GREEN 


YELLOW 


DESCRIPTION 


Off 


Off 


No AC Input 


On 


Off 


Normal Operation 


On 


On 


Fan Failure 


Off 


On 


DC Output Failure 



AC Input 



VOLTAGE 


CURRENT 


FREQUENCY 


100 -240V 


5.5A 


47 - 63HZ 



DC Output 300-1260 



+3.3V 


+5V 


+2.0V 


51A 


32A 


5A 


DC Output 300-1444 


+3.3V 


+5V 


+2.0V 


55A 


32A 


5A 



Fuse: 10A 250V 



Notes 

1 . The Power/Cooling Module provides cooling for two adjacent slots. 

2. The Power/Cooling Module operates in redundant current share mode. 

3. Install a Power/Cooling Module or Fan Module 540-2757 in the slot 
above the Peripheral Power Supply in the E3000. 

4. Filler Panel 540-2593 is required when a Power/Cooling Module is not 
installed in the E4x00, E5x00, or E6x00. 
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DC POWER-15 



POWER 
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Fuji 300-1281 2410 Watts 

SPARCcenter 2000 SPARCcenter 2000E 
300-1281 

AC input Power Supply 




PIN 


COLOR 


VOLTAGE 


1 


Black 


PF+ 


2 


Red 


PF- 


3 


N/C 


None 


4 


Orange 


+24 


5 


Or/Blk 


PCM Fail 


6 


White 


+24 Rtn 


7 


Green 


Remote+ 


8 


Gr/Blk 


None 


9 


Blue 


Remote- 


10 


Blk/Wht 


5 +Sense 


11 


Rd/Wht 


5 -Sense 


12 


Gr/Wht 


5 Margin 


13 


Blu/Wht 


1 .2 +Sense 


14 


Wht/Blk 


1 .2 -Sense 


15 


Rd/Blk 


1.2 Margin 



Top 



+5V ADJUST 0 

+5V RTN O O 

+5V O O 

+12V „ 
+12VRTN 
-12V 
-12V RTN 

+1.2 O O 
+1.2 RTN O O 




.12 tn Fan Trav/ 



PIN 


COLOR 


VOLTAGE 


1 


Orange 


+24 


2 


Black 


+24 Rtn 


J3 to AC Distribution J3 


PIN 


COLOR 


VOLTAGE 


1 


Red 


+24 


2 


Black 


+24 Rtn 



DC Output 



+5V 


+1.2V 


+12V 


-12V 


+24V 


340A 


180A 


14A 


2A 


9A 



Note: Only one 300-1073, 300-1258, or 300-1286 Power Supply is 
supported. Two 300-1281 Power Supplies are supported in Chassis 
599-2027 and 599-2031 . Use Sense Cable 530-2210 in Chassis 599-1821 . 
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POWER 



FDK PEX698-30 30 Watts 

JavaStation JJ SPARCstorage UniPack StorEdge UniPack 

300-1282 

Type A103 
AC Input Power Supply 

540-2674 540-2694 540-2866 540-3004 

Tape UniPack FRU Disk UniPack FRU JavaStation FRU Tape Unipack FRU 
Narrow SCSI I/O Wide SCSI I/O Wide SCSI I/O 



Top View 



ON/OFF 
SWITCH 



AC INPUT 




J1 



PIN 


VOLTAGE 


1 


+12 


2 


Gnd 


3 


Gnd 


4 


+5 



DC Output 

300-1282-01 

300-1282-02 



+5V 


+12V 


3.4A 


1.8A 



DC Output 
300-1282-03 



+5V 


+12V 


4.5A 


1.8A 
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POWER 



9/18/00 



SonyAPS-88 185 Watts 

SPARCstorage MultiPack StorEdge MultiPack 
Netra / 1 50 Netra nfs 1 50 E1 50 
300-1283 

Type A1 04 
AC Input Power Supply 



□ 

D 
o 




2 S 



AC INPUT 5 £ 



Pin-1 



DC OUTPUT 



DC Output 



PIN 


DESCRIPTION 


PIN 


DESCRIPTION 


1 


+5Vdc 


10 


+5Vdc 


2 


+5Vdc 


11 


+5Vdc 


3 


Gnd 


12 


Gnd 


4 


Gnd 


13 


Gnd 


5 


+5V pre-charge 


14 


+12V pre-charge 


6 


Gnd 


15 


Gnd 


7 


Gnd 


16 


Gnd 


8 


+12Vdc 


17 


+12Vdc 


9 


+12Vdc 


18 


+12Vdc 



DC Output 



+5V 


+12V 


15.0A 


12.0A 



DC POWER-18 



Field Engineer Handbook 
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POWER 



Fuji 300-1286 2410 Watts 

SPARCcenter 2000 SPARCcenter 2000E 
300-1286 

AC Input Power Supply 




J1 



PIN 


COLOR 


VOLTAGE 


1 


Black 


PF+ 


2 


Red 


PF- 


3 


N/C 


N/C 


4 


Orange 


+24 


5 


Or/Blk 




6 


White 


+24 Rtn 


7 


Green 


Remote+ 


8 


Gr/Blk 


N/C 


9 


Blue 


Remote- 


10 


Blk/Wht 


5 +Sense 


11 


Rd/Wht 


5 -Sense 


12 


Gr/Wht 


5 Margin 


13 


Blu/Wht 


1 .2 +Sense 


14 


Wht/Blk 


1 .2 -Sense 


15 


Rd/Blk 


1 .2 Margin 



Top 



+5V ADJUST 0 

+5V RTN O O 
+5V O O 

+12V 
+12VRTN I 
-12V " 
-12V RTN 

+1.2 O O 
+1.2 RTN O O 




J2 to Fan Tray 



PIN 


COLOR 


VOLTAGE 


1 


Orange 


+24 


2 


Black 


+24 Rtn 


J3 to AC Distribution J3 


PIN 


COLOR 


VOLTAGE 


1 


Red 


+24 


2 


Black 


+24 Rtn 



DC Output 



+5V 


+1.2V 


+12V 


-12V 


+24V 


340A 


180A 


14A 


2A 


9A 



Note: Only one 300-1286 Power Supply is supported. 

Volume II DCPOWER-19 



POWER 



9/18/00 



Zytec EP071 265 310 Watts 

Enterprise Network Array A500 
StorEdge A5000 StorEdge A5100 StorEdge A5200 



Front View 


Option 9687 
300-1295 

Type A1 08 
AC Input Power Supply 




© 


Yellow 
0 O 






Green 









EJECTOR 



Rear View 







U (oooooo) _ 

V V oooooo O IV 
fc^ VoVoWoV r ^ 

r\ 





AC Input 



VOLTAGE 


CURRENT 


FREQUENCY 


100 -240V 


5A 


47 - 63HZ 



DC Output 



OUTPUT 


PRECHARGE 


MAXIMUM 


+3.3V 


+5V 


+12V 


+3.3V 


+5V 


+12V 


310 Watts 


26.0A 


21. OA 


21 .OA 


1.0A 


2.0A 


1.0A 
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POWER 



FDK PEX705-30 1 84 Watts 

E3000 E4000 E5000 E6000 
E4500 E5500 E6500 
300-1301 

Type A1 05 
AC Input Power Supply 



Yellow 

0 o o 

Green 



EJECTOR 




AC Input 



VOLTAGE 


CURRENT 


FREQUENCY 


100 -240V 


3A 


47 - 63HZ 



DC Output 



+5V 


+5V 


+12V 


+12V 


MAXIMUM 
CONTINUOUS 


20A 


5A 


13A 


1.5A 


195 Watts 



Notes 

1 . One 300-1301 Power Supply is supported per system. 

2. AC Input/Fan Assembly 370-1811 or 370-1812 provides cooling for 
the 184W Power/Cooling Module in the E4000/E4500, E5000/E5500, 
and E6000/E6500. 

3. Fan Tray 540-2757 or 300 Watt Power/Cooling Module 300-1260 
provides cooling for the 184 Watt Power Supply in the E3000. 

4. The 184 Watt Power Supply provides the following functions: 

+5Vdc and +12Vdc peripheral tray power 

+5Vdc and +12Vdc drive precharge (non redundant) 

+3.3Vdc and +5Vdc system precharge (non redundant) 

+5Vdc redundant system power 

+12Vdc redundant power for PCM fans 

+12Vdc redundant power for E3000/E3500 Auxiliary Fan Module 
+5Vdc auxiliary power for Clock Board remote console serial port 
E4000/E4500 Keyswitch Assembly fan power 
E5000/E5500 and E6000/E6500 AC Input Box fan power 
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POWER 



9/18/00 



Zytec 300-1 302 560 Watts 
Ultra 450 Ultra Enterprise 450 
Option 9682 
300-1302 

AC Input Power Supply 

Front View 



LJ XJ 



ooo 



Rear View 



ooo 



AC Input 



100-240 VAC 



47-63HZ 



8A 



DC Output 



+3.3V 


+5.0V 


+12.0V 


-12.0V 


+5.0V Standby 


47.0A 


64.0A 


16.0A 


1.0A 


2.4A 



Note 

A memory latch remembers the power supply's last power On/Off state. 
When a power supply that was Off is installed in a system that is On, the 
supply will remain Off. To turn on the power supply, rotate the front panel 
keyswitch from the Power-On position to the Diagnostic position, then 
back to the Power-On position, or press the keyboard Power-On key. 



DC POWER-22 



Field Engineer Handbook 
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POWER 



FDK PEX705-40 1 84 Watts 

E3000 E3500 
300-1307 300-1400 

Type A1 09 Type A1 09 

AC Input Power Supply AC Input Power Supply 




EJECTOR 



°o° 

00 0 
00° 

o°o 



AC Input 



VOLTAGE 


CURRENT 


FREQUENCY 


100 -240V 


12A 


47 - 63HZ 



DC Output 



+5V 


+5V 


+12V 


+12V 


MAXIMUM 
CONTINUOUS 


20A 


5A 


13A 


1.5A 


195 Watts 



Notes 

1 . One 300-1307 or 300-1400 per system is supported. 

2. Use 300-1301 as the redundant Peripheral Power Supply in the E3000. 

3. Use 300-1358 as the redundant Peripheral Power Supply in the E3500. 

4. Use Filler Panel 540-2593 when 300-1301 or 300-1400 is not installed. 

5. Use Filler Panel 540-3815 when 300-1358 is not installed. 

6. Fan Tray 540-2757 or 300 Watt Power/Cooling Module 300-1260 
provides cooling for the 184 Watt Power Supply. 

7. The 184 Watt Power Supply provides the following functions: 

AC Input power 

+5Vdc and +12Vdc peripheral tray power 

+5Vdc and +12Vdc drive precharge (non redundant) 

+3.3Vdc and +5Vdc system precharge (non redundant) 

+5Vdc redundant system power 

+12Vdc redundant power for PCM fans 

+12Vdc redundant power for E3000/E3500 Auxiliary Fan Module 
+5Vdc auxiliary power for Clock Board remote console serial port 
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POWER 
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A11 



SonyAPS-72 180 Watts 

A12 Netra/150 Netranfe150 E150 



300-1248 

Early Production 
Type A1 01 
AC Input Power Supply 



300-1308 

FCS 
Type A101 
AC Input Power Supply 



















H 






• 



0 


Top 




o 


O 


O 



J3 



J1 



6 

J2 



J3 to System Board 



PIN 


FUNCTION 


PIN 


FUNCTION 


1 


+12VdC 


9 


Thermal Sensor 


2 




i A 
l W 


~ 1 C V UVy 


3 


Power On 


11 


Power Off 


4 


+5 Sense 


12 


+5 Sense Rtn 


5 


+3.3 Sense* 


13 


+3.3 Sense Rtn* 


6 


+3.0 Sense* 


14 


+3.0 Sense Rtn* 


7 


+3.0 +V Programing 


15 


Thermal Sensor 


8 


+3.0 +OVP Programing 


16 


Power On Reset 



* Pins 5, 6, 13, and 14 are not used. 
J1 to System Board 



J2 to Peripheral Harness 



PIN 


FUNCTION 


PIN 


FUNCTION 


1 


+5Vdc 


10 


+5 Rtn 


2 


+5Vdc 


11 


+5 Rtn 


3 


+5Vdc 


12 


+5 Rtn 


4 


+3.3Vdc 


13 


+3.3 Rtn 


5 


+3.3Vdc 


14 


+3.3 Rtn 


6 


+3.3Vdc 


15 


+3.3 Rtn 


7 


+3.0Vdc 


16 


+3.0 Rtn 


8 


+3.0Vdc 


17 


+3.0 Rtn 


9 


+3.0Vdc 


18 


+3.0 Rtn 



PIN 


FUNCTION 


PIN 


FUNCTION 


1 


+5Vdc 


4 


+5Vdc 


2 


+5 Rtn 


5 


+5 Rtn 


3 


+12 Rtn 


6 


+12Vdc 



DC Output 



1 


2 


3 


4 


5* 


+3.3V 


+5V 


+12V 


-12V 


+3.0V 


12A 


18A 


5.1A 


0.3A 


12A 



DC POWER-24 



Output 5 is adjusted to 3.3Vdc. 
Field Engineer Handbook 



9/18/00 



POWER 



Zytec EP071235-C1 
Ultra 2 



350 Watts 



300-1249 

#6-32 Screws 
Early production 

Type A102 
AC Input Power 



300-1309 

#6-32 Screws 
P1 Production 

Type A102 
AC Input Power 



300-1315 

M3 Screws 
Pilot Production 

Type A102 
AC Input Power 



300-1342 

M3 Screws 
May 1997 
Type A1 02 
AC Input Power 




12-Pin 
6-Wire 



8-Pin 
4-Wire 



-Pin 
■Wire 



Power to System Board 



n 4-i 

24-Pin Connector to System Board J3206 



PIN 


COLOR 


FUNCTION 


1 -6 


Black 


+3.3 Rtn to J3205 


7-12 


Yellow 


+3.3 to J3205 


1 -2 


Black 


+5 Rtn to J3204 


3-4 


Red 


+5 to J3204 


5-6 


Black 


+3.0B Rtn to J3204 


7-8 


Blue 


+3.0B to J3204 


1 -2 


Black 


+3.0A Rtn to J3203 


3-4 


Green 


+3.0A to J3203 



Floppy Drive Power 



PIN 


COLOR 


FUNCTION 


1 


Red 


+5V 


2 


Black 


+5 Rtn 


3 


N/C 


N/C 


4 


N/C 


N/C 



PIN 


COLOR 


FUNCTION 


PIN 


COLOR 


FUNCTION 


1 


Green 


+3A Sense 


13 


Red 


+3A -Sense 


2 


Grn/Wht 


+3A Vprog 


14 


Red/Wht 


+3A OVP Prog 


3 


Prpl/Wht 


+3B Sense 


15 


Brown 


+3B -Sense 


4 


Pnk/Wht 


+3B Vprog 


16 


Black 


+3B OVP Prog 


5 


Blue 


Fan Speed 


17 


Brown 


Pwr On Reset 


6 


Blu/Wht 


+3.3 Sense 


18 


Black 


+3.3 -Sense 


7 


Gry/Wht 


+5 Sense 


19 


Grey 


+5 -Sense 


8 


Blk/Wht 


+12 


20 


Red/Yel 


Return 


9 


Brn/Wht 


+12 


21 


Purple 


Return 


10 


White 


-12 


22 


Orange 


Interlock 


11 


Yellow 


On 


23 


Pink 


Off 


12 


Yel/Wht 


Tmp Sense 


24 


Pink 


Tmp Sense 



Removable Media Power 



PIN 


COLOR 


FUNCTION 


1 


Brown 


+12 


2 


Black 


+12 Rtn 


3 


Black 


+5 Rtn 


4 


Red 


+5 j 



Note: Outputs 3.0A and 3.0B are programmable from 
2.5V to 3.5V. They provide the core voltage to UPA0 
and UPA1 respectively when a module is installed. 



DC Output 



V1 


V2 


V3 


V4 


V5 


V6 


+3.3V 


+5.0V 


+12.0V 


-12.0V 


+3.0V 


+3.0V 


55. OA 


25.0A 


6.5A 


0.4A 


12.0A 


12.0A 
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POWER 



9/18/00 



FDK PEX705-40 Danish 1 84 Watts 

E3000V5 E3500V5 
300-1317 

Type A1 15 
AC Input Power Supply 



Yellow 
0 O O 
Green 



ES 



AC INPUT 



IEC 320 C1 4 



EJECTOR 



°o° 

00 0 
00° 

o°o 



AC Input 



VOLTAGE 


CURRENT 


FREQUENCY 


100 -240V 


12A 


47 - 63HZ 



DC Output 



+5V 


+5V 


+12V 


+12V 


MAXIMUM 
CONTINUOUS 


15A 


OA 


8.5A 


1.5A 


195 Watts 



Notes 

1 . Use AC power cord 530-2301 , Option X389L. 

2. Power cord 530-2301 requires a 16A IEC309 receptacle. 

3. One 300-1317 Power Supply is supported per system. 

4. Use 300-1301 as the redundant Peripheral Power Supply. 

5. Use Filler Panel 540-2593 when 300-1301 is not installed. 

6. Fan Tray 540-2757 or 300 Watt Power/Cooling Module 300-1260 
provides cooling for the 184 Watt Power Supply. 

7. The 184 Watt Power Supply provides the following functions: 

AC Input power 

+5Vdc and +12Vdc peripheral tray power 

+5Vdc and +12Vdc drive precharge (non redundant) 

+3.3Vdc and +5Vdc system precharge (non redundant) 

+5Vdc redundant system power 

+12Vdc redundant power for PCM fans 

+12Vdc redundant power for E3000 Auxiliary Fan Module 

+5Vdc auxiliary power for Clock Board remote console serial port 
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POWER 



Sun 300-1322 45 Watts 

Enterprise 450 Ultra 450 Ultra Enterprise 450 
Options 2230 2240 2244 3870 
300-1322 

DC-DC Converter 



C8 L2 C19 C18 C3 C2 



o 



oooo 



I I 

D1 



Q1 

I I 



C7 C6 C5 C4 C1 

ooooo 



cieO 



40-Pin Connector 



Notes 

1 . Each UltraSPARC Module requires a DC-DC Converter. 

2. The Module and DC-DC installation sequence is B2, A2, B1 , and A1 . 

3. The output voltage is programmable from 2.5Vdc to 3.5Vdc. 

4. Option X2230A is DC-DC Converter and a 250MHz module. 

5. Option X2240A is DC-DC Converter and a 300MHz module. 

6. Option X2244A is DC-DC Converter and a 400MHz module. 

7. Option X3870A is DC-DC Converter 300-1322 without a module. 

References 

1 . Ultra Enterprise 450 Server Owner's Guide, 805-0429-10. 

2. Ultra 450 Workstation Owner's Guide, 805-0430-10. 
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POWER 



9/18/00 



FDK PEX726-30 45 Watts 

SPARCstorage FlexiPack StorEdge FlexiPack 
300-1324 

Type A1 20 
AC Input Power Supply 




SCSI Adapter Power 



PIN 


COLOR 


FUNCTION 


1 


N/C 


N/C 


2 


N/C 


N/C 


3 


Black 


+5V Rtn 


4 


Red 


+5V 


Peripheral Power 


PIN 


COLOR 


FUNCTION 


1 


Blue 


+12V 


. 2 


Black 


+12V Rtn 


3 


Black 


+5V Rtn 


4 


Red 


+5V 



AC Input 



VOLTAGE 


CURRENT 


FREQUENCY 


100 -240V 


1.2A 


47 - 63Hz 



DC Output 



V2 


V3 


+5.0V 


+12.0V 


4.5A 


2.7A 
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Field Engineer Handbook 
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POWER 



FDK PEX733-30 1 85 Watts 

SPARCstorage MultiPack StorEdge MultiPack 
Netra / 1 50 Netra nfs 1 50 E 1 50 
300-1330 

Type A1 04 
AC Input Power Supply 



O 

> 

o 




1 $ 



AC INPUT ^ £ 



Pin-1 



DC OUTPUT 



o 



DC Output 



PIN 


DESCRIPTION 


PIN 


DESCRIPTION 


1 


+5Vdc 


10 


+5Vdc 


2 


+5Vdc 


11 


+5Vdc 


3 


Gnd 


12 


Gnd 


4 


Gnd 


13 


Gnd 


5 


+5V pre-charge 


14 


+12V pre-charge 


6 


Gnd 


15 


Gnd 


7 


Gnd 


16 


Gnd 


8 


+12Vdc 


17 


+12Vdc 


9 


+12Vdc 


18 


+12Vdc 



DC Output 



+5V 


+12V 


15.0A 


12.0A 
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POWER 
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Sun Type A1 35 2000 Watts 

E10000 
Option 9685 

300- 1 336 300- 1 368 300- 1 430 

Pioneer PM3329BP-5 Pioneer PM3329BP-5 Artesyn 22947500 

Type A1 35 Type A1 35 Type A1 35 

AC Input Power Supply AC Input Power Supply AC Input Power Supply 




AC Input 



200 


-240V 


17A 


50- 


60Hz 



DC Output 
+48V 
36A 



DC POWER-30 



Field Engineer Handbook 
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POWER 



Lucent LP300A 300 Watts 

Ultra 30 
300-1325 300-1337 

Pre Production Type A1 1 6 

AC Input Power Supply AC Input Power Supply 
20-Pin J1 16-Pin J1 




J1 to System Board J2901 



PIN 


FUNCTION 


PIN 


FUNCTION 


1 


+3.3 -Sense 


9 


Off 


2 


+3.3 +Sense 


10 


[On 


3 


+5.0 -Sense 


11 


-12V 


4 


+5.0 +Sense 


12 


POR 


5 


+3.0 -Sense 


13 


+12V Return 


6 


+3.0 +Sense 


14 


+12V 


7 


+3.0 OVP Program 


15 


+12 Return 


8 


+3 +V Program 


16 


+12 



J2 to System Board J2903 



PIN 


COLOR 


FUNCTION 


1 23 


Black 


+3.3 Return 


456 


Yellow 


+3.3 



J3 to System Board J2902 



PIN 


COLOR 


FUNCTION 


1 


Black 


+5.0 Return 


2 


Red 


+5.0 


3 


Black 


+3.0 Return 


4 


Blue 


+3.0 



J4 to Harness 530-2345 



PIN 


FUNCTION 


PIN 


FUNCTION 


1 


+5 


6 


+5 Return 


2 


+5 


7 


+5 Return 


3 


+5 


8 


+5 Return 


4 


+12 


9 


+12 Return 


5 


+12 


10 


+12 Return 



AC Input 



85-264 Vrms 



47-63HZ 



DC Output 



V1 


V2 


V3 


V4 


+3.3V 


+5.0V 


+12.0V 


-12.0V 


50.0A 


30.0A 


7.0A 


0.4A 
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POWER 
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FDK PEX737-30 360 Watts 

StorEdge A1 000 StorEdge D 1 000 
Netra st A1 000 Netra st D1 000 
300-1340 

Type A124 
AC Input Power Supply 



Front View 



Locking Handle 






O 


(S) 

AC Input 



Rear View 











































































| 24-Pin Connector | 



AC Input 

100-240 VAC 

47-63Hz 

5.0A 



DC Output 



+5.0V 


+12.0V 


30.0A 


23.0A 



DC POWER-32 Field Engineer Handbook 
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POWER 



Zytec EP071 295-C 350 Watts 
Ultra 30 Ultra 60 
300-1343 

Type A1 25 
AC Input Power Supply 



Power Supply Wire Harness 




J1 to System Board J2901 



PIN 


FUNCTION 


PIN 


FUNCTION 


1 


+3.3 -Sense 


9 


Off 


2 


+3.3 +Sense 


10 


On 


3 


+5.0 -Sense 


11 


-12V 


4 


+5.0 +Sense 


12 


POR 


5 


+3.0 -Sense 


13 


+12V Return 


6 


+3.0 +Sense 


14 


+12V 


7 


+3.0 OVP Program 


15 


+12 Return 


8 


+3 +V Program 


16 


+12 



J3 to System Board J2902 



PIN 


COLOR 


FUNCTION 


1 


Black 


+5.0 Return 


2 1 


Red 


+5.0 


3 


Black 


+3.0 B Return 


4 


Blue 


+3.0B 



Note: Output 3.0B is programmable from 
2.5V to 3.5V. It provides the UltraSPARC 
module core voltage to UPA0 and UPA1 . 



J2 to System Board J2903 



PIN 


COLOR 


FUNCTION 


1 23 


Black 


+3.3 Return 


456 


Yellow 


+3.3 



J4 to Harness 530-2345 



PIN 


FUNCTION 


PIN 


FUNCTION 


1 


+5 


6 


+5 Return 


2 


+5 


7 


+5 Return 


3 


+5 


8 


+5 Return 


4 


+12 


9 


+12 Return 


5 


+12 


10 


+12 Return 



AC Input 



85-264 Vrms 



47-63HZ 



DC Output 



V1 


V2 


V3 


V4 


V5 


+3.3V 


+5.0V 


+12.0V 


-12.0V 


+3.0V 


60.0A 


30.0A 


6.0A 


0.4A 


25.0A 
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POWER 
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Lucent LP360A 360 Watts 

Enterprise 250 
Option 9683 
300-1352 

Type A127 
AC Input Power Supply 



□ □ 

□ □ 

□ □ 

□ □ 

□ □ 

□ □ 

□ □ 

□ □ 

□ □ 

□ □ 

□ □ 

□ □ 



□ □ 

□ □ 

□ □ 

□ □ 

□ □ 

□ □ 

□ □ 

□ □ 

□ □ 

□ □ 

□ □ 

□ □ 



AC Input 

100-240V 

47-63HZ 

6A 



DC Output 



+2.5V 


+3.3V 


+5.0V 


+12.0V 


-12.0V 


+5.0V 


27.0A 


34.0A 


30.0A 


10.0A 


0.5A 


1.0A 
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Field Engineer Handbook 
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POWER 



Switching Power Inc Sun-450 350 Watts 

Netrat1100 Netrat1120 



300-1355 

DC Input Power Supply 
AMP Connectors 
Used Before 5/99 




M5 0.8 O 



RTN 


O 




o 


-48V 


-48V 


o 




o 


RTN 



Input A Input B 
Logic 0V 



M5 0.8- 



J1 to System Board J2901 



PIN 


FUNCTION 


PIN 


FUNCTION 


1 


+3.3 -Sense 


9 


Off 


2 


+3.3 +Sense 


10 


On 


3 


+5.0 -Sense 


11 


-12V 


4 


+5.0 +Sense 


12 


POR 


5 


+3.0 -Sense 


13 


+12V Return 


6 


+3.0 +Sense 


14 


+12V 


7 


+3.0 OVP Program 


15 


+12 Return 


8 


+3 +V Program 


16 


+12 



J3 to System Board J2902 



PIN 


COLOR 


FUNCTION 


1 


Black 


+5.0 Return 


2 


Red 


+5.0 


3 


Black 


+3.0 


4 


Blue 


+3.0 Return 



J2 to System Board J2903 



PIN 


COLOR 


FUNCTION 


1 2 3 


Black 


+3.3 Return 


456 


Yellow 


+3.3 



-□ 4-Pin 
Disk Bay 



-D 
-D 



4-Pin 
CD-ROM 



8-Pin 

Alarm Card 



J2 

6-Pin 



J3 

4-Pin 



J1 

16-Pin 



DC Input 



-48VDC 



15A 



DC Output 



V1 


V2 


V3 


V4 


V5 


+3.3V 


+5.0V 


+12.0V 


-12.0V 


-2.5V 


50.0A 


35.0A 


6.0A 


1.0A 


28.0A 



Notes 

1 . Three banks of memory can be installed in the Ultra 60 System Board if 
the power supply is <300-1 355-03. 

2. Four banks of memory can be installed in the Ultra 60 System Board if 
the power supply is >300-1 355-04. 

3. AMP connectors require two #14AWG wires to the circuit breaker. 
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DC POWER-35 



POWER 



9/18/00 



Artesyn EP071 332 350 Watts 

Netrat 1120 
300-1405 300-1462 

Type D1 19 Type D1 19 

DC Input Power Supply DC Input Power Supply 

AMP Connectors Wago Connectors 

Used From 5/99 to 1 1/99 Used After 1 1/99 



300-1462 is Shown 




M5 0.8 



J1 to System Board J2901 



PIN 


FUNCTION 


PIN 


FUNCTION 


1 


+3.3 -Sense 


9 


Off 


2 


+3.3 +Sense 


10 


On 


3 


+5.0 -Sense 


11 


-12V 


4 


+5.0 +Sense 


12 


POR 


5 


+3.0 -Sense 


13 


+12V Return 


6 


+3.0 +Sense 


14 


+12V 


7 


+3.0 OVP Program 


15 


+12 Return 


8 


+3 +V Program 


16 


+12 



J3 to System Board J2902 



PIN 


COLOR 


FUNCTION 


1 


Black 


+5.0 Return 


2 


Red 


+5.0 


3 


Black 


+3.0 


4 


Blue 


+3.0 Return 



J2 to System Board J2903 



PIN 


COLOR 


FUNCTION 


1 23 


Black 


+3.3 Return 


456 


Yellow 


+3.3 



Wago DC Connectors 

Input A |OQO| 

-48v Gnd Rtn 



Input B |OQO| 



Rtn Gnd -48v 
Logic 0V 



M5 0.8 O O 




4-Pin 
Disk Bay 



H 4-Pin 
u CD-ROM 



4] 



8-Pin 

Alarm Card 



J2 

6-Pin 



J3 

4-Pin 



J1 

16-Pin 



DC Input 



-48VDC 



15A 



DC Output 



V1 


V2 


V3 


V4 


V5 


+3.3V 


+5.0V 


+12.0V 


-12.0V 


-2.5V 


50.0A 


35.0A 


6.0A 


1.0A 


28.0A 



Notes 

1 . Four banks of memory can be installed in the Ultra 60 System Board if 
the power supply is 300-1 405 or 300-1 462. 

2. The 300-1405 and 300-1462 are not qualified in the Netra 1 1 100. 

3. AMP connectors require two #14AWG wires to the circuit breaker. 

4. Wago connectors require three #12AWG wires to the circuit breaker. 



DC POWER-36 



Field Engineer Handbook 



9/18/00 



POWER 



Sony APS-112 660 Watts 

Ultra 80 
300-1357 

Type A119 
AC Input Power Supply 



O O O O O 

O O O O O O 

O O O O O O 

O O O O O O 

O O O O O 



o o o o o o o 
o o o o o o o 

o o o o o o o 
o o o o o o o 



o o o o o 
o o o o o 
o o o o o 
o o o o o 
o o o o o 



Rear View 




J1 to System Board J4107 



PIN 


FUNCTION 


PIN 


FUNCTION 


1/2 


+3.3V 


15/16 


+3.3V Return 


3/4 


+3.3V 


17/18 


+3.3V Return 


5/6 


+3.3V 


19/20 


+3.3V Return 


7/8 


+3.3V 


21/22 


+3.3V Return 


9/10 


+5.0V 


23/24 


+5V Return 


11/12 


+5.0V 


25/26 


+5V Return 


13/14 


+5.0V 


27/28 


+5V Return 



J2 

14-Pin 



J1 

14-Pin 

Molex 43980 



J2 to System Board J4106 



PIN 


FUNCTION 


PIN 


FUNCTION 


1 


POWERON_L 


8 


POWER_OK 


2 


-12V 


9 


PS_FAN 


3 


Ground 


10 


+5.0 


4 


Ground 


11 


+3.3 


5 


Ground 


12 


+12V 


6 


Ground 


13 


+12V 


7 


Spare 


14 


+5 Standby 



AC Input 



100-1 20V 


200-1 40V 


9A 


4A 



DC Output 



V1 


V2 


V3 


V4 


V5 


+3.3V 


+5.0V 


+12.0V 


-12.0V 


+5SB 


90.0A 


70.0A 


7.0A 


0.4A 


0.02A 
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DC POWER-37 



POWER 



9/18/00 



FDKPEX750-30 195 Watts 

E3500 
300-1358 

Type A129 
AC Input Power Supply 



O 

I 

O Green j 
O Yellow 



EJECTOR 




AC Input 



VOLTAGE 


CURRENT 


FREQUENCY 


100 -240V 


3A 


47 - 63HZ 



DC Output 



V1 


Via 


V2 


V2a 


Fan 


+5V 


+5V 


+12V 


+12V 


+14V 


20A 


5A 


13A 


1.5A 


1.0A 



DC POWER-38 



Field Engineer Handbook 
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POWER 



Zytec 300-1 302 605 Watts 

Enterprise 450 Ultra 450 Ultra Enterprise 450 
Option 9682 
300-1359 

AC Input Power Supply 

Front View 



Locking Handle 

U TJ 



ooo 



Rear View 



ooo 



AC Input 



100-240 VAC 



47-63HZ 



8A 



DC Output 



+3.3V 


+5.0V 


+12.0V 


-12.0V 


+5.0V Standby 


47.0A 


64.0A 


20.0A 


1.0A 


2.4A 
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DC POWER-39 



POWER 



9/18/00 



Artesyn EP071 332 325 Watts 

Netrat 1125 
300-1406 

Type A136 
AC Input Power Supply 




M5 0.8 



LOGIC OV 



M5 0.8 O O 



J1 to System Board J2901 



PIN 


FUNCTION 


PIN 


FUNCTION 


1 


+3.3 -Sense 


9 


Off 


2 


+3.3 +Sense 


10 


On 


3 


+5.0 -Sense 


11 


-12V 


4 


+5.0 +Sense 


12 


POR 


5 


+3.0 -Sense 


13 


+12V Return 


6 


+3.0 +Sense 


14 


+12V 


7 


+3.0 OVP Program 


15 


+12 Return 


8 


+3 +V Program 


16 


+12 



-O 4-Pin 
Disk Bay 

-Tl 4-Pin 
u CD-ROM 



H] 



8-Pin 

Alarm Card 



J2 

6-Pin 



J3 

4-Pin 



J1 

16-Pin 



J3 to System Board J2902 



PIN 


FUNCTION 


1 


+5.0 Return 


2 


+5.0 


3 


+3.0 


4 


+3.0 Return 



J2 to System Board J2903 



PIN 


FUNCTION 


1 23 


+3.3 Return 


456 


+3.3 



DC Output 



V1 


V2 


V3 


V4 


V5 


+3.3V 


+5.0V 


+12.0V 


-12.0V 


2.5-3.5V 


50.0A 


30.0A 


6.0A 


0.4A 


25.0A 



DC POWER-40 



Field Engineer Handbook 
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POWER 



Artesyn 22948700 61 0 Watts 
Netraft 1800 
300-1408 

Type D121 
DC Input Power Supply 



Front View 



PSU-DC 



© 





o 


o 


o 




o 


o 


o 


o 


o 


o 


o 


o 


o 


o 


o 


o 


o 


o 


o 




o 


o 


o 





© 



e 



© 



O Fault 
O Power 

O A 
O B 
Input Present 



DC Input 

-48VDC 
24A 



DC Output 



V1 


V2 


V3 


V4 


V5 


V5 


+3.3Vcpu 


+5.0Vcpu 


+14.0Vmb 


+14.0Vcpu 


+5.0Vmb 


+5Vsbs 


28.0A 


31 .OA 


17.7A 


5.0A 


8.0A 


1.0A 
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DC POWER-41 



POWER 



9/18/00 



FDK CEX21 1 -00 360 Watts 
Netra st A1 000 Netra st D1 000 
300-1428 

Type D124 
DC Input Power Supply 



Front View 



Locking Handle 



9 9 9 






DC Input 



Rear View 











































































| 24-Pin Connector | 



DC Input 

-40 to -75 VDC 
<13.0A @ -40VDC 



DC Output 



+5.0V 


+12.0V 


+5.0Vpc 


+12.0Vpc 


30.0A 


23.0A 


2A 


2.5A 



DC POWER-42 



Field Engineer Handbook 



9/18/00 



POWER 



Artesyn 330 Watts 

Netrat 1405 
300-1434 

Type A 142 
AC Input Power Supply 



Front View 



0 Fault LED 
Green/Amber 



Chassis Ground 



@ @ M5 0.8 Ground Lug 




AC Input 

| 100 - 240V | 6A RMS@100Vac | 50/60Hz | 



DC Output 



+3.3V 


+5.0V 


+12.0V 


-12.0V 


+5.0Vsb 


49.5A 


38.5A 


6.6A 


0.4A 


0.25A 
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DC POWER-43 



POWER 



9/18/00 



Artesyn EP071 359 330 Watts 

Netrat 1400 
300-1435 

Type D129 
DC Input Power Supply 



Front View 



0 Fault LED 
Green/Amber 



Chassis Ground 



LOGIC 0V 
(g) @- — M5 0.8 Ground Lug 



Wago DC Connectors 

|ooo| |ooo| 

-48v Gnd Rtn -48v Gnd Rtn 
Input B Input A 

© 



Rear View 




DC Input 

| -40to-75Vdc | 15A | 

DC Output 



+3.3V 


+5.0V 


+12.0V 


-12.0V 


+5.0Vsb 


49.5A 


38.5A 


6.6A 


0.4A 


0.25A 



DC POWER-44 



Field Engineer Handbook 
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POWER 



Sony DPS-62 360 Watts 

Netra ct 400 Netra ct 800 
300-1445 

Type D128 
DC Input Power Supply 



Front View 



Rear View 



LEDs 
Green 
Yellow 



□ □□□□□□ 

□ □□□□□□ 

□ □□□□□□ 

□ □□□□□□ 



□ □ □ □ © 

□ □ □ □ □ 

□ □ □ □ □ 

□ □ □ □ □ 

□ □ □ □ □ 

□ □ □ □ □ 

□ □ □ □ □ 
© □ □ □ □ 

© © - 



Unlock 



Lock 



Air Filter 




DC Input 



-48V 


13.0A 


-60V 


8.5A 



DC Output 



1 


2 


3 


4 


5 


6 


7 


+5.0V 


+3.3V 


+12.0V 


-12.0V 


+5.0Vsb 


+5Vpc 


+12Vpc 


30.0A 


20.0A 


10.5A 


1.0A 


2.0A 


3.0A pk 


3.0A pk 



Notes 

1 . Replace the power supply air filter every three to six months. 

2. Power supply air filter 250-1594-01 is available as Option 7182. 

Reference: Netra ct Server Service Manual, 806-3296. 
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DC POWER-45 



POWER 



9/18/00 



Lucent 300-1 449 380 Watts 

Enterprise 220R Enterprise 420R 
300-1449 

Type A148 
AC Input Power Supply 



Front View 



LEDs 

AC Present 
DC Fault 
DC Status 




Rear View 



AC Input 

| 100 - 240V | 6.25A | 50/60Hz | 

DC Output 



+3.3V 


+5.0V 


+12.0V 


-12.0V 


+5.1V 


50.0A 


40.0A 


5.0A 


0.5A 


1.0A 



DC POWER-46 



Field Engineer Handbook 
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POWER 



Tectrol TC64S-1 327 335 Watts 

StorEdge T3 
300-1453 300-1454 

AC Input Power Supply AC Input Power Supply 
NiCD Battery NiMH Battery 

Early Access 



Front View 




Volume II 



AC Input 



100 -240V | 5A | 50/60Hz~| 



DC POWER-47 



POWER 



9/18/00 



Mitac MPU-200REF 200 Watts 

Ultra 5 
370-3162 

AC Input Power Supply 




ON/OFF 



□ 



AC SELECT 
1 1 15 I 230| 



AC INPUT 



Power Harness Connectors 



CONNECTOR 


#PINS 


FUNCTION 


P1 


20 


System Board Power 


P2 


4 


Peripheral Power 


P3 


4 


Peripheral Power 


P A 


A 


Peripheral Power 


P5 


4 


Peripheral Power 


P6 


4 


Floppy Power 



-D 
-0 
-0 



HQ 



J6 4-Pin 
Floppy 



J1 20-Pin 
Power 



J2 4-Pin 
Peripheral 

J3 4-Pin 
Peripheral 

J4 4-Pin 
Peripheral 



. 1 J5 4- Pin 
"(J Peripheral 



AC Input 



100- 127VAC 


7.0A 


200 - 240VAC 


3.5A 



DC Output 



V1 


V2 


V3 


V4 


V5 


V6 I 


+5.0V 


-5.0V 


+12.0V 


-12.0V 


+3.3V 


+5VSB 


22.0A 


0.5A 


6.0A 


0.8A 


14.0A 


0.2A 



DC POWER-48 



Field Engineer Handbook 
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POWER 



Mitac MPU-250REF 243 Watts 
Ultra 10 
370-3171 

AC Input Power Supply 




ON/OFF 



□ 



AC SELECT 
|115 I 230| 



Power Harness Connectors 



CONNECTOR 


#PINS 


FUNCTION 


P1 


20 


System Board Power 


P2 


4 


Peripheral Power 


P3 


4 


Peripheral Power 


P4 


4 


Peripheral Power 


P5 


4 


Peripheral Power 


P6 


4 


Floppy Power 


P7 


6 


System Board Power 



-0 

-a 
-a 

-D 
HO 




J2 4-Pin 
Peripheral 

J3 4-Pin 
Peripheral 

J4 4-Pin 
Peripheral 

J5 4-Pin 
Peripheral 

J6 4-Pin 
Floppy 



J1 20-Pin 
Power 



J7 6-Pin 
Power 



AC Input 



100- 127VAC 


8.0A 


200 - 240VAC 


4.0A 



DC Output 



V1 


V2 


V3 


V4 


V5 


+5.0V 


+3.3V 


+12.0V 


-12.0V 


+5VSB 


22. OA 


21. OA 


5.0A 


0.3A 


0.2A 
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DC POWER-49 



POWER 



9/18/00 



Keyswitch Interface Board 

SC2000 SC2000E 
501-1877 




GREEN LED YELLOW LED GREEN LED 

□ czi nn 



DC Power Supply is 
receiving AC Power 



System is running 



Self Tests are running or 
a hardware failure was 
detected 



J1 - To Keyswitch 



J2- To 530-1724 




S1 - RESET SWITCH 



DIAG - EXTENDED POST 



SECURE -L1 -A DISABLED 

- RESET DISABLED 

- BREAK DISABLED 

Note 

The Keyswitch Interface Board is located behind Inner Liner 340-2467, 
inside the Hinged Front Panel Assembly. 

Reference: SPARCcenter 2000 Installation Manual, 800-6975-14. 



DC STANDBY 




DC POWER-50 



Field Engineer Handbook 
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POWER 



Power Supply Interface Board 

SC2000E 
501-2724 



J2 



D1 



Cable 530-2163 to 
10-Slot Backplane 



J1 



Cable 530-2162 to 
Upper Power Supply 



J3 



Cable 530-2162 to 
Lower Power Supply 



UPPER POWER SUPPLY 
FAULT LED 



LOWER POWER SUPPLY 
FAULT LED 



Notes 

1 . Install Jumper 530-2170 in J3 if only one power supply is installed. 

2. The lower power supply fault LED is ON if Jumper 530-2170 is not 
installed and only one power supply is installed. 

3. Systems with redundant power supplies require Power Supply 
300-1 281 . Do NOT use 300-1 072, 300-1 258, or 300-1 286. 
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DC POWER-51 



POWER 



9/18/00 



DC Power Distribution Board 

Enterprise 450 Ultra 450 Ultra Enterprise 450 
501-3100 



WARNING: AC POWER 



J0301 TEST CONNECTOR - 



J0302 RMA POWER 



J0303 8-SLOT DISK POWER 



J0304 8-SLOT DISK POWER 



J0305 4-SLOT DISK POWER 



A 



LEDS 
O +12V 
O -12V 
O +5VSTBY 
O +5V 
O +3.3V 



FLEX CABLES 



FLEX CABLES 



FLEX CABLES 



<2J 

WAVECRIMP CONNECTOR 
To System Board 



- J0202 



□H— +3.3V 
RTN 



— — — RTN 



J0308 AC LINE FILTER 



J0103 POWER SUPPLY 2 



J0102 POWER SUPPLY 1 



Y 



J0101 POWER SUPPLY 0 



J0307 INTERLOCKS 
J0306 FAN POWER 



Notes 

1 . The upper and lower flex cables are soldered to the board. 

2. Carefully fold the flex cables to avoid solder joint damage. 



DC POWER-52 



Field Engineer Handbook 



POWER 



9/18/00 



DC Power Distribution Board 

Enterprise 220R Enterprise 420R 
501-5506 



SWITCH, LED, and BUTTON 
Cable 530-2824 



14-PIN SENSE CABLE • 
530-2829 to U60 J2901 
530-2821 to U80 J4106 



6-PIN PWR CONTROL - 
530-2829 to U60 J2901 



4-PIN POWER CABLE 

530-2832 to E220R Interposer 



12-PIN POWER CABLE 

530-2831 to E220R Interposer 



4-PIN PWR CONTROL 
530-2828 to U60 J2902 



J0500 



J 



j JO 205 I 1 J0206 
J0203 

-Q I J | J0202 



J0207 



J0201 



ooo J0501 
1 



I 

0- 



28-PIN POWER CABLE 
530-2828 To U60 J2903 
530-2822 to U80 J4107 



8-PIN INTERLOCK CABLE 
530-2830 to U80 J41 1 1 



10-PIN POWER CABLE 

530-2864 to SCSI Backplane 
530-2864 to CD-ROM and Floppy 



J0209 

-EZI 



J0210 



J0200 



o 



10-PIN CONNECTOR 
To Fan Tray 540-4431 



DC POWER-54 



Field Engineer Handbook 
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POWER 



DC Power Distribution Board 

Enterprise 250 
501-4683 



UPPER POWER SUPPLY 



J0401 | =h 



UPPER POWER SUPPLY 



J0501 Q" 



J0202 



LOWER POWER SUPPLY 



J0201 



J0204 



LOWER POWER SUPPLY 



LEDS 

O +5V O +5VSTBY 
O CORE O +3.3V 
O +12V O -12V 



J0206 



J0205 



J0207 



U0302 □ 
Temp Sensor 



LEDS 

O O 
O O 
O O 



J0303 



KEYSWITCH and l 2 C 
To Disk Backplane J0103 
Cable 530-2525 

to INTERLOCK SWITCH 



14-PIN SENSE CABLE 
To System Board J4501 
Cable 530-2480 



16-PIN SENSE CABLE 
To System Board J2901 
Cable 530-2481 



4-PIN POWER CABLE 
To System Board J2902 
+5V/Core/Rtn Cable 530-2441 

2-PIN POWER CABLE 
To System Board J2903 
+3.3V/Rtn Cable 530-2444 

2-PIN POWER CABLE 
To System Board J2903 
+3.3V/Rtn Cable 530-2444 

8-PIN POWER CABLE 
To Disk Backplane J01 01 
Cable 530-2443 



10-PIN POWER CABLE 
To Fan Tray 540-3274 
Fan Power / Fan Fail 



Notes 

1 . If the system is powered Off from software with the keyswitch On and AC 
power is removed and reapplied, the system will power On. The system 
should remain Off. This is fixed on PDB 501-4683-06. 

2. The POK signals tend to float to the OK state and may cause NVRAM 
corruption during removal or replacement if the DC harness is connected 
between the PDB and System Board. This is fixed on PDB 501-4683-06. 
Disconnecting the harness before NVRAM removal and replacement is 
recommended in Enterprise 250 Server Product Notes 805-3399-1 1 . 
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DC POWER-53 
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POWER 



DC-DC Converter Circuit 

Enterprise 220R 
300-1455 375-0094 

DC-DC Converter Interposer Board 



Interposer Board 375-0094 



12-PIN CABLE 530-2831 
to DC Distribution J0202 



4-PIN CABLE 530-2832 
to DC Distribution J0203 



DC-DC Converter 300-1455 




Note 

Replace 375-0094-01 with 375-0094-01 DEVWCM7041 or 375-0094-02. 
Volume II DC POWER-55 



POWER 



9/18/00 



Unisys 200 Watts 

SPARCstorage RSM 
300-1311 300-1328 

Lambda VAOSM231 Tectrol 
AC Input Power Supply AC Input Power Supply 



o o t~\ (~\ 




RELEASE LEVER 



DC Output 



cm 


CH2 


CH3 


+12V 


+5V 


+5V 


12A 


14A 


1.5A 



DC POWER-56 



Field Engineer Handbook 
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POWER 



Symbios Redundant Battery Backup Module 

RSM Array 2000 
StorEdge A3000 StorEdge A3500 StorEdge A3500FC 

370-2434 



Top View with Cover Removed 



Eagle Picher 




HE6V7.7FR 




6 Volt 7.7Ah (20Hr) 




Sealed Rechargeable 




Lead Acid Battery 




Nonspillable 






+ 






Full Charge A LED 
Off = Not Fully Charged 
Green = Full Charge 



Fault A LED 
Off = Normal 
Amber = Fault 



Full Charge B LED 
Off = Not Fully Charged 
Green = Full Charge 

Fault B LED 
Off = Normal 
Amber = Fault 



Notes 

1 . Charging a new battery can take up to 12 hours. 

2. Write caching is disabled if the battery is weak or has lost its charge. 

3. Replace the battery every 2 years as indicated on the label. 

4. The maximum battery shelf life is 12 months at 25C. 

5. Four LEDs were added to the front panel in July 1998. 
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DC POWER-57 



POWER 



9/18/00 



Symbios 150 Watts 

RSM Array 2000 
StorEdge A3000 StorEdge A3500 StorEdge A3500FC 

370-2436 

Power Switch PSSP-1 50-21 RS 
AC Input Power Supply 



Top View 

DC OUTPUT CONNECTOR 



End View 





ON / OFF 



\y — PULL TAB 



AC Input 



DC Output 



100 


-240V 


2.8- 


-0.8A 


50- 


60Hz 



+12V 


+5V 


4A 


20A 



DC POWER-58 



Field Engineer Handbook 



